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STUDIES ON PENETRATION OF DYES WITH GLASS 
ELECTRODE 

I\L Penetration of Brilliant Cresyl Blue into Niteha 

FLEXILIS 

Bv MARIAN IR\™ 

{From the Laboratories of The Rochejelkr Institute for Medical Research) 
(Accepted for publication, June 19, 1930) 

I 

INTRODUCTION 

Although basic dyes play a special rAle in biology, because many of 
them are readily taken up by living cells, the form in which they pene- 
trate has never been satisfactorily determined. 

A basic dye is usually obtained in the form of the salt some of which may be 
transformed in aqueous solution to free base (the amount depending on the "ap- 
parent” dissociation constant of the dye and the pH value), and in the range of pH 
values genemlly employed with living cells (approximately between pH 5 and 9.5) 
both forms of dye must be considered. In this range methylene blue, for example, 
exists only ns a salt. It is very strongly basic* so that even at pH 9.5 no free base is 
formed. Lauth’s violet, on the other hand, is less basic, with a basic dissociation 
constant* of 1.9 X 10-*. 

Since the nature of the transformation of the dye salt into the free base is still in 
dispute* the structure of the salt and free base of the dye not be discussed. 

Furthermore, the dissociation constant of cresyl blue has not been determined 
by such methods as the oxidation-reduction potential or the glass electrode, so that 
the basicity of the dye is not accurately known. 

It is, however, possible to determine approximately the relative ratio of the dye 
in form of free base/salt by shaking the chloroform with the dye solution and de- 


* Clark, W. M., Cohen, B. C., and Gibbs, H. D., Hygienic Laboratory Bulletin, 
1928, No. 151,202-206. 

*Henrich, F., Theories of organic chemistrj', translated by John Johnson and 
Dorothy Hahn, London, 1922. 
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tcrmining colorimetrically the “apparent” partition coeiSdent hp ~ where Ci 

Cs 

is the concentration of free base of the d5'e in chloroform and Cj the concentration 
of the total dye (free base in equilibrium with the salt) in the aqueous solution. 
Such a determination was previously made^ and it was found that the values of the 
increased with rise in the pH values as if the basic dissodation constant of the 
dj-e were about 10-®-®, But owing to the extreme solubility of the free base in 
chloroform and to the progressive alteration in the color of the dye in the aqueous 
solution from about pH 10 upward, it w^as not possible to determine the value of the 

Cs 

true partition coeffident ku = — where Cs represents the concentration of free 

Ci 


base of the dye in chloroform and Ci the same in the aqueous solution. The pH 
value at which the dye existed almost entirely in form of free base was assumed 
and the value of ktr was accordingly calculated. The dissodation constant was 
then calculated on basis of this assumption so that it may prove to be 
different when the determination is made with a more reliable method. But 
the significance of this obseiv'ation does not lie in the accurate determination of 
the dissodation constant but in the proof that the relative increase in the values 
of ittp, showing roughly the relative ratio of free base/salt, more or less corre- 
sponds to the relative increase in the rate of penetration of the dye into NiieUa 
as the pH value of the aqueous dye solution is raised. 

It has been suggested that basic dyes penetrate living cells in the form of free 
base^ and not in the form of salt,® but this, despite many attempts, has never been 
really proven. The rate of penetration of a basic dye has been found to increase 
with a rise in the pH value of the e.xtemal dye solution. This observation might be 
interpreted as showing penetration in the form of free base since the concentration 
of this form of dye increases as the external pH value rises. But it might be held 
to indicate that the dye penetrates as positive ions since with a rise in the external 
pH \'alue an increase of the negative charges in the cell surface might occur which 
might result in greater penetration of the positive dye ions. 


® Irwin, M., Proc. Soc. Exp. Biol, and Med., 1925-26, 23, 251; J. Gat. Physiol., 
1925-26, 9, 561. 

■* The following authors assume that basic dyes penetrate as free base. Overton, 
E., Jahrb. 'xisscnsch. Bol., 1900, 43, 669. Harvey, E. N., J. Exp. Zool., 1911, 10, 
507. Robertson, T. B., J. Biol. Chan., 1908, 4, 1. McCutcheon, M., and Lucke, 
B., J. Gen. Physiol., 1923-24, 6, 501. Irndn, M., J. Gen. Physiol., 1925-26, 9, 
561. 

®The following authors account for the penetration of basic dyes through 
combining of dye cations nith protoplasmic constituents. Bethe, A., Biochan. 
Z., 1922, 137, 18. Rohde, K., Arch. gcs. Physiol., 1920, 182, 114. Pohle, E., 
Dadsch. vtcd. Wochn., 1921, 47, 1464. Collander, R., Jahrb. wisscnsch. Boi., 
1921, 60, 354. 
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If the dye penetrates as free base and combines® with the sap to form salt which 
cannot readily escape from the vacuole, an increase in tlic pH value of the sap might 
be expected to decrease the rate of penetration. When the pH value of the sap of 
Nilella was increased by entrance of ammonia, the rate of penetration of cresyl 
blue w’as decreased^ from which it w’as concluded^ that the dye penetrated as free 
base. If such a result were indicative of the penetration of the dye as free base 
we should expect that in decreasing® the pH \'aluc of the sap an increase in the rate 
of penetration of cresyl blue would take place. But on lowering the pH value 
of the sap, through the entrance of acetic acid, a decrease® in the rate of penetra- 
tion was observed, instead of an increase. This decrease may be due to an in- 
hibitor>' effect of Uic acid on the protoplasm irrespective of the changes in the sap 
since various" other substances produce an inhibiting effect without penetrating 
the vacuole. 

It is therefore desirable to find a satisfactory’ w.ay of distinguishing between the 
penetration of the free base and that of the dye salt. This can be done by observ- 
ing the effect of the dye on the pH value of the sap. The hydrogen electrode can- 
not be utilized, owing to the poisoning of the electrode by the dyes and to their 
oxidation-reduction potential, and the glass electrode is therefore employed. 
Since this requires the use of about 0.4 cc. of sap It is necessary tochooselarge cells 
which yield sap in sufficient amount for analysis. This can easily be collected 
from the vacuoles of cells of NUcUa. itsbehavior toward dyes is roughly compar- 
able to that of such cells as Paramecium, Spirogyra, Elodea, and Vahnio so that by 
studying the mechanism of dye penetration with Nitella we may gain some insight 
into the behavior of other cells as well. 

In the present paper therefore determinations of the pH values of the sap of 
Nitella by the glass electrode^"* “ are used as a means of studying the form of dye 
penetrating the vacuoles of living cells. 


® E. N. Harvey was the first to suggest that the free base was converted to the 
salt in the sap. See reference under footnote 4. 

^ McCutcheon, JI., and Luckfi, B., J. Gen. Physiol., 1923-24, 6, SOI. 

* Invin, M., Proc. Soc. Exp. Biol, and Med., 1926-27, 24, 54; J, Gen. Physiol., 
1926-27, 10, 271; 1927-28, 11, 111. 

® See footnote 8, and also Irwin, M., J. Gen. Physiol., 1926-27, 10, 425. 

Through the kindness of Dr, D. A. Macinnes and of Dr. M. Dole a glass 
electrode apparatus w’as devised with which it was possible to measure a very small 
amount of liquid. Through their cooperation it was possible to determine whether 
this method was applicable to the studies of the penetration of cresyl blue into 
Nitella cells, as mentioned in their article (Macinnes, D. A., and Dole, M., J . Gen. 
Physiol., 1928-29, 12, 805). 

” Applicability of the glass electrode methods to the measurement of the sap, 
mentioned under footnote 9, was described separately by Irwin, M., Proc. Soc. 
Exp. Biol, and Med., 1929-30, 27, 132. Preliminary report of the present paper 
was published, Proc. Soc. Exp. Biol, and Med., 1929-30, 27, 991. 
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II 

Methods 


Solutions Employed . — All buffer solutions were made up according to Clark’s'^ 
standards and diluted ten times. The pH value of these solutions was checked 
by means of the glass electrode. The dyes were in all cases dissolved in these 
dilute solutions. 

Condition of the Dye Used . — The cresyl blue was purchased as a salt. The 
brilliant cresyl blue (called cresjd blue in the text) was manufactured by Griibler 
previous to 1914, and appears to contain (in the range of pH values between pH 
5.5 and pH 9.2) chiefly cresyl blue in form of salt or free base. It also contains 
another dye, A', but in the solutions emplo 3 'ed the amount is so small in comparison 
to the cresyl blue (free base or salt) that X may be neglected. The difference in 
behavior between tlie cresyl. blue and X is well marked so that it can be readily 
distinguished. Cres)d blue is absorbed as free base by the chloroform and ap- 
pears orange. This orange dye can be entirely removed from the cliloroform on 
shaking the chloroform with the artificial sap of NitcUa (0.1 n KCl at pH 5.5) in 
which it appears blue. On shaking the cresyl blue solution with chloroform, the 
dye is absorbed much more from pH 9.2 than from pH 5.5, showing that the free 
base of cresyl blue is much more soluble in chloroform tlian the dye salt, and that 
the ratio of free basc/salt of cresyl blue increases with the rise in the pH value. 
The dye A', on the other hand, appears pinkish red in chloroform. The amount of 
X absorbed by the chloroform is so much less than that of the free base of cresyl 
blue that it becomes visible only when the experimental condition is favorable 
(f.c., at a high concentration and low pH value). For example, on shaking 0.07 
per cent cresyl blue solution at pH 5.5 with the chloroform, the dye appears red in 
chloroform. On shaking with artificial sap, the red dye is not removed from the 
chloroform ; in fact only a trace of the blue dye appears in the sap, which may very 
well be a trace of the cresyl blue extracted from the chloroform. On shaking 
0.005 per cent cresyl blue solution at pH 9.2 or at pH 5.5, or 0.07 per cent cresyl 
blue solution at pH 9.2, or 0.025 per cent cresyl blue solution at pH 6.8 with chloro- 
form, tlic dye absorbed appears orange in chloroform. But when this chloroform 
is shaken with the sap, until the orange dye is completely removed from the 
chloroform, the red dye becomes visible in the chloroform, and is not extractable 
by the sap from the chloroform. This red dye is absorbed by the chloroform to 
about the same extent from pH 9.2 or from pH 5.5 cresyl blue solution, but the 
amount absorbed increases with the rise in the concentration of aqueous cresyl blue 
solution. The amount of X absorbed is so small, however, that the absorption 
causes only a very slight decrease in the concentration of the total dye solution 


Clark, W. M., The determination of hydrogen ions, Baltimore, 3rd edition, 
192S. 
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even when the chloroform is shaken with 0.07 per cent cresyl blue solution at pH 
5.5. These experiments arc being continued and their results will be reported in 
later publications. 

Speclrophotomctric measurements of these solutions of cresyl blue show that 
they give absorption curx’cs characteristic of cresyl blue. 

The free base of cresyl blue was obtained as follows: 0.005 per cent cresyl blue 
solution at pll 9.2 was shaken with chloroform. Thechloroform was then carefully 
freed from the aqueous solution and immediately placed in a pyre.v glass vial and 
caused to evaporate rapidly by bubbling air through the solution. The freshly col- 
lected sap was then placed in this glass vial, and the concentration of the dye was 
determined colorimetrically by comparison with the standard dye solutions of 
known concentrations. There was a small amount of the dye residue which was 
net readily soluble in the sap, and which was therefore discarded. The pH value 
of the sap containing the dissolved dye was at once determined by the glass 
electrode. 

To ascertain whether this dye was contaminated by other alkaline substances 
absorbed by Uie chloroform from the buffer solution which might alter the pH 
value of the sap the following experiments were made. The chloroform was 
shaken with the buffer solution at pH 9.2 containing no dye and was evaporated 
in the vial as before. The freshly extracted sap was placed in the vial and the 
pH value was immediately determined by the glass electrode. Since the pH value 
of the sap collected in this vial was the same as that of the sap collected in a control 
vfal (which had not come in contact with the chloroform) it is apparent that the 
diloroform docs not absorb any alkaline substance from the buffer solution in the 
absence of dye which would alter the pH value of the sap. "WTiatcver alteration 
occurs in the pH value of the sap in presence of the dye must therefore be due to 
the dye alone. 

It may be asked whether this dye is actually free base of cresyl blue. It cannot 
be a pseudo base, since it is vcr>' soluble in water and is readily reversible, forming 
a salt at lower pH values (appearing blue), while the pseudo base is not readily 
soluble in water, in which it appears colorless, and is irreversible. On shaking 
this dye solution (made up in buffer mixtures) with chloroform, the behavior is 
found to be very much like that of the original cresyl blue solution. The spectro- 
photometric determination show-s that the absorption curve of the d 3 'e taken up 
by chloroform is identical with that of brilliant cresyl blue. It would therefore 
appear tliat the dj’e represents primarily the free base of brilliant cresyl blue. 
A detailed account of these results will be subsequently published. 

Cortiit/iof: of Cells before Experiments . — As previously described, single cells 
were cut from the central portion of the plant and kept about 20 hours in pans of 


** Regarding the care of cells and detection of injury see Irwin, M., J.Gen. 
Physiol] 1925-28, 8, 147; 1926-27, 10, 271, 927; 1927-28, 11, 123; 1928-29, 12, 
147. 
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tap vrater at about 20°C. in a ■svell ventilated room in diffused light. The cells 
v.-hich have suffered severe injurj- at the time of cutting die over night and those 
vrhich may be slightly injured may recover so as to be suitable for use. The effect 
of cutting and of the subsequent treatment of the cells as described in connection 
v-ith electrical measurements''* is not manifested in the same "way in the determina- 
tion of penetration of dyes into the vacuole, so that it is not necessary, for ex- 
ample, to keep each cell in a separate test-tube for a day or more before an ex- 
periment. The precaution, however, was always taken of placing only a few cells 
in a large pan of rvatcr so as to minimize any possible effect of the sap diffusing 
from the dead cells to the Ii%-ing cells, 

Expcrivrcvfs on Penetration . — Cells were placed in solutions with one end (only 
a veiy small portion, just enough to avoid contamination) exposed to the air in a 
moist chamber, at the temperature at which the glass electrode measurement was 
subsequently made. The cells were kept in the dye solution about 15 minutes. 
Lca\-ing one end of the cell out of the solution for this period in a moist chamber 
was not injurious since cells kept in this way in tap water containing no dye even 
after S hours showed no signs of injury'. 

Extraction of the Sap . — The cells were removed from the solution, rinsed rapidly 
in distilled water and wiped gently first with a soft dampened cheese cloth and then 
with the dry cloth. Then each cell -was cut open by a pair of scissors (the cut 
being made at the end which projected out of the solution) and the sap was allowed 
to flow out into a pyrex glass v-ial (small enough to prevent exmporation). By 
thus extracting the sap from the unstained portion of the cell, it was possible to 
avoid contamination of the sap by dye diffusing out of the cell wall at the time of 
extraction. Two successive extractions of sap were made from the vacuole of each 
Imng cell. The first extraction, called for convenience “sap,” was made without 
pressing on the cell wall, while the second extraction called “sap mixture” was 
made by squeezing the cell wall xngorously' so as to press the protoplasm into the 
vacuolar sap. The pH value of tlie sap was found to be about 0.6 pH lower than 
that of the sap mixture. It took about 15 minutes for one person to collect the 
sap and the corresponding sap mixture sufficient for analj'sis. For each reading by 
the glass electrode method it required about 0,4 cc. of sap collected from the vacu- 
oles of 40 or more cells. The extraction was made at the same temperature as the 
temperature at which the electrode measurement was made, 

Stanaerdization of the Glass Electrode and Method of Measurement . — The ap- 
paratus used is identical with the one described by hlacirmes and Dole" but the 
method of standardization of the glass electrode and the calculation of the pH value 
of the unknown solution used was different. The standard solution of the m/20 
potassium hydrogen phthalate was made up to pH 3.97 and its pH value was de- 
termined by means of the hydrogen electrode. This solution was made up every 


'•* Osterhout. W, J. V., and Hill, S. E., J. Gen. Physiol, 1929-30, 13, 467. 
*' For reference see footnote 10. 
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2 weeks to keep the pH value constant. Due to the very low temperature coefTj- 
dent of this solution the alteration in the pll value with varjung temperature is 
negligible in the range in which the experiments were carried out (between 20® 
aDd23®C.). 

Before each scries of experiments the temperature was noted, and the glass 
electrode Avas standardized by determining the potential of the standard phthalate 
solution^® at pH 3.97. Then the pH value of the standard ir/I5 phosphate buffer 
solution at pH 6.647 (the pH value of which was checked by the hydrogen elec- 
trode) was determined by means of the glass electrode to ascertain the behavior 
of tlie electrode; in no case did the reading vary more than ±0.03 pH. The 
potential of the unknowm solution was then determined, and the pH value of the 
unknown solution was calculated for the given temperature according to the usual 
formula*^ 

pH. = pH. + ^=^' 

F 

where pH^denotes thepH value of tlic unknown solution and pH, that of the stand- 
ard, while Em represents the potential of the unknown solution andi?, that of the 
RT 

standard (the value of at different temperatures is given by Clark”)* 

F 

The temperature during the day did not usually vary more than ±0.5®C. but 
in ease a variation greater than ±0.5®C. occurred, the electrode was re-standard- 
ized. From day to day the temperature varied between 20® and 23®C., but this 
variation did not bring about errors, since the glass electrode was always standard- 
ized and a temperature correction was made accordingly. After each series of 
experiments the electrode was again standardized with the phthalate and the 
phosphate buffer to sec whetlier the electrode remained unaltered during the ex- 
periments. In many cases where the test solution is much less buffered than the 
standard phosphate solution, it may be desirable to check the glass electrode be- 
fore and after a series of experiments wdth a standard solution which is buffered 
to about the same extent as the test solution. This was done in the case of the 
Nifella sa.p, by using M/150phosphate buffer solution at pH 5.5, or the control sap, 
whenever there was a possibility of the effect of the sap in presence of the dye on 
the electrode in a series of experiments. In the case of all the experiments pre- 
sented in the text the electrode remained unchanged through each scries of experi- 
ments, in that there was no variation of more than ±0.05 pH value with these 
standard solutions. 


For review and bibliography on the glass electrode methods see Clark, W. !M., 
The determination of hydrogen ions, Baltimore, 3rd edition, 1928. 

The equation is taken from the one described by Kerridge, P. T., Biochevi. 
1925, 19, 611. 
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Three electrodes were employed for the experiments described in the text. In 
no case did the pH value of the standard phosphate buffer solutions determined 
by these electrodes vary more than ±0.03 pH. 

Method oj Washjjtg the Glass Electrode •when Successive Determinations Are to be 
Made. — When the glass electrode is not in use, it is kept in 0.1 N HCl. When 
two measurements with different samples are to be made in rapid succession 
washing with distilled water (without washing with the acid) is adequate if the test 
solution is such that it does not measurably affect the electrode or the reading, 
or if the solution is sufficiently buffered, but if the test solution does affect the elec- 
trode and if it is not sufficiently buffered, the alteration will result in a wrong pH 
value. An example of such cases may be cited as follows. The pH value of a 
strongly buffered solution, such as standard phosphate buffer at pH 6.647, in 
presence or absence of basic dye, or that of the distilled water containing no dye, 
ma}' be measured repeatedly without shondng any effect of the test solution on the 
electrode whether the electrode is washed after each measurement with 0.1 n HCl 
and then with distilled water or only with distilled water. But if the distilled 
water contains, for example, 0.07 per cent cresyl blue in form of salt or free base, 
an effect on the electrode is manifested by an increase in the pH value after each 
successive measurement if the electrode is washed only with distilled water each 
time. But such an effect is not manifested if the electrode is first washed with 
acid c.ach time before applying distilled water. 

The freshly extracted sap is more buffered than the distilled water but not suffi- 
ciently so to enable us to omit the washing with acid each time, even though the 
electrode is always washed with the test sap before each measurement. If the 
electrode is not washed with the acid there is a small but progressive increase in the 
observed pH value of sap containing cresyl blue (in form of salt or in form of free 
base) with each successive drop of the same sample of sap taken for each one of the 
five measurements, where the ma.ximum increase is a little over 0.1 pH. The ob- 
sen'cd pH value of the same sap remains constant throughout such a series of e.x- 
periments when the electrode is washed with 0.1 N HCl and then with distilled 
water followed by final washing with test solution after each measurement. There 
is no danger of the acid diffusing out of the electrode which has been washed with 
acid into the sap, since the pH value of the sap containing no dye is found to be 
the same whether the electrode is first washed with the acid or not. 

To avoid the errors arising from this source, the following procedure was adopted 
in the c.xpcriments described in the text. Before using the electrode it is removed 
from O.i .vHCl, wiped with filter paper, washed in distilled water, and wiped again. 
Then the electrode is washed quicklj* in the solution, the potential of which is to be 
determined. .After measurement, the electrode is washed in distilled water, wiped, 
and placed in O.I k HCl until the effect of the test solution on the electrode is 
completely removed. When the electrode is not in use, it is always kept in the 
0.1 ,v HCl. The temperature of the solutions used to wash the electrode is kept 
within ±0.5'C. of the temperature of the test solution. 
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Time Curve for Glass Electrode ifeasurment. — It is always necessary’ to continue 
measurement for about 5 or 10 minutes to sec if there is any change in the potential 
wth time. Such a change may occur from the c/Fect of the solution on the elec- 
trode or from the change in the solution proper. The results show that there is 
no alteration in the pH value of the buffer solution at pH 6.65 within 5 minutesi 
nor in Uic pH value of the control sap. There is a tendencj’ for the pH value of 
the sap containing the dye to rise \rilh time, but the maximum rise in 5 minutes is 
only O.OS pH, which is within an cxpcrimentl error. The two measurements 
made within 2 minutes agree within ±0.03 pH; the measurements given in 
the text represent the average of two readings made, (o) one-half minute after the 
electrode has first come in contact with the test solution, and (6) one minute and 
a half later. 

The pB Value of the Control Sap or the Sap ifixture. If the pH value of the 
control sap changed rapidly after extraction, it would interfere with such experi- 
ments as arc described in the text, but fortunately there was no alteration in the 
pH value of the sap nor of the sap mixture even on standing in a pyrex glass vial 
(stoppered) 2 hours after extraction. Even on beeping the sap in the refrigerator 
for 20 hours the pH value of the sap was found to increase only 0.2 pH. 

Furtlicrmorc there was practically no alteration in the pH value of tlic sap nor 
of the sap mixture during the IS minutes required for extraction. This test was 
made coloriraetrically,** since by this method only a small capillary tube of sap 
was sufficient so that it was possible to complete the first determination only 3 
minutes after the extraction had begun. The indicator method was found to be 
adequate since the pH value of the sap determined by this method agreed closely 
enough (within ±0.1 pH) with the pH value determined by the glass electrode. 

From day to day there w’as some variation in the pH value of the control sap, 
the maximum variation being about ±0,2 pH. Ouing to this an alteration in 
the pH value of the sap less than 0.2 pH should not be taken seriously. Though 
the pH value of the sap did not alter on standing for several hours, the measure- 
ment with the glass electrode was always made immediately after the sap was 
extracted. 

Each reading given in the text is an average of 10 to 15 c.xperimcnts employing 
altogether 400 cells or more. 


Nstclla flexilis (A) 

The Sap . — The average sap of the control cells (taken from tap 
water) is at about pH 5.36 (Table I). 

When the cresyl blue salt at a concentration in the neighborhood 
of 0.07 per cent is dissolved in the sap in vitro the pH value of the sap 

For method see Irwin, M., J. Gen. Physiol.^ 1925-26, 9, 240, Section III. 
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is found to decrease by about 0.07 pH, which is too small an alteration 
to be considered seriously (Table I). 

^Yhen about 0.07 per cent free base of cresyl blue is dissolved in the 
sap in viiro, the pH value is found to increase by about 0.55 (Table I). 

TABLE I 

pH Value of the Sap of Living Cells of Niiella flexilis (A) 

In presence of cresyl blue. Average temperature 21°C. Electrode I was used. 
Unless otherwise stated, penetration e.x:periments were carried out with one end of ' 
tire cell outside the solution in moist chamber, to avoid contamination of the sap. 
The duration of the experiments was about 15 minutes. 



Cone, of 

dye 

in Sap in 
per cent 

1 pH of 
sap 

1 

Increase 
in pH of 
sap over 
the con- 
1 trol sap 

j 

Cone, of 
dye in 
sap con- 
taining 
proto- 
plasm in 
per cent 

pH 
of sap 
con- 
taining 
proto- 
plasm 

Increase in 
pH of sap 
containing 
protoplasm 
over the 
control sap 
containing 
protoplasm 

Control cells in tap water 

0 

1 

5 36 

1 

0 

5.97 


Dye salt added in vitro 

0.069 

5.29 




Free base of dye added in vitro 

0.071 

5.91 

0.55 

0.070 

6.48 

0.51 

Penetration from 0.002 per cent dye 



i 




at pH 9.2 

0.073 

5.86 

0.50 

i 0.065 

6.45 

0.48 

Penetration from 0.025 per cent d 5 'C 







at pH 6.8 

0.071 

5.87 

0.51 

! 0.074 

6.37 

0.40 

Penetration from O.OOt per cent dye 







at pH 9.2 

0.18 

6.66 

1.30 




Free base added in vitro 

0.16 

6.50 

1.24 



1 

1 

Penetration from 0.002 per cent dye 







at pH 9.2, when cells arc com- 







pletelv immersed 

0.070 

5.88 

0.52 




After S hours in tap water contain- 

j 






ins; no dvc 

0 

5.40 


0 

6.00 


.-\ftcr 1 hour in buflcr solution at pH 







P.2, containing no dye 

0 

5.37 1 


0 i 

S.94| 



These results prove that the two forms of the dye are distinguishable 
by determining the pH value with the glass electrode, the dye salt 
ha\ing vcr>’ little effect on the sap, the free base of the dye distinctly 
raising the pH value of the sap. If therefore the same amount of dye 
penetrating the vacuole raises the pH value to about the same extent 

For method see Section II in the text. 
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as the free base of the dye, we may conclude that the dye penetrates 
as free base and not as salt. The following results show this to be the 
case. 

When cells are placed'” for about IS minutes in 0.002 per cent dye 
solution at pH 9.2 until about 0.07 per cent dye has accumulated in 
the vacuole, the pH value of the sap is found to increase about 0.5 
over tliat of the control sap (Table I). This increase”” agrees closely 
witli the increase obtained by dissolving 0.07 per cent free base of the 
dye in the sap (Table I), thus indicating that the dye penetrates chiefly 
as free base and not as salt. 

Previous experiments”’ have shown that at pH 9.2 cresyl blue exists 
predominantly as free base so that it would not be surprising if the dye 
penetrated as free base from this solution. But at a lower pH value, 
where the dye salt predominates, does the dye enter as salt or as free 
base? To test this point the dye was allowed to penetrate for about 
IS minutes from 0.025 per cent cresyl blue solution at pH 6.8 (in 
which there was a preponderance of the dye salt).”' As shown in 
Table I, 0.07 per cent dye penetrating from this solution has brought 
about approximately the same increase (about 0.51 pH) in the pH 
value as 0.07 per cent dye penetrating from the solution at pH 9.2. 
These results prove that irrespective of the ratio of Uie free base to 
salt of the dye in the e.xternal solution, the dye penetrates as free base 
and not as salt. 

The dye was furthermore allowed to penetrate to a still higher con- 
centration (0.18 per cent) from 0.004 per cent cresyl blue solution at 
pH 9.2 in about 15 minutes, to see if further increase in the pH value of 
the sap would occur with a higher concentration of the dye in the sap. 
An increase”” of about 1.30 pH over the control was foimd to take place, 
which agreed closely with the rise in the pH value by dissolving 0.16 
per cent free base of cresyl blue in the sap in vitro (Table I). 

The pH value of the sap in the presence of a lower concentration of 

”” These results prove that the alteration in the rate of entrance and exit of the 
dye formerly reported to occur in the cell after penetration of dye are not due to 
the production of acid in the sap to the extent of lowering the pH value of the sap 
below the normal. Irwin, M., J. Gen. Physiol., 1925-28, 8, 147; Proc. Soc. Exp. 
Biol, and Med., 1926-27, 24, 247. 

”' For reference see footnote 3. 
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cresyl blue (belo-^v 0.07 per cent) was determined but owing to the 
variation in the pH value of the control sap (to the extent of 0.2 pH) 
it is not desirable to draw conclusions from the lower concentration of 
the dye in the sap which brought about this increase in the pH value 
of the sap. 

Omng to the fact that these experiments were carried out when a 
portion of the cell was exposed to the air in a moist chamber (to avoid 
contamination of the sap from the stained ceil wall at the time of 
extraction) the question may be raised whether the increase in the pH 
value of the sap may not be caused by the penetration of the alkaline 
buffer as a result of injurj'- to the cells under these experimental con- 
ditions. This “partial immersion” method, however, is proved to 
cause no injury in the duration of these experiments, as shown by 
the following experiments. 

When the experiments were repeated by completely immersing the 
cells in 0.002 per cent dye at pH 9.2 for a little less than 15 minutes 
until 0.07 per cent dye had collected in the sap, the pH value of the 
sap was found to increase about 0.52 pH, which agrees closely with 
the rise brought about when cells were only partly immersed in the 
solution as previously stated (Table I). In this dye solution at pH 
9.2 so little staining of the cell wall occurs (with this length of exposure) 
that no question of errors arising from contamination of the cell sap 
from the stained cell wall enters in the case of the ceUs completely 
immersed in this solution. If the partial immersion method causes 
injurj', thereby hastening the penetration of the alkaline borate buffer, 
the rise in the pH value of the sap maybe e.xpected to be greater when 
this method is used than the rise when the cells are completely im- 
mersed. Since the rise in the pH value is about the same in both cases, 
we may conclude that the alteration in the pH value of the sap is not 
due to injury' caused by the partial immersion method. 

Furthermore the pH value of the cells which w’ere partially immersed 
in this way in tap water for 8 hours or in the buffer solution at pH 
9.2 (containing no dye) for 1 hour w'as the same as that of the control 
sap, thus shov.nng that the partial immersion method does not injure 
the cells (for the duration of e.xposure described in the text) enough to 
affect the pH value of the sap (Table I). 

Sap CcrJaii'Jng Proloplasv :. — The most striking fact is that after the 
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sap has been allowed to flow out without pressure, if the cell wall is 
squeezed so as to press the protoplasm into the sap, the pH value of 
this mixture is found to be about 0.6 pH higher than the sap proper 
(Table I). This may be chiefly due to the presence of the protoplasm, 
the pH value of which may be higher than tliat of the sap. Another 
possible explanation is that the fluid” wliich may exist in the space 
between the protoplasmic layer and the cell wall may also be squeezed 
into the sap and may help to raise the pH value of the sap. 

In presence of 0.07 per cent cresyl blue free base the pH value of this 
mixture is increased about 0.51 over that of the control mixture (Table 
I). The cresyl blue penetrating from the dye solution at pH 9.2 or 
at pH 6.8 also raises the pH value of sap containing protoplasm by 
about 0.4 to 0.5 pH (Table I), thus shorving that the dye penetrates 
chiefly as free base into this mixture. Undoubtedly not all the 
protoplasm can be squeezed into the sap and the protoplasmic layer is 
very thin so that in tlie mixture the sap preponderates over the pro- 
toplasm. For this reason it would be difficult to conclude from these 
results whether the dye penetrates chiefly ns free base into the proto- 
plasm as it does into the vacuole. 


rv 

Nildla Jlexilh (B) 

To determine if the penetration of cresyl blue as free base will occur 
with another sample of Nildla obtained in a different locality, the 
experiments were repeated with cells collected elsewhere which are 
distinguished for convenience from Nildla (A) by the term Nildla (B). 

The Sap. — The average pH value of the sap of Nildla {B) is pH 
5.6 (Table II), which is about 0.2 pH higher than the pH value of the 
sap of Nildla (A). 

On dissolving the 0.086 per cent free base'* of cresyl blue in this sap 
in vilro the pH value of the sap is found to increase about 0.37 pH 
(Table II). This increase is about 0.2 pH less than is the case with 
Niulla (A). This may mean that the sap of Nilella (B) is 
more buffered than the sap of Nildla (A) (Tables I and II). On 

« Irwin, M., /. Cm. Physiol., 1926-27, 10, 7S. 
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adding the dye salt to the sap there is practically no alteration in the 
pH value of the sap. \\Tien about 0.075 per cent dye penetrates the 
vacuole from the cresyl blue solution at pH 9.2 or 6.8, there is an in- 
crease in the pH value of 0.4 or 0.45 pH over that of the control sap 
(Table II), which agrees closely with the rise in the pH value when 
the free base of the dye is dissolved in the sap in vitro. In this case 

T.ABLE n 

pE Values of the Sap of Lhing Cells of Nitella fexilis (B) 


In presence of cresyl blue. Average temperature at 22°C. Electrode I was 
used unless otherwise stated. The penetration experiments lasted about 15 min- 
utes (with precautions to avoid contamination of the sap). 


! 

Cone, of 
dye_ 
in sap in 
percent 

pH of 
sap 

Increase 
in pH of 
sap 

over the 
control 
sap 

Cone, of 
d3‘e con- 
taining 
proto- 
plasm in 
per cent 

oH 
of sap 
con- 
taining 
proto- 
plasm 

Increase in 
pH of sap 
containing 
protoplasm 
over the 
control sap 
containing 
protoplasm 

Control 

0 

5.60 



6.11 , 


Free b.isc of d3-c added in vitro 

0.086 

5.97 

0.37 


6.43 

0.32 

Dj’C salt added in vitro 

0,080 

5.55 



6.07 


Penetration from 0.002 per cent dye 

! 






at pH 9.2 

0.076 

6.00 

0.40 


6.35 

0.24 

Penetration from 0.025 per cent dye 







at pH 6.8 

0.077 

6.05 

0.45 


6.36 

0.25 

Penetration from O.Ol per cent dj-e 







in tap water 

0.076 

5.96 

0.38 


6.37 

0.26 

Cells placed for 1 hour in buffer solu- 







tion at pH 9.2 after cells had been 







in 0.002 per cent dye at pH 9.2 for 




1 



about 15 minutes 

0.075 

5.95 

0.35 


6.31 

0.20 

Penetration from 0.002 per cent d^-e 







at pH 9.2 Electrode II 

0.079 

; 5.98 

0.38 

0.070 

6.39 

0.28 

Penetration from 0.002 per cent dye 







at pH 9.2 Electrode III 

0.074 

5.95 

0.35 


6.36 

0.25 


the increase in the pH value is a little less (about O.I to 0.2 pH) than 
that of the •S’ilella {A). 

Thus the results on Nildla {B) confirm those on Nitella (.4), show- 
ing that in both cases the dye penetrates the vacuole chiefly as free 
base. 

Th; Sep Containing Protoplasm . — The pH value of the mixture of 
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the sap and the protoplasm extracted as before behaved very much like 
the mixture of Nitella (/I) in that the pH value of the mixture is raised 
when the free base of the dye is dissolved in the mixture iti vilro 
(Table II). On examining the pH values of the mixture after pene- 
tration of the dye they are found to be 0.1 to 0.2 pH lower than the 
corresponding pure sap containing approximately the same amount of 
dye (Table II). Such results may signify that some dye salt” pene- 
trates into the protoplasm or that the pH value of the protoplasm is 
decreased when tlie dye penetrates as a result of production of acid 
by the protoplasm. 

Though the results definitelyshowthe penetration of cresyl blue into 
the sap to be chiefly as free base there is still one more uncertainty to 
be removed am) this is in relation to the possibility of the rise in the 
pH value of the sap taking place as a result of penetration of an alka- 
line substance other than the dye owing to the injury caused by the 
penetration of the dye. Such a possibility is imminent owing to 
previous’" results showing changes in the rate of penetration from the 
normal as a result of penetration of over 0.006 per cent dye. Since the 
concentration of cresyl blue in the vacuole in the present case is 
high (about 0.07 per cent), it is necessary to prove that the increase 
in the pH value of the sap is not due to the penetration of an alkaline 
substance other than the dye into those cells the condition of which 
is altered from the normal by penetration of the dye. 

Since in all the experiments the length of e.xposure and the con- 
centration of the dye which has penetrated into the sap are approxi- 
mately equal, if the increase in the pH value of the sap were due to the 
penetration of an ajkaline substance other than the dye, there should 
be a greater increase in the pH value of the sap when cells are exposed 
to the dye solution at pH 9.2 than at pH 6.8 or in tap water at pH 
7.7. But this increase is found to be about constant irrespective of 
the external pH values and the e,xternal alkaline buffer concentrations, 
provided the concentration of dye in the sap is approximately the same 
(Table II). These results therefore point to the fact that whatever 

” E.xperiraents on penetration of dye from methylene blue, described in the 
subsequent paper, show that such a lowering is not due to the penetration of the 
dye salt, so that in all probability the same is true with the cresyl blue. Irwin, 
M., J. Gen. Physiol, 1P30-31, 14, 19. 
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secondaty changes that might occur in the celi they do not admit 
an alkaline substance other than the dye into the vacuoles of these 
cells. 

Another proof is as follows. If the increase of 0.4 pH in the sap over 
the control sap is not due to the penetration of alkaline buffer as a 
result of secondary changes, but is due to the penetration of about 
0.08 per cent cresyl blue free base from the dye solution at pH 9.2, 
then by transferring such cells from the dye solution into the buffer 
solution at the same pH value containing no dye there should be no 
progressive increase in the pH value of the sap. Such is found to be 
the case experimentally, as shown in Table II, when even after | 
hour exposure of these cells to the buffer solution at pH 9.2 there is 
no further increase in the pH value of the sap. Bu.t a further in- 
crease is found to occur if more dj^e penetrates the vacuole. 

These experiments were made with one electrode (I) only: after- 
ward check experiments were made with several electrodes, which 
gave about the same results as Electrode I. The results from two 
other electrodes are recorded in Table II. 

The spectrophotometric measurements show that the dye which 
has penetrated from the cresyl blue solution into the sap or into the 
sap mixture is identical with the external dye solution as well as the 
cresyl blue free base dissolved in the sap in viiro in that the absorption 
curves are characteristic of cresyl blue. 

V 

CONCLUSION 

From tliese results we may conclude that the cresyl blue penetrates 
chiefly as free base and upon coming in contact with the sap at the 
vacuolar surface it is at once partly converted into the dye salt. At 
equilibrium the concentration of free base in the sap is proportional to 
that in the external solution. Thus the rate of penetration of the dye 
in form of free base and the concentration of the total dye (free base 
and salt) in the sap at equilibrium are dependent on the dissociation 
constant of the dye. For this reason both the rate of penetration and 
the concentration of the dye in the sap at equilibriiun are increased 
with a rise in the external pH value (which increases the concentration 
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of free base of the dye) or with a decrease in the pH value of the sap 
(which increases the conversion of the free base to the dye salt). 

It is possible that some of the dye may be converted to something 
different from the dye salt after the dye has penetrated the vacuole. 
Previous experiments’” have shown that as the concentration of the 
dye in the sap tlirough penetration reached a certain point the rate of 
penetration progressively increased while that of the exit decreased 
from that of the normal. Such an alteration in the rate is not due to 
the excess production of acid in the sap as shown by the preceding re- 
sults. It may be caused by some kind of change in the dye as the dye 
penetrates the sap. Such a dye may be cither another tautomer of 
cresyl blue, or a compound formed between the cresyl blpc and the sap, 
or another dye. To affect the rate, as already stated, the reaction pro- 
ducing this dye must be less reversible than that producing cresyl 
blue salt or this dye must have a lower rate of exit from the vacuole 
into the external solution than cresyl blue salt. 

These results cannot be due to exchange of dye cations for hydrogen 
ions, as this would involve a lower rate of penetration since the sur- 
faces are non-aqueous and the concentration of hydrogen ions in the 
sap is too low. This will be discussed in subsequent papers. 

SUMMARY 

Glass electrode measurements of the pH value of the sap of Nitella 
show that cresyl blue in form of free base penetrates the vacuoles and 
raises pH value of the sap to about the same degree as the free base of 
the dye added to the sap in vitro, while the dye salt dissolved in the sap 
does not alter its pH value. It is proved conclusively that the increase 
in the pH value of the sap is due only to the presence of the dye and 
not to some other alkaline substance. 

Spectrophotometric measurements show that the dye which pene- 
trates the vacuole is chiefly cresyl blue. 

When the protoplasm is squeezed into the sap, the pH value of the 
sap is higher than that of the pure sap. Such a mixture behaves very 
much like the sap in respect to the dye. 
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Methylene Blue or Crystal Violet? 
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I 

The results' from measurements made ivith the glass electrode and 
spectrophotometer show that brilliant cresyl blue penetrates as free 
base into the vacuoles of living cells of Nitello. The present paper 
describes similar experiments with azure B, methylene blue, and crys- 
tal violet. 

Since the methods for the condition of cells, e.xtraction of the sap, 
penetration experiments, extraction of free base of dyes, making up of 
dye solutions, and measurements by means of the glass electrode have 
been published' in detail, they are omitted here. The dyes were ob- 
tained as salts. The azure B (in pure form) was made by W. C. 
Holmes of the Color Laboratory, Washington, D. C., methylene blue 
(medicinal) by Merck and Co., crystal violet by Griibler (obtained 
before 1914). These dyes affected the electrode slightly more than 
cresyl blue (causing the pH value of the sap containing the dye to 
increase between 0.1 and 0.2 pH value after the fifth measurement 
(when the electrode was not washed with acid), but these effects were 
entirely eliminated by washing the electrode with acid as already de- 
scribed.' Just as with cresyl blue, the readings did not vary ivitliin 5 
minutes after the electrode was brought in contact with any one of 
these dyes. 

' Irwin, M., J. Gen. Physiol., 1930-31, 14, 1. 
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II 

Azure B or Triinethyl Thionin 
A. Nitella {A) 

The Sap} — ^\Vhen about 0.07 per cent azure B salt is dissolved in the 
sap in vitro the pH value remains practically the same as that of the 
control (Table I), but when the same concentration of the dye in the 
form of free' base is dissolved in the sap in vitro the pH value is found 
to be about 1 pH above that of the control sap (Table I). Owing to 
this difference it is possible to find out which form enters the vacuoles 
of living cells of Nitella by determining the pH value of the sap after 
penetration. 

When cells are placed in 0.01 per cent azure B solution at pH 9.2 
for about 15 minutes until 0.07 per cent dye has penetrated the vac- 
uole, the pH value of the sap is found to increase about 1 pH above 
that of the control sap (Table I). 

Since azure B which has penetrated the vacuole increases the pH 
value of the sap to about the same extent as the same concentration of 
the dye in form of free base added to the sap in vitro, while the dye 
salt dissolved in the sap in vitro does not alter the pH value of the sap, 
it would seem that the azure B penetrates chiefly as free base and not as 
salt. 

But the experimental results supporting this conclusion are not so 
numerous as with cresyl blue.' There is a greater possibility of in- 
jur}' to cells exposed to azure B than to cresyl blue. Since the rate of 
penetration at pH 9.2 is much slower with azure B than with cresyl 
blue, it was necessary to use a higher concentration® of azure B in order 
to maintain a comparable length of exposure to both these solutions. 
Cells were dead in this azure B solution after 3 hours’ ejqposure while 
these cells in the cresyl blue solution were not dead until after 6 hours’ 
exposure. Since injurj' hastens the entrance into the vacuole of sub- 
stances whose penetration under normal conditions is negligible it is 

- A lov. cr concentration of azure B at pH 9.2 (causing penetration of 0.03 
per cent dye in 15 minutes) was employed in which a rise in the pH value of the 
sap was found to be at about 0.5 pH over that of the control, and in which cells 
lived somewhat longer than in the solution described in the text. But even in 
this case, the results were not so conclusive as with cresyl blue. 
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all the more necessary to ascertain wljether the cells were injured to 
such an extent that alkaline substances other than the azure B pene- 
trated. Unfortunately it was not possible to determine this point so 

TABLE I 

pU Values of the Sap of Living Cells of Nilclla jlexilis. (A and B) 

In presence of azure B and methylene blue. Average temperature 22.5®C. 
Duration of experiments was about 15 minutes with azure B and about 80 
minutes with metliylene blue (precaution was taken to avoid contamination of 
the sap). Electrode I was used unless otherwise stated. 



Cone, of : 
dye in 1 
up in 
per cent | 

pn of 

Mp 

locrtase In 
pH of asp 
over the 
control asp 

Cone, of 
dye in 
COR' 
ttininz 
proto* 
plum io 
per cent 

pH of 
sap coa- 
t&ining 
proto* 
plasm 

Increase io 
pH of sap 
coDtainioe 
protoplasm 
over the 
control sap 
conUiniog 
protoplasm 

Nitetta A, 

attire B 




Control 

0 

5.25 


1 0 

6.09 


Dye salt added in vitro 

0.07 

5.27 

0.02 


6.14 

0.06 

Free base of dye added in vUro 

0.73 

6.37 

1.10 


mmum 

1.06 

Penetration from 0.01 per cent dye 







at pH 9.2 

0.075 

6.39 

1.14 


6.73 

0.64 

Nitella B, azure B 

Control 

0 

5.52 





Penetration from 0.01 per cent dye 







at pH 9.2 

o.os 

6.52 

I.O 


^ 6.50 

^ 0.5 

Penetration from 0.01 per cent dye 







at pH 9.2. Electrode 11 

o.os 

6.45 

0.93 

iigjiii 

1 6.43 

0.43 


NiUlla Af methylene blue 


Control 

Dye salt added in vilro 

0 

0,07 

5.30 

5 28 




0.07 

•Free base added in vilro 

0.067 

6.31 

l.Ol 1 


6 99 

0.89 

Penetration from 0.04 per cent dye 
at pH 9.2 

0.07 

6.43 

1 

1.13 1 


6.78 

0.61 


* This free base is azure B extracted from methylene blue solution at pH 9.2. 


satisfactorily as with cresyl blue. Owing to the heavy staining of the 
cell wall when cells were placed in the azure B solution (at all pH 
values) the dye at once began to diffuse into the vacuoles from the 
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cell wall when cells were transferred from the dye solution at pH 9.2, 
for example, into the buffer solution at the same pH value containing 
no dye so that it was not possible to prove whether or not the pH value 
of the sap would continue to increase without further penetration of 
the dye. Furthermore it was not possible to determine the penetra- 
tion of azure B from tap water in the given period without employing 
a very high concentration of dye (too high for experiments without 
danger of causing injury to cells). 

Thus tlie proof of the penetration of the dye in form of free base was 
less conclusive than -with cresyl blue, but it seems probable that the 
azure B also penetrates as free base. 

Sap Mixlurc'^ (Sap Conlaining Protoplasm). — ^Addition of 0.07 per 
cent dye salt or the free base to the mixture of sap and protoplasm 
produces much the same effect as on sap in that the dye salt brings 
about practically no alteration in the pH value of the mixture while 
the free base of the dye increases the pH value about 1 pH over 
that of tlie control mixture (Table I). But when the azure B 
penetrates until 0.07 per cent dye has collected in the vacuole, the 
increase in the pH value of this mixture is found to be only about 
0.6 pH instead of 1 pH as was the case with the sap. Judging 
from the results obtained %vith penetration of dye from methylene 
blue (described in following section) we may conclude that this 
difference may be due to the production of acid by the protoplasm 
as a result of penetration of dye, and not to the penetration of azure 
B salt into the protoplasm. It is not due to the greater buffer action 
of tlie protoplasm since the pH value is increased to about the same 
extent when the azure B free base is added in vitro to the sap or to the 
mixture of the sap and the protoplasm. As the protoplasm consists 
of only a ver>" thin layer it is not possible to obtain it free from the 
sap so as to study its behavior. 

B. Nitclla (B) 

Approximately the same results were obtained when the experiments 
were repeated with Nitclla'- (B) (Table I). 

On employing Electrode II, the same results were obtained (Table I). 

Spectrophotometric measurements show that the dye which has 
penetrated the vacuole is like the free base dissolved in the sap in 
vitro, and the external dye solution employed in giving absorption 
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curves characteristic of azure B with primary absorption maxima at 
about 650 m>i. 

ni 

Methylene Blue or Tetramethyl Thionm 
Nilella (A) 

T he Sa p } — The pH value of the sap after 0.07 per cent dye had pene- 
trated from 0.04 per cent methylene blue solution at pH 9.2 in 80 
minutes was found to be about 1 pH higher than the control (Table I), 
which agreed closely with the rise in the pH value brought about by 
dissolving the 0.07 per cent free base of azure B in the sap (Table I). 
The methylene blue chloride when dissolved in the sap brought about 
practically no change in the pH value of the sap (Table I). 

There was a striking similarity in the behavior of the dye absorbed 
by the vacuole and by the chloroform. When chloroform was shaken 
up with the methylene blue solution at pH 9.2, the dye appeared red 
in the chloroform. After evaporation of the chloroform, the dye resi- 
due was dissolved in sutUdent sap to make the concentration 0.07 
per cent. The pH value of this sap was found to be again about 1 
pH higher than that of the control sap (Table I). 

On determining by means of the spcctrophotometric measurements 
the nature of the dye which has penetrated the vacuole from this me- 
thylene blue solution until 0.07 per cent has collected in the sap, the 
absorption curves showed that the dye consisted more of azure B than 
methylene blue with primary absorption maxima at 653 to 655 mfi. 
The dye absorbed by the chloroform was also found to be chiefly 
azure B with a primary absorption maximum at 650 mji. 

These results therefore confirm those obtained previously by spec- 
trophotometric analysis’’* and support the condusion previously made 
that the azure B free base present as impurity in methylene blue solu- 
tion penetrates the vacuole so much more rapidly than methylene 
blue salt that the dye which collects in the vacuole consists chiefly 
of azure B and not methylene blue. 

’ Irwin, M., Free. Soc. Exp. Biol, andiled., 1926-27, 24, 425; 1927-28, 25, 563; 
J. Gen. Physiol., 1928-29, 12, 147,407. 

* Experiments on spcctrophotometric measurements were repeated by Brooks, 
who found methylene blue to penetrate instead of azure B. Brooks, M. M., 
Proc. Soc. Exp. Biot, and Med., 1928-29, 26, 290. Protoplasma, 1929, 7, 46. 
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As soon as cells are injured, however, the methylene blue penetrates 
more rapidly so as to shift the absorption curve of the dye in the sap 
from that of a mixture containing more azure B than methylene blue 
to that of a mixture containing more methylene blue than azure B. 
Since in the present instance where there is 0.07 per cent penetration 
of dye from methylene blue solution at pH 9.2 it is the azure B free 
base that still penetrates predominantly, the cells thus exposed can- 
not be injured to the extent of permitting the dye salts to penetrate 
freely although the cells are dead in the methylene blue solution within 
three hours’ exposure. 

Owing to this toxicity of methylene blue solution and to the neces- 
sity of longer exposure of these cells to the solution, the results are not 
so con\dncing as those obtained on cresyl blue, but the evidence is in 
favor of the conclusion that predominantly azure B in form of free 
base penetrates the vacuoles unless cells are injured. 

“Sap Mixlurc”'^ Co7ilaming Protoplasm). — The same results as 
in the case of the sap were obtained when the methylene blue or the 
dye extracted by the chloroform from the methylene blue solution was 
dissolved in the sap mixture in vitro (Table I). But on peneti’ation of 
the dye from the methylene blue solution at pH 9.2 into the vacuoles 
the pH value of the sap mixture was raised only 0.6 pH over that of 
tlic control sap mixture instead of 1 pH increase, as was the case of the 
sap. This difference is not due to the greater penetration of methylene 
blue into the protoplasm than into the sap, because the dye in the sap 
mixture gives the same absorption curve as the dye in the sap, udth a 
primary absorption maximiun at 653 to 655 m;ti (characteristic of a 
mixture of azure B and methylene blue with preponderance of the 
former). In all probability it is due to the production of acid by 
the protoplasm as a result of the dye penetration. 

IV 

Crystal Violet 
Nitella (.<4) 

Cr}-stal violet is more toxic than other dyes employed here and the 
rate of penetration at any pH value into the cells of Nitella is not suffi- 
ciently rapid to cause an adequate penetration of the dye before there 
is a danger of injur>’ to cells. In 0.001 per cent dye solution, for ex- 
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ample, the cells are dead after 1 hour, while the penetration after IS 
minutes is too small to show whether the dye increases tlie pH value. 
The rate of penetration is approximately the same at pH 9.2 as at pH 
5.5. As the dye penetrates, a violet precipitate appears in the sap 
with very little of the dissolved dye. The penetration of the dye is in 
all probability mostly due to injury. Crystal violet is a basic dye and 
it is soluble in chloroform so that according to Overton’s theory it 
should penetrate the cells rather rapidly. Since the penetration is 
found to be slow, it is of interest to find out more about the behavior of 
this dye toward the sap of Nilclla in vitro as a basis for an explanation 
of why it does not penetrate the vacuole readily. 

When 0.07 per cent crystal violet chloride was dissolved in the 
freshly extracted sap, tire pH value was not higher than that of the 
control sap (about pH 5.3). 

The dj'c was absorbed by chloroform from aqueous solution at pH 
5.5 and pH 9.2 in about the same amount. The stained chloroform 
was freed from the aqueous solution, allowed to evaporate, and the 
colored residue was dissolved in the sap. This did not raise the pH 
value of the sap above that of the control sap (whether the dye thus 
dissolved was obtained by shaking the chloroform with crystal violet 
solution at pH 5.5 or pH 9.2). 

The behavior of crystal violet in sap is tlrerefore different from that 
of the free base of cresyl blue or of azure B in that with crystal violet 
there is no difference between the dye salt and the dye absorbed by the 
chloroform from the solution at pH 9.2, while ivith cresyl blue or azure 
B the dye salt does not alter the pH value of the sap while the dye 
absorbed by the chloroform from the dye solution at pH 9.2 increases 
it. 

Spectrophotometric determination shows that the absorption curves 
characteristic of crystal violet arc obtained with the dye in buffer 
solutions at pH 9.2 or at pH 5.5, or with the dye which was absorbed 
by the chloroform from these solutions. 

V 

Theoretical Considerations 

Do these facts help us to understand why azure B enters the vacuoles 
of living cells of Nitella rapidly while methylene blue and crystal violet 
penetrate very slowly? 
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The results show that in aqueous solution azure B exists chiefly in 
two forms, the dye salt and free base, while methylene blue and crys- 
tal \dolct exist chiefly in one form. They also show that azure B 
penetrates chiefly as free base and not as salt. Since the free base of 
azure B predominates over the salt at higher pH values, the rate of 
penetration of the dye increases as the external pH value rises. The 
increase of free base over salt depends on the “apparent dissociation 
constant” of the dye. 

As soon as the dye in form of free base passes through the protoplasm 
and comes in contact with the sap in the vacuole, the greater portion 
of it is converted into the dye salt. The extent of this conversion is 
dependent on the basicity of the dye, and on the constituents of the 
sap (such as the hydrogen ion, organic salts, and protein). With 
Niiclla sap, the chief factor controlling the conversion is the pH value 
of the sap. Owing to the low pH value of the sap and to the appar- 
ent dissociation constant of azure B, the free base of the dye is con- 
verted to the salt to such an extent that only a very small proportion 
of tlie dye e.\ists in the sap as free base. At equilibrium the concen- 
tration of free base of the azure B in the sap is proportional to that of 
the free base of the dye in the external solution, so that the higher the 
concentration of the free base outside, the higher is the concentration 
of the total dye (free base and salt) in the sap. This explains why 
at equilibrium the concentration of the total dye in the sap is found 
to be higher when the pH value of the external solution is raised or 
the concentration of the dye is increased. 

Why is it that the free base of the dye penetrates more rapidly than 
the dye salt? In these cases the living cells of Nitclla behave as if 
the rate of penetration of the dye into the vacuoles is controlled by 
three phases only, that is, the non-aqueous layer lying between the 
c.\tcrnal aqueous phase and the internal aqueous sap in the vacuole. 
Tlie rate of penetration is partly controlled by the partition coeffici- 
ents of the dye at these two phase boundaries. Azure B free base, for 
example, diftuses into the non-aqueous layer readily because the par- 
tition coefficient A', of this form of dye between the non-aqueous layer 
and the external solution is high. But no matter how high the K, 
is, the dye cannot diffuse into the vacuole unless the partition coeffi- 
cient A*,- of the free base between the non-aqueous layer and the sap is 
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low or the free base is largely converted by the sap into another form, 
the Kt of which is low. With azure B, the free base is predominantly 
converted to the salt, the K{ of which is low, so as to promote a rapid 
penetration and accumulation of the dye in the sap. The rate of 
penetration of dye will be greatly reduced by increasing the pH value 
of the sap and so causing less transformation of free base to the salt. 

The exit of the dye may also be accounted for on the same theoreti- 
cal basis which explains why the rate of e-xit is hastened ivith a de- 
crease in the external pH value. 

Methylene blue does not penetrate the vacuole readily because it 
exists as salt even at a high pH value such as pH 9.2, and the parti- 
tion coeffident iv, of the dye salt is low. 

The reason crystal violet docs not penetrate the vacuoles readily, 
though the partition coeffident K, is high, is because the partition 
coefficient Kt of the dye is also high. The results indicate that crys- 
tal violet c.xists only in one form in the range of pH values available 
for living cells of Niklla (between pH 5 and pH 9.2), so that there is 
no such transformation of free base into the salt as sho\vn by azure B. 
It is uncertain whether the crystal violet exists as salt or as free base. 
From the structure it appears to be a strongly basic dye, but owing to 
its solubility in lipoid it may be a very weak base. In case it is a weak 
base, it is too weak to increase the pH value even of the distilled water. 

Om'ng to the penetration being dependent (at least in part) on more 
than one partition coefficient, the theory was called the “multiple par- 
tition coeffident theory.”' It is uncertain yet whether this non- 
aqueous layer is lipoid in nature but its behavior is very much like 
that of lipoid. This theory is not identical ivith Overton’s even if the 
non-aqueous layer proVes to be a lipoid because Overton considered 
only one partition coefficient, K,, between the non-aqueous layer and 
the external solution. His theory is tenable in so far as those dyes 
which are not soluble in lipoid do not readily penetrate the vacuoles 
of these living cells, but it fails to explain why those dyes which are 
soluble in a lipoid do not readily penetrate. In the case of crystal 
violet, for example, it becomes e.xplainable only when the second par- 

' For the theory of multiple partition coefficients see Invin, M., Proc. Soc. Exp. 
Biot, and Med., 1927-28, 25, 127; J. Gen. Physiol., 1927-28, 11,111; 1928-29, 12, 
147,407. 
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tition coeSdent, Ki, is considered. FurthennorCj tlie accumulation 
of the dye in the vacuole cannot he explained on the basis of his theor}*. 

Such instances show the simplest d^pe of penetration. In more 
complicated cases ve must consider other partition coeffidents. In 
devr of the fact that a Imng cell of MtcUa consists of a heterogeneous 
system composed of an outer non-aqueous layer (in contact with the 
external solution), the middle aqueous layer of the protoplasm, the 
inner, non-aqueous la^'cr (in contact with the sap in the vacuole), 
and the aqueous sap, the rate of penetration ma}' be controlled by two 
or more of the four partition coeffidents. The discussion of these 
cases will be deferred to a later publication. 

SUMMARY 

Glass electrode measurements of the pH value of the sap of ceils of 
XiicIIa show that azure B in the form of free base penetrates the va- 
cuoles and rdses the pH value of the sap to about the same degree as 
the free base of the dye added to the sap vilro, but the dye salt dis- 
solved in the sap does not alter the pH value of the sap. It is con- 
duded that the dye penetrates the vacuoles chiefly in the form of free 
Ixase and not as salt. 

The dve from methvlene blue solution containing azure B free base 
as impurity penetrates and acciimulates in the vacuole. This dye 
must be azure B in the form of free base, since it raises the pH value 
of the sap to about the same extent as the free base of azure B dis- 
solved in the sap vilro. The dye absorbed by the chloroform from 
methylene blue solution behaves like the dye penetrating the vacuole. 
These results confirm those of spectrophotometric anal 3 sis predously 
published. 

Cn-stal \iolet exists only in one form between pH 5 and pH 9.2, 
and does not alter the pH value of the sap at the concentrations used. 
It does not penetrate readily unless cells are injured. 

A theory of "multiple partition coeffidents” is described which ex- 
plains the mechanism of the behador of lidng cells to these dyes. 

When the protoplasm is squeezed into the sap, the pH value of the 
mixture is fficher than that of the pure sap. The behador of such a 
mixture to the dye is very much like that of the sap except that with 
arure B and methylene blue the rise in the pH value of such a mixture 
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is not so pronounced as with sap when the dye penetrates into the 
vacuoles. 

Spectrophotomctric measurements show that the dye which pene- 
trates from methylene blue solution has a primary absorption maxi- 
mum at 653 to 655 mp (i.e., is a mixture of azure B and methylene 
blue, with preponderance of azure B) whether we take the sap alone or 
the sap plus protoplasm. 

These results confirm tliose previously obtained with spectrophoto- 
metric measurements. 
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In this study of the bactericidal action of ultra violet light the first 
paper (1) described the reaction of an 18 hour culture of Staphylococ- 
cus aureus to monochromatic radiations. It was shown that the course 
of the reaction among large numbers of organisms was approidmately 
the same at each wave length studied but that widely different incident 
energies were required at different wave lengths to produce these 
similar effects. 

The second paper (2) discussed the limits of the bactericidal zone, 
showed that the reaction had a low temperature coefficient, (approxi- 
mately 1.1), gave evidence that within the variations of the methods 
used no significant errors were introduced by differences in the meas- 
ured intensity of the source or in the hydrogen ion concentration of 
the medium, and indicated that plane polarization of the incident 
light had no effect upon the reaction. 

The present paper deals with the absorption of ultra violet light 
by intact bacteria. A final paper in this series will discuss structural 
and chemical units of bacterial protoplasm that may prove to be in- 
volved in the reaction which results in the orgam’sm's death. 

Incidcnl Energy Rclalionships al Various Wave Lengths 

Text-fig. 1, reproduced from the first paper of this series, shows that 
although the course of the bactericidal reaction was approximately 
the same at each wave length studied, these similar curves were found 
at very different incident energy levels at different points in the ultra 
violet spectrum. 
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Text-Fig. 1. Incident energies recjuired for bactericidal action at various wave lengths in the ultra violet spectrum 
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For example, if the incident energy required to kill half the exposed 
staphylococci be taken as an index, this energy requirement ranged 
from 3,150 ergs per mm3 at 302 m./x, a wave length near the limit of 
bactericidal action, to 88 ergs at 266 m./x. At other wave lengths, 
either above or below 266 m./x, more incident energy was required. 
The destruction of SO per cent of the microorganisms is chosen as the 
index because it is in the most accurately determined part of the curves 
where the mortality rate is least affected by variations in individual 
resistance. 

If the incident energies involved in SOper cent destruction be plotted 
and joined by a continuous line the resulting curve appears as in Text- 
fig. 2A. Parallel e.xperiments on an 18 hour culture of Bacillus coll gave 
bactericidal energy curves similar in trend to those for 5. aureus, and 
although complete statistics were not obtained on this bacterium the 
middle or exponential portion of the lethal reaction curves was deter- 
mined by repeated observations at each wave length studied. Text- 
fig. 3A shows the incident energies involved in the destruction of SO 
per cent of the exposed coll organisms. Its essential similarity to the 
corresponding aureus curve is apparent. Both curves would probably 
be somewhat modified in detail if more wave lengths were available for 
study. 

These characteristic cutves (Text-figs. 2A and 3A) show clearly that 
less incident energy is required between 260 and 270 m./x than in any 
other region of the bactericidal zone examined, and point toward a 
second minimum below 230 m./x. The presence of a sharp peak in the 
energy requirement near 240 m./x appears to be equally significant. 
Due apparently to the use of but a few wave lengths in the bactericidal 
zone, or to failure to measure spectral intensities, or to crude methods 
of estimating bacterial destruction, the occurrence of a minimum at 
about 266 m./x, and of the peak in the curve near 240 m./x has been 
overlooked by most investigators. Usually they have been content 
with the conclusion that the shorter the wave length the more marked 
the bactericidal action (3). 

Bang (4) was apparently the first to observe regions of special bactericidal 
“effectiveness” or of corresponding bacterial susceptibility. Using a 30 ampere 
carbon arc through a spectrograph at 20 m./i intervals, and estimating bactericidal 

efficiency mainly by relative exposure, he found two regions of maximal action, an 
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“iimer maximum” between 340 and 360 m.jx, and an "outer maximum” between 
240 and 260 m.M. The lethal exposure varied from 1920 seconds at 330 to 300 
m.p through 120 seconds at 300 to 280 m.fi to 4 seconds at 280 to 260 m.p and 2 
seconds at 260 to 240 m.^. Then longer exposures were required. The zone from 
240 to 220 m.fi needed 20 seconds, that between 220 and 210 m./x, 30 seconds, and 
that between 210 and 200 m.fi required 120 seconds exposure to kill the organisms. 



Text-Fig. 2. A. Cur\’e of incident energies involved in the destruction of 50 
per cent of 5. aureus. 

B. Curx’c of the reciprocals of 2 A. 


These longer exposures at short wave lengths •a-ere evidently due to the rapid 
decrease in intensity of the source employed. Mme. Henri (3) thought that both 
of Bang’s maxima should be ascribed to variations in intensity of his carbon arc. 

Newcomer (5) e.\poscd B. typhosus in quartz capillary tubes to narrow bands of 
the iron arc spectrum and counted suivix-ing bacteria plated in agar, after exposures 
of 5 or 10 minutes. His figures, like Bang’s, indicate a region of maximum effect 
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between 254 and 268 m./i, but bis iron arc varied so much in spectral intensity 
that be did not find any significance in this peak of effectiveness. He concluded 
that “equal intensities produce equal effects in the regions 2100-2800. If there is 
a maximum in this region it is at most only slight and would be in the neighborhood 
of 2600.” 

When Mashimo (6) varied the exposure of bacteria in a spectrograph from 15 
seconds to 80 nunutes he found the first evidence of bactericidal action at 275 
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Text-Fig. 3. A. Curve of incident energies involved in the destruction of SO 
par cent oiB. colt. 

B. Curve of the reciprocals of 3 A. 


With somewhat longer exposures the zone widened rapidly so that ■with a 3 minute 
exposure it e.ttended from below 210 to above 280 m./j. The marked action at 
275 m./i was evidently due to a relatively high intensity of his source at this wave 
length, as an examination of his published photograph shows. 

Thus variations in spectral intensity, with no adequate methods of measurement 
or control, made it difficult to interpret the maximafound by Bang, Newcomer, and 
Mashimo, and these authors laid no stress upon them. 
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In the present study the measurement of the monochromatic radiant 
energy in absolute units focuses attention upon the marked differences 
in the incident energies required at different wave lengths to Idll S. 
aureus and B. coli. The shape of the energy curves for 50 per cent 
destruction immediately suggests that it is the specific absorption of the 
ultra violet radiations that gives the curves significance. This relation 
of incident energy to its specific absorption is made the more striking 
by plotting the reciprocals of these energies (Text-figs. 2B and 3B), 
by which graphs not unlike absorption curves, with maxima at 266 and 
beyond 230 m.^i are produced. 

As a first step in the further analysis of the bactericidal reaction it is 
obviously necessary to compare these curves with those for the absorp- 
tion of ultra violet energy by the corresponding bacteria. 

The Absorption of Ultra Violet Light by Bacteria 

Apparently studies of the absorption spectra of bacteria have been 
confined hitherto to bacteria in suspension in a fluid medium (7, 
8). Suspensions in liquids are unsuitable for such examinations. 
Reflection and refraction from the bacterial bodies, with consequent 
scattering of light so that bacterial suspensions are opaque even in the 
\’isiblc region of the spectrum, and the difficulty of estimating the num- 
ber of organisms traversed, frustrate any attempt to obtain results of 
quantitative significance. 

But a loopful of bacteria may be taken cn masse from the surface 
of an agar slant and pressed between quartz plates into a layer so thin 
that is is all but colorless in visible light, and so transparent that 
objects may be seen through it clearly and ivithout distortion. The 
bacteria are in optical contact and form a homogeneous medium for 
the transmission of visible or ultra violet light. Such a film is com- 
posed almost entirely of bacterial cells and the immediate products of 
their metabolism. Tests show that films of like thickness of the agar 
medium from which the bacteria were removed absorb no significant 
amounts of ultra \iolet light. 

Such a film of bacteria may be set up in one optical path of a quartz 
photometer, with similar plates of quartz and a drop of glycerol in the 
other path as a control, and the absorption coefficient of the organisms 
readily obtained in the manner commonly employed for chemical solu- 
tions (9). 
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Two beams of light from the same source, which have passed through the speci- 
men under examination or its control in the photometer, arc spread by a quartz 
spectrograph into parallel spectra in the plane of a photographic plate. The 
energj' that traverses the control path is subject to quantitative variation by 
means of a sector shutter, and with the shutter set at predetermined openings 
a scries of photographs is made. Then the point, or points, of equal blackening 
in each pair of spectral photographs indicate the wave lengths at which the test 
specimen and the sector shutter in the control path have reduced the original 
intensity of the light to the same degree.* 

In such experiments it is necessary to know accurately the depth of 
the medium traversed in order to calculate the coefficients of absorp- 
tion for a layer of unit thickness. . The standard or unit of thickness in 
these observations was chosen as 0.8 ju, the average diameter of 5. 
aureus (10), so that the coeffidents of absorption were obtained for a 
single layer of bacteria. The shape of B. coli and its wide variations 
in size precluded even so crude an estimate of a “single layer,” so the 
coeffidents for B. coli were figured arbitrarily for a layer of the same 
thickness (0.8 fi) to permit a comparison with the results for S. aureus. 

The thickness of these films of bacteria between quartz plates was 
found to lie between 5 and 15 Since the method of measurement 
employed (11) is easy, and is accurate (in microns) to the second or 
third decimal place it may be described in brief. The method is 
based on interferometry, namely, the measurement of the interference 
bands formed by the coincident spectra of white light reflected into a 
wavelength spectroscope from the two quartz surfaces enclosing the 
bacterial film. 

A point source of white light (carbon arc, concentrated tungsten filament, or 
even a flashlight bulb with the filament vertical), is set up at a measured angle of 
incidence (60®) to the film specimen, so that its light is reflected from the back 
surface of the first quartz plate and from the front surface of the second (the 
surfaces enclosing the film), into a wavelength spectroscope. The reflecting sur- 
faces must be chosen near the bacterial film, but not to include it, since adequate 
reflection occurs only Avhen air is the medium between the two plates. With a 
proper set-up, and films of suitable thickness a series of vertical interference bands 
will cut across the spectrum. 


* Measurements of absorption by such films made in 1923 with thermocouple 
and galvanometer {Proc. Soc. Exp. Biol, and Med., 1923, 21 , 61), were evidently 
not as accurate as those obtained by the pr^ent method and have been discarded. 
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Then the distance (/) between the two plates (the thickness of the included 
film) is found bj' noting the wave lengths (Xi and X-) between which any convenient 
number (n) of interference bands is counted for substitution in the following 
equation; 

H Xi Xj 

2 ft COST (Xi — X;) 

p is the refractive index of the medium, and r is the angle of incidence andreflection. 
Since air is the medium M = 1, and with r at 60° cos r = 0.5 so that the equation 
becomes 

W Xj X; 

* “ (Xi - X.) 


For example, with the apparatus set up as described 5 interference bands are 
counted between Xi = 7241 A u. and X: = 4638 A u. It is only necessary to multi- 
ply these waves lengths together, divide by their difference, and multiply the result 
by 5 to determine that the distance bet-ween the plates ?» the area exammed is 
6.45 n or 0.00645 mm. 

In these experiments the films of bacteria, pressed out by hand, 
were not strictly plane parallel, but often thicker at one edge than 
at the opposite one, so four readings were taken at 90° intervals around 
the rim of each film and combined for an average thickness. The dif- 
ferences in thickness in the small central area exposed in the photom- 
eter were not so great as to make it desirable to obtain a mean expo- 
nentially according to Lambert’s law. For example ; 

Film 1. B. coli. 90° readings at edge of film; 5.58, 6.17, 5.63, and 5.66 
Average 5.76 ft- 

Film 2. S. aureus. 90° readings at edge of film; 9.21, 11,66, 11. 24, and 10.53 M- 
.■\veragc 10.66 p. 

Given the average thickness of each film, the number of layers (w) 
of bacteria it contained was then available for the determination of the 
coefficients of absorption for a layer 0.8 fx thick. For this purpose the 
familiar equation of Lambert’s law w'as used, to which Wood (11) 
says that no exception has ever been found that was not attributable to 
experimental error. Thus if a is the fraction of the original intensity 
(D transmitted by each unit layer, the intensity (J<) observed after 
pa.ssage through n layers is given by the equation; 
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The relation of 7i to is chosen at appropriate intervals on the 
sector shutter of the quartz photometer, as described above, and this 
equation solved for a gives the coefficient of transmission at the 
wave length where the two spectra match. Then l-o is the corres- 
ponding coefficient of absorption for a single layer of bacteria 0.8 jtt 
thick. 

The mean absorption curve from five series of determinations with 
5. aureus is given in Te.\t-fig. 4, and from five series with B. coU in 
Text-fig. 5. The curves arc characteristic, and similar to those found 
for various biological tissues and fluids containing proteins or protein 
derivatives (12, 13, 14) on which their main features evidently depend. 
Differences in the curves for the two orgam'sms are apparent, but in 
view of the experimental errors involved in such determinations they 
probably should not be stressed. 

The general similarity of these absorption curves to the reciprocals 
of the curves for bactericidal incident energy is obvious. All four 
curves rise rapidly from low levels beyond 300 m.g to a maximum 
between 260 and 270 m.fi, then drop to a minimum near 240 m.n and 
rise again toward a limit beyond the range of e.xperimental observation. 
One is tempted to correct the incident energies involved in the bacteri- 
cidal reaction by these absorption coefficients for the entire organisms 
in order to obtain an approximation of the total energies absorbed. 
Yet the two sets of curves show important points of difference also, 
especially in the location of the dip near 240 m./r, and a closer consider- 
ation of their relationship indicates that such a quantitative cor- 
rection would be futile. The sum of the absorption coefficients of all 
the chemical entities in the bacterial cell cannot be expected exactly to 
correct the wide differences found in the bactericidal incident energies 
at different wave lengths unless every chemical group is involved 
in the bactericidal reaction in exact proportion to its contribution to 
total absorption. Such a hypothesis is hardly tenable. It seems 
more probable that it is the effect of ultra violet energy on a single 
vital and sensitive structural or chemical unit that results in subse- 
quent failure in cell multiplication. Rahn (15) has recently figured 
from the curves of abiotic reactions among large numbers of single cell 
organisms that death of the cell probably involves only a single chemi- 
cal entity. As Coblentz and Fulton (16) have suggested, it is to be 
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presumed that only a small fraction of the total absorbed energy first 
afiects such an essential structure, and so leads to the death of the cell. 
Neither the reciprocals of the energy curves, which are undoubtedly 
modified by the absorption of light by elements not involved in the 



TcCT-rio. 4. The cocTidents o{ absorption of ultra violet light by a layer of 
5. aura: O.S ihich. 

b'-clcricidal reaction, nor the curvus for total absorption give an ac- 
curate picture of the absorption curve of this \ntal substance, whatever 
it may bt*. Vet their similarities and their differences are alike useful 
in the further search for such an essential and sensitive element in the 
cdi’s structure and economy. 





Text-Fig. 5. The coefficients of absorption of ultra violet light by a layer of 
B. coli 0.8 II thick. 


Among these substances will be found the one essential element first 
affected by ultra violet light in the bactericidal reaction, and its absorp- 
tion curve will be similar to, though not identical with, the reciprocal 
of the lethal energy curve. Hnally it seems improbable that this 
sensitive substance is uniformly distributed throughout the cell’s pro- 
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toplasm. An examination of the evidence for its concentration in the 
cell nucleus, and the further search for evidence of its chemical charac- 
ter are reserved for the final paper of this series. 

SUMMARY 

The simple conclusion of former investigators that the shorter 
the wave length of ultra violet light the greater the bactericidal action 
is in error. A study with measured monochromatic energy reveals 
a characteristic curve of bactericidal effectiveness with a striking 
maximum between 260 and 270 m./x. The reciprocal of this abiotic 
energy curve suggests its dose relation to specific light absorption by 
some single essential substance in the cell. 

Methods are described for determining the absorption curve, or 
absorption coefficients, of intact bacteria. These curves for S. 
aureus and B, coU have important points of similarity and of differ- 
ence with the reciprocals of the curves of bactericidal incident energy, 
and point the way in a further search for the specific substance, or 
substances, involved in the lethal reaction. 
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Hemochromogen and the Cyanide Compounds of Reduced Berne 

Four pyrrol groups can combine to form a porphyrin. There are 
many different porphyrins with different side chains (Fischer, 1927). 
Each porphyrin can combine tvith iron to form a iieme. The familiar 
hemin crystals are composed of the chloride of tlie particular iron- 
porphyrin or heme which is part of hemoglobin. Hemochromogen is 
defined as a pigment containing heme whose spectrum has the two 
characteristic bands first described by Stokes (1864). 

In previous papers (Anson and Mirsky, 1925, 1928) it was shown 
that (1) Every hemochromogen consists of reduced heme joined to 
some nitrogen group; (2) Hemochromogen is always partly dissoci- 
ated into and in equilibrium with its two components: 

Hemochromogen Reduced heme + Nitrogenous substance; 

(3) Ordinarily, nitrogen substances react with reduced heme to form 
only one hemochromogen-like pigment. Cyanide, however, can react 
with reduced heme to form two different hemochromogen-like pig- 
ments; (4) The first cyanide compound of reduced heme contains one 
cyanide group per heme. 

These results have been confirmed and evidence further given that 
the second cyanide compound contains two cyanide groups per heme 
(HiU, 1929). 

The properties of cyanide are such as to permit of the estimation of 
the composition of the two cyanide compounds of reduced heme. But 
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it has not been clear what the relation is of these two compounds, both 
of which resemble hemochromogen spectroscopically, to an ordinary 
hemochromogen such as globin hemochromogen. The nitrogenous 
substances other than cyanide have the advantage of forming with 
heme only a single hemochromogen-like pigment which is undoubtedly 
a typical hemochromogen. But the properties of the other nitroge- 
nous substances, as will be explained later in this paper, are such as to 
make difficult and uncertain the estimation of the compositions of the 
hemochromogens which they form from heme. As a result it has not 
been known whether hemochromogen in general contains one or two 
nitrogen groups per heme and it has not been known which of the two 
cyanide compounds is the typical hemochromogen, or why cyanide in 
particular forms two compounds with reduced heme. It was stated 
in the previous paper (Anson and Mirsky, 1928) that the relation of 
the cyanide compounds to ordinary hemochromogen was being studied 
by an investigation of the reactions of cyanide with heme in the pres- 
ence of other nitrogenous substances. 

The present experiments show that cyanide can react with globin 
hemochromogen in two entirely different ways. First, cyanide with- 
out displacing globin can combine with globin hemochromogen. In 
this reaction cyanide is not competing with globin for a place of attach- 
ment to the heme; it is behaving not like a typical nitrogenous hemo- 
chromogen-forming substance but probably like carbon monoxide. 
In addition, however, cyanide can displace globin from its combination 
with heme just as can ammonia and other nitrogenous substances 
(Anson and Mirsky, 1925, 1928). In the light of these results, the 
simplest although not the only explanation of the reactions of cyanide 
vath heme in the absence of globin is that cyanide first combines with 
heme to form a tjpical hemochromogen containing one nitrogen 
group per heme and then combines with this cyan-hemochroraogen 
just as it combines uath globin hemochromogen. 

The Biological Importance of the Hemochromogens 

The biological interest in the chemistrv' of hemochromogen used to consist 
solely in its relation to the chemistr>' of hemoglobin which was the only heme 
pigment of known physiological importance. It is now clear that hemochromogens 
as such arc of wide distribution and peculiar importance in nature. Pigments 
related to hemochromogen are present in aerobic tissues of plants and animals 
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generally in concentrations great enough to permit of direct spectroscopic obser- 
vation (MacMunn, 1886; Kcilin, 1925, 1926; reviewed in Anson and Mirsky, 
1930b). In addition the investigations of Warburg and his colleagues show that 
there is universally present in much smaller amount another substance related to 
heme and probably to hemochromogen which plays an essential r6Ie in the catalysis 
of biological oxidations (reviewed in Warburg and I^egelein, 1929, and Anson and 
Mirsky, 1930b). 

The study of the heme pigments in nature has depended entirely on a knowledge 
oi the chemistrj' of pure known heme compounds in vitro. It is therefore impor- 
tant to know as much as possible about the kinds of reactions in which heme pig- 
ments can take part. In particular the ability of heme to react with nitrogen groups 
is significant. Aerobic cells contain a substance which can catalyze oxidations. 
The catalysis stops when this rcspirator>' enzyme is combined with carbon monox- 
ide and goes on again when the carbon monoxide is dissociated from its compound 
with the enzyme by light (Warburg, 1926). Similarly heme can catalyzte oxida- 
tions in vitro and it forms with carbon monoxide a cataly tically inactive compound 
which can be dissociated by light. But the catalytic activity of the heme so far 
tried is much less than that of the cellular enzyme and the sensitivity of the heme's 
carbon monoxide compound to light is also much less. W'hen heme is combined 
with some nitrogenous hemochromogen-forming nitrogen group then the catalytic 
activity of heme and the sensitivity of its carbon monoxide compound to light are 
very much increased (Krebs, 1928). In other words, combination with a nitrogen 
group makes heme more like the cellular respiratory’ enzyme (reviewed in Warburg 
and Negelein, 1929, and Anson and Mirsky, 1930b). 

The Reaclions of Globin and Cyanide iiith Heme 

In the present experiments different amounts of cyanide are added 
to reduced heme in the presence of different concentrations of globin. 
From the spectra of the resulting solutions it can be decided when the 
cyanide is competing with globin for a place on the heme molecule and 
when the cyanide is not competing with globin. Before describing 
the experiments in detail it is necessary to recall what has already been 
shown to happen when either globin or cyanide alone is added to 
reduced heme. 

If denatured globin is added gradually to an alkaline solution of 
reduced heme the spectrum of reduced heme is gradually and finally 
completely replaced by that of globin hemochromogen. The addition 
of further globin then causes no further change in the spectrum (Anson 
and Mirsky, 1928). If cyanide, however, is gradually added to 
reduced heme there appears first a typical hemochromogen spectrum 
whose a band is 50 A to the blue of that of globin hemochromogen. 
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Jut then on further addition of cj’anide there appears a second two- 
tanded spectrum similar to but definitel}’- different from that of a 
j-pical hemochromogen. The a. band is 100 A to the red of that of 
:lobin hemochromogen and is much breaker than the a band of either 
[lobin hemochromogen or the first C 3 >^anide compound. This second 
yanide compound obtained b}* adding an excess of C 3 mnide has long 
)een knovm (see spectrum in Oppenheimer’s Handbuch, 1909). 
rhe first cyanide compound, 'which can exist onl\* in a narro'w range of 
ow cyanide concentrations, 'vras not obsers^ed until recently (Anson 
ind Mirsky, 1928). 



Fig. 1. Positions of a binds of pigments obtained on adding c^-anide to globin 
hem oebrom open . 


The Reactions of Cyanide 'd'iih Glohin Bcwochrojnogcn 
The new experiments are these: 

1. To a dilute alkaline solution of globin hemochromogen prepared 
from hemoglobin (0.0084 per cent or 0.000005 k in respect to the iron 
of hemoglobin) there is added more and more cyanide. The a band 
is shifted more and more to the red, until after a shift of 100 A it has 
reached the position characteristic of the second cyanide comipound of 
reduced heme prepared by adding cyam'de to heme in the absence of 
globin. (SeeCurcx-l. In order to give a simple picture of all thephe- 
rom.ena in one graph, the graph has been made schematic and grossly 
iriaccurate. Tne actual observations are given in the tables.) 
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2. More and more cyanide is added to globin hemochromogen in the 
presence of extra globin, tlie total globin concentration being 0.00004 N 
instead of O.OOOOOS N. The band moves to the red until when the 
cyanide concentration is 0.002 N, the baud is 42 A to the red of the 
band of globin hemochromogen. Doubling the cyanide concentration 


TABLE I 


CN 1 

N 

1 Position of a bind — A to ted of 5585 A 

Globin «• O.OOOf K i 

Globin - O.OOOOi k i 

Globin 0 000005 M 

0 1 

0 

0 

0 

0.0001 

18 

18 

16 

0.0002 

27 

28 

26 

0.0004 

33 

34 

33 

0,001 

39 

40 

44 

0.002 

41 

42 

49 

0.001 

43 

43 


‘ 0.01 


48 


0.02 

42 

57 



TABLE n 


CN 1 

Clolila 

1 Position of a band — A to red of 55SS A 

Globin -OOOOOS n 

Globin - 0.00004 K 

Globin 0.00003 K 

0 

0 

0 

0 

125 

45 

43 


250 

48 

48 

48 

500 

! 57 

57 

57 

1,000 

69 

66 

65 

50,000 



100 




No globin 




100 


(making it 0.004 n) now causes no further change in the spectrum. 
But the addition of still more cyanide causes the band to move to the 
red again. (See Curve II.) 

3. Finally, more and more cyanide is added to globin hemochromo- 
gen in the presence of a concentration of globin ten times greater still, 
namely 0.0004 n. Until the cyanide concentration is 0.004 n the 
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results are precisely tlie same as isitli the solutions containing ten times 
less globin. But whereas in the more dilute globin solution further 
addition of c\-anide causes the band to shift to the red, in the solution 
0.0004 N in respect to globin the cyanide concentration must be 
increased from 0.004 n to 0.04 n before the band is shifted to the red 
again. (See Cur\*e HI.) 

4. Whenever the globin concentration is greater than 0.00004 n, the 
cyanide concentration is less than 0.002 n, and the band is accordingly 
less than 42 A to the red of the band of globin hemochromogen, the 
position of the band depends solely on the cyanide concentration. 
Increasing the globin concentration has no effect on the spectrum so 
long as the cyanide concentration is kept constant. 

5. Whenever the cyanide concentration is greater than 0.002 n and 

ti 

the band is more than 42 A to the red of the band of globin hemochro- 
mogen, the position of the band depends solely on the ratio of the 
concentrations of cyanide and globin. Increasing the cyanide con- 
centration has no effect on the spectrum pro\ided only that the globin 
concentration is increased to the same extent. 

6. The nature of the mi.xed spectrum given by a solution containing 
two different pigments depends on how far apart are the bands of the 
pigments. If the bands are far enough apart they do not fuse com- 
pletely but can be distinguished separately in the mixed spectrum. 
For instance, the a bands of the first and second cyanide compounds of 
reduced heme which arc 150 A apart can both be seen in the spectrum 
given by a mixture of the two cyanide compounds (Anson and Mirsky, 
192S). If the two bands of the two pigments are close enough to- 
gether, however, they fuse to give a single band whose maximum ab- 
sorption is at some wave length intermediate between the wave lengths 
at which the two indi\'idual pigments have their maximum absorptions. 
The more of one of the pigments is present the closer vail the position 
of the intermediate band be to the band of that piament. Thus the a 
bands of oxy and carbon monoxide hemoglobins (Hartridge, 1912) 
a.nd of globin and ammonia hemochromogens (Anson and Mirsky, 
1925, 192S'i fuse to give intermediate bands whose positions are 
determined by the comjxisilions of the mixtures. Finally, the bands of 
tv. 0 pigm.L-nts may not be close enough to mix to give a single intcr- 
mcdi.atc band and still not far enough apart for two points of maximum 
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absorption to be distinguished easily in the mixed spectrum. In such 
cases the mixed spectrum has a band much broader than the band of a 
single pigment and this band becomes more and more asymmetrical 
as the relative concentration of one of the pigments in the mixture is 
increased. 

In general the same mixed spectrum which is seen when one looks 
through a single cell containing a solution of two different pigments is 
also seen when one looks at the same time through two cells, one 
containing a solution of one pigment alone, the other containing a 
solution of the other pigment alone. 

If one looks through two cells, one containing a solution of globin 
hemochromogen, the other a solution of the second cyanide compound 
of reduced heme, one sees a very broad asymmetrical band. It is 
impossible by means of optical mixtures of the spectra of globin 
hemochromogen and the second cyanide compound to imitate the 
single bands given by solutions of cyanide plus globin hemochromogen. 
All the spectra actually observed, however, can be imitated by means 
of optical mixtures of the spectra of globin hemochromogen, the second 
cyanide compound and the product with the band 42 A to the red of 
the band of globin hemochromogen. 

Two conclusions are drawn from the new facts: 

1 . Cyanide can combine mth globin hemochromogen without compet- 
ing with or displacing globin to form a pigment rvith an a band 42 A 
to the red of the band of globin hemochromogen.’ In this reaction it is 
not behaving as a typical nitrogenous hemochromogen-forming sub- 
stance but probably like carbon monoxide. 


Globin Globin 

Heme^ + Cyanide ♦li Heme^ 

Cyanide 


2. Cyanide can further react with cyamde-globin hemochromogen 
to form the second cyanide compound of reduced heme which contains 

^ Hill (1929) has observed an analogous pigment obtained by adding both nico- 
tine and cyanide to heme. He believed that every hemochromogen contains two 
nitrogen groups per heme and that the compound of nicotine and cyanide with 
heme is a typical hemochromogen which happens to contain two different nitrogen 
groups. 
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two cyanide groups per heme. In this reaction cyanide is competing 
■with and displacing the typical nitrogenous substance, globin. 


Heme 


Globin 

+ Cyanide 

Cyanide 


Cyanide 


Heme' 


\ 


+ Globin 


Cyanide 


From Curve I alone one might suppose that cyanide in reacting 
with globin hemochromogen simply displaces the globin and forms the 
second cyanide compound of reduced heme. On this basis any inter- 
mediate a band observed must be the result of the fusion of the a bands 
of globin hemochromogen and the second cyanide compound. This 
theory is disproved by the fact that one cannot imitate the observed 
spectra by means of optical mixtures of the spectra of globin hemo- 
chromogen and the second cyanide compound. To explain the mere 
e.xistence of single intermediate bands one must assume the existence of 
a new compound with a band between the bands of globin hemochro- 
mogen and the second cyanide compound. Since the compounds of 
heme with either globin or cyanide alone do not have such a band, the 
new compound probably contains both globin and cyanide. 

Curve III shows that cyanide first reacts with globin hemochromo- 
gen to form a new compound with a band 42 A to the red of the band 
of globin hemochromogen and only then reacts further with tliis new 
compound. The extent of formation of the new compound is inde- 
pendent of the globin concentration, so globin is not being displaced. 
The new compound therefore contains globin as well as cyanide, a 
conclusion already drawn from Curve I. 

If the new compound contains globin, and if cyanide reacts Avith the 
ncv.- compound to form the second cyanide compound which docs not 
contain globin, then this reaction must involve the displacement of 
globin by cyanide. In confirmation of this the extent to which the 
second cyanide compound is formed from the new compound of cya- 
nide and globin hemochromogen depends solely on the cyanide to 
globin ratio, which is precisely what one v/ould e.xpcct were the 
evanide and globin competing for the heme. 

The reason v. hy Curve I deviates from Curves II and III even before 
t r.e cyanide concentration reaches 0.002 N is now clear. If the globin 
concentration is low enough some globin is displaced by cyanide even 
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if the cyanide concentration is not high enough to convert globin 
hemochromogcn completely into cyanide-globin hcmochromogen. To 
separate the two reactions the globin concentration must be above a 
certain minimum. Theoretically the two reactions can never be 
separated completely. 

The fact that cyanide can displace globin from its combination vrith 
heme is most simply explained in the assumption that cyanide can 
react like a typical nitrogenous substance such as globin. This 
assumption, however, is not a necessary one. The affinity of hemo- 
globin for carbon monoxide depends on the hydrogen ion concentra- 
tion; carbon monoxide and hydrogen ions compete for the hemoglobin 
and can displace each other. Yet these two groups do not react with 
hemoglobin in the same way. In all probability, carbon monoxide 
combines with the iron and the hydrogen ion does not, but combines 
with a group dose to the iron and so influences the affinity of the iron 
for carbon monoxide. 


Experimental Procedure 

It remains to describe In detail the manner In which the values put down in the 
tables were obtained. In all cases the solutions were at 0®C. in a cold room, the 
final concentration of NaOH was O.S n, solid sodium hydrosuJfite (NajSzO^) was 
added as a reducer, and the bands read after 5 minutes with a reversion spetro- 
scope (Hartridge, 1912). In some cases the bands were read again after several 
hours. No cliange was found. The purpose of the strong alkali was to bring 
out the hemochromogen-fonning capacity of globin (Anson and Mirsky, 1928). 

The three solutions of Table I were 0.000005 n, 0.00004 n and 0.0004 n in re- 
spect to globin. The 0.000005 n solution was prepared by adding 2.5 ml. of 0.2 
nHCI to 1 ml. of 8.5 per cent horse carbon monoxide hemoglobin and then diluting 
with NaOH. This solution was accordingly 0.000005 N in respect to globin, heme 
and iron. The 0.00004 n and 0.0004 v solutions contained 0.00001 n globin and 
heme from hemoglobin and in addition denatured globin prepared by the oxalic 
acid-acetone method (Anson and Mirsky, 1930a). 

The 0.00008 n solution of Tabic II contained 0.00002 n globin and heme from 
hemoglobin and in addition 0.00004 N globin prepared by the acetone method. 
To obtain the 0.00004 n and 0.00002 n solutions, the 0.00008 N solution was diluted 
with 0.5 N NaOH, 

The band 42 A to the red of the a band of globin hemochroraogen is a sharp 
band intermediate in intensity as well as in position between the a bands of globin 
hcmochromogen and the second cyanide compound of reduced heme. 

When the cyanide to globin ratio reaches 1,000 the band begins to be too asym- 
metrical to be read with the reversion spectroscope. 
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Alkaline solutions of hydrosulfite attack the cements which were tried, includ- 
ing de Khotinsky cement. The decomposition products of the cements influence 
the spectra. This difficulty was avoided by using cells made of paraffin blocks 
and pieces of glass microscope slides. Such cells can be made in a few minutes. 
From paraffin blocks 1.5 cm. or 3 cm. thick depressions are melted out with a hot 
iron. These depressions are closed on the sides of the blocks by melting in pieces 
of glass. To make a double cell to permit looking through two solutions at 
once, a piece of glass which is to act as a partition is first melted between two 
blocks of paraffin. If cells only a few millimeters thick are desired, it is better 
to place slightly softened but not melted paraffin between two pieces of glass which 
arc then pressed together in a vise until they are the desired distance apart. 
The glass sides of the cell are thus automatically made parallel. Finally some 
of the paraffin is melted out to form the cell. 

The Nature of the Two Cyanide Compounds of Reduced Heme 

A priori there are four possibilities in regard to the nature of the 
ttvo cyanide compounds of reduced heme. Neither of the two cyanide 
groups may be a t^'pical nitrogenous hemochromogen-forming group; 
both may be; cyanide may be acting as a typical nitrogenous group in 
forming only the first ; or in forming only the second compound. The 
present e.x'periments do not decide conclusively which of these four 
possibilities corresponds to the truth. What has been made clear is 
that cyanide can combine with heme in two different ways. In one 
reaction it does not compete with or displace globin; in the other it 
docs. In the light of these results and of the fact that the spectrum 
of the first compound is similar to that of globin hemochromogen and 
the spectrum of the second compound is similar to that of cyanide 
globin hemochromogen, the simplest theory is that the first compound 
is a t>'pical hemochromogen and the second compound a compound of 
cyanide with cyanide hemochromogen. 

The Composition of Hemochromogen 

If the first cyanide compound of reduced heme which has one 
cyanide group per heme is a t\'pical hemochromogen, then it is proba- 
ble that hcmochromogens in general contain one nitrogen group per 
heme. It would ob\'iously be desirable to confirm or refute this con- 
clusion by independent investigation of the composition of some hemo- 
chromogen whose nitrogenous substance forms only one hemochromo- 
gen-like compound with heme. The attempts to do this have not 
yet le'I to any conclusive results. Von Zeynek found by analyses of 
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the precipitates that ammonia hemochromogen (1898) contains one 
nitrogenous group and pyridine hemochromogen (1910) two nitroge- 
nous groups per heme. But such direct analyses must remain of dubi- 
ous significance until it is shown that in the preparation of the 
precipitates no hemochromogen-forming nitrogen groups are split off 
from the heme and no non-hemochromogen-forming nitrogen groups 
added to the carboxyl groups. 

Two molecules of pyridine must be added to each molecule of heme 
in order to convert heme into pyridine hemochromogen (R. Hill, 
1926, 1929). If all the pyridine added were combined ivith the heme 
this would mean that pyridine hemochromogen contains two pyridines 
per heme. But some of the pyridine added must be free to drive the 
equilibrium : 

PjTidine hemochromogen t::! Heme -f Pyridine 

to the left. It cannot be decided from Hill’s experiments whether or 
not this free pyridine is negligible. In dilute solution of the pigment 
the concentration of free pyridine needed to prevent visible dissociation 
of the hemochromogen may be determined. It is not known whether 
the same concentration of free pyridine is needed to prevent visible 
dissociation of the hemochromogen in the concentrated solutions 
actually used. As has already been pointed out (Mirsky and Anson, 
1929) the equilibrium is complicated by the aggregation and precipita- 
tion of both pyridine hemochromogen and reduced heme : 

Pyridine hemochromogen Reduced heme + Pyridine 

i i 

Precipitation or aggregation of the hemochromogen would drive the 
equilibrium to the left and so reduce the concentration of free pyridine 
needed to prevent detectable dissociation of the hemochromogen. 
Precipitation of the heme would have the opposite result. It is not 
known what effect concentration has on the relative velocities and 
extents of the aggregation of the two pigments. 

Dr. Northrop has suggested that it might be possible to estimate the 
free pyridine in a solution of pyridine hemochromogen by shaking the 
aqueous solution with a solvent which does not mix with water but in 
which pyridine is soluble, estimating the total pyridine in this solvent, 
and then calculating the free pyridine in the water from the distribu- 
tion constant. 
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Cyanide mid Carhylamine 

Warbtirg, Negelein and Cliristian (1929) have recently described 
some reactions of carbylamine with hemoglobin which in some ways 
resemble the reactions of cyanide with heme. Carbylamine can 
combine with hemoglobin in two different ways. In one reaction it 
competes with carbon monoxide, in the other it does not. Native globin 
in hemoglobin is not behaving like a tjTpical nitrogenous substance 
such as ammonia or denatured globin. I^Tiether one of the carb}^- 
amines is behaving like a typical nitrogenous substance has not yet 
been determined. 


Conclusions 

Cyanide can react with globin hemo chromogen in two different 
ways. In the first reaction cyanide combines with globin hemochro- 
mogen without displacing or competing with globin. In the second 
reaction cyanide displaces globin. 
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INTKODUCTION 

It has long been a matter of common knowledge that not only human 
beings but most other animals as well as plants can endure great varia- 
tions in their supply of oxygen without obvious ill effects. This is 
demonstrated by the existence of life at high altitudes, the phenomena 
of anaerobiosis and many other facts. In addition to the fundamental 
researches of Harden, Hill, Meyerhof, Warburg, and many others, 
which have demonstrated the difference between, and yet the inter- 
dependence of aerobic and anaerobic respiration, numerous attempts 
have been made to correlate the amount of oxygen present with the 
degree of activity of an organism. One of the most recent of these is 
that of Amberson (1928) who shows quite definitely that in the case of 
Paramoecium and fertilized Arbacia eggs the cell respiration continues 
at the normal rate, almost independent of the oxygen supply until the 
latter reaches an exceedingly low value (about 10 mm. Hg). Warburg 
(1926) also noticed the same phenomenon in the case of yeast. Most 
other investigators’ results have agreed with these findings, among 
them those of Henze (1910), Lund (1918), Hamburger and St. Gyorgi 
(1925), Putter (1924), Harvey (1925). The activities which were 
observed in this connection covered a wide range, including the actual 
uptake of oxygen itself (Amberson, Warburg). Mention may also 
be made of investigations concerning the effect of lowered oxygen ten- 
sion on mammals (see Barcroft’s book, 1925). There seems to be 
little doubt, therefore, that within wide but varying limits the organ- 
ism is independent of the oxygen supply. 

The above considerations apply to changes in oxygen tension where 
the tension is varied by taking different proportions of oxygen and 
nitrogen but where the total pressure of the system is held constant 

S5 
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at approximately 760 mm. Hg. Obviously the tension may also be 
varied by altering the total pressure where the relative gas tensions are 
held constant. This occurs both naturally and artificially when air is 
used and the barometric pressure is reduced {e.g., high altitudes or 
low pressure chambers). The classic work of Bert (1878) shows the 
diversity of effects which might be obtained by a lowering (or raising) 
of the barometric pressure. More recentty interest in this connection 
has been centered on the influence of these conditions on human reac- 
tions, an interest which, of course, has been stimulated by the war and 
the increasing importance of aviation.’ Although the response of 
large animals to lowered pressures has been thoroughly studied very 
little attention has been paid to the effect of low pressures on the 
respiration of the individual cells and tissues themselves. The assump- 
tion has been tacitly made that the effect of a reduced oxygen tension 
whether secured by reducing the percentage of oxygen at atmospheric 
pressure, or by reducing the total pressure, would be the same. From 
the purely physical point of view such an attitude is very natural. 

It seemed worth while, however, to test the validity of this assump- 
tion by a series of experiments in which the respiration of a simple 
organism would be measured under varying oxygen tension, these 
variations to be secured by altering both the percentage composition 
of the gases and the total pressure. The results of these experiments 
show quite clearly that there is a distinct and in some cases decided 
difference in the effect of gas tension depending on how the changes 
in tension are made. Or, in other words, it may be said that a reduced 
pressure, has, per se, an effect on tissue oxidation which is not obtained 
with a reduction of simply the oxygen tension. 

Methods 

The organism used in this work was baker’s yeast, a fresh suspension 
of which was made up for each experiment in Ringer solution without 
bicarbonate, but containing 1 per cent glucose. The gas exchange 
was measured by means of a modification of the Warburg manometric 
method. The simple manometer, as well as the differential mano- 

’ J. Barcroft in his book, “The Respiratory Function of the Blood” (1925) and 
E. C. Schneider in a series of papers in the American Journal of Physiology have 
summarized vhat has been accomplished in this field. 
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meter, have been described fully in Warburg’s book (1926), together 
with details regarding the shaking device and temperature regulation. 
The only modification of the method was made when it became neces- 
sary to measure oxygen absorption or carbon dioxide evolution under 
reduced barometric pressure. 

For this purpose the simple manometer is dearly not adapted, since it is open 
on one limb. It is also impossible to use the differential manometer in its usual 
form because both limbs, or the containers attached thereto, must be initially at the 
same pressure. Therefore a special differential manometer was constructed. The 
manometer proper was of the usual tj^pc, vcr>’ similar to illustration on page 1 of 
Warburg’s book (“t)ber den Stoffwechsel der Tumoren, 1926”), with posterior 
extensions carrying two cups or vessels. Each of these was of the “Kegelgefass” 
or “conical vessel" Otic with a side e.ttcnsion and a small insert of glass on the 
center of floor of the vessel for carrying alkali. Each of the side extensions was 
fitted with a ground-in glass stopper. All joints were carefully ground and 
greased and their resistance to leakage carefully checked. On the upward exten- 
sion of each manometer limb there was a glass stopcock, A and B. Then the two 
extensions were joined by fused glass tubing in the form of an inverted Y, at the 
top of which was a three-way stopcock, C. Since tbc system was all of glass the 
only leaks could occur at the stopcocks. These were accordingly specially ground 
in, greased, and tested frequently against leakage. 

The fluid used in the manometer was Brodie's solution. In order to provide for 
the introduction of the fluid it was necessary to open the bottom of the manometer 
and fuse on a piece of tubing with another stopcock. When the latter was opened 
the fluid could be run in to the desired level from below and the stopcock closed. 
The manometer then functioned in the usual manner. The glass part was fastened 
securely to a w'ooden back and carried on the shaker as described by Warburg. At 
the beginning of an experiment the desired amount of yeast suspension was placed 
in one of the vessels and an equal amount of Ringer solution in the other together 
with any other material needed. The vessels were then placed on the manometer 
and held in place by springs. If a special gas mixture was to be investigated, all the 
upper stopcocks (A, B, and C) were opened and the small stoppers on the side 
extensions of the vessels were removed. The gas was then allowed to flow through 
the entire apparatus from a tank or other source of supply as described by Warburg 
(1926, p. 3). Stopcock C was then dosed and the small stoppers of the vessels 
replaced. This isolated the system as a whole from the outside air. But the two 
vessels remained in communication with each other through the arms of the in- 
verted K. The vessels were then placed in the water bath at 37°C. and shaken till 
temperature eqxuJibrium had been attained. At this point stopcock C was opened 
for an instant to relieve the positive pressure generated by the heating of the gas 
inside the system. Then stopcocks A and B were closed. This cut off the com- 
raum'cation at the top between the two vessels and adifferential alteration of pres- 
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sure could then be observed on the manometer scale as in the case of any differential 
manometer. 

Suppose now after taking several readings it was desired to reduce the pressure 
within the system. The stopcocks A and S were carefully opened thus equalizing 
the pressure in the two vessels. A heavy rubber pressure tube was attached to the 
outlet above stopcock C and a slight negative pressure put on. Cock C was then 
opened and the pressure reduced to any predetermined amount. Then cock C was 
closed and the same method used as under atmospheric pressure. If the pressure 
was very low it was usually necessary to repeat this procedure two or three times 
because after reduction the escape of gases from solution might alter the tension of 
the gas space of the vessels. 

To obtain reduced pressures an oil vacuum pump was attached to a 10 gallon 
carboy. A line ran from the latter to the heavy tubing which coxild be attached 
to the manometer. In this line was included a mercury manometer, scaled in 
millimeters. Several heavy glass stopcocks variously placed allowed for cutting 
off the line at any desired point. All joints were paraflBned and shellacked. In 
fact the system would hold a high vacuum without appreciable change for weeks. 
The carboy was exhausted as highly as the pump would permit. This insured as 
low pressures as were ever needed. After the stopcocks in front of and behind the 
carboy had been closed the carboy served as a reservoir of low pressure to be drawn 
on when desired. 

For experiments with carbon monoxide it was necessary to generate the gas. 
This was done by the method described in Treadwell’s “Analytical Chemistry” 
(11th German edition, 1923, vol. 2, p. 669), in which formic acid is run slowly into 
hot concentrated H 2 SO 4 . The gas formed was run through a condenser and flasks 
of water and soda lime, to remove water vapor and carbon dioxide. It was then 
mixed in desired preparations with oxygen in a gasometer and thence run through 
the manometer in the usual way. 

The results may be expressed either on an absolute or relative basis. If the 
latter, the normal respiration may be called 100 per cent and any deviation 
e.xpressed as a per cent of this normal. This method is often most convenient for 
comparative data in which the absolute quantities involved are of secondary conse- 
quence. However, for purposes of calculation the absolute amounts must be 
known. In this case we may use as units the number of cubic millimeters oxy- 
gen taken up or carbon dioxide evolved per milligram fresh weight of yeast per 
hour. If we wished to compare different samples of yeast it would be necessary to 
use the dry weight, but since in this work the same yeast was used throughout any 
one experiment the fresh weight may be used. Then any two experiments may 
be compared on a percentage basis. 

Warbiug (1926, pp. 8-10) has developed a formula for the calculation of volume 
changes of gas in the differential manometer. He uses the following quantities : 

P = Initial pressure in both vessels. 

Pg = The normal pressure (i.c., 760 mm. Hg) or 10,000 mm. Brodie. 
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h ^ Observed difference of level in the manometer fluid. 
h* « Increase in pressure in the compensation vessel. 

£^p » Increase in pressure in the experimental vessel. 

A « Cross section of the capillary. 

Vg * Gas space in the experimental vessel. 

Vg' *= Same in compensation vessel. 

Kf *= Liquid space in the experimental vessel. 

Vr ” Same in compensation vessel. 

T = Absolute temperature. 

a « Absorption coefficient of the gas in the c.Tperimental vessel. 
a' » Same in compensation vessel. 

X es cmm. O 2 or CO 2 absorbed or evolved. 

The increase of gas in the gas space of the experimental vessel is: 


P + A ^ 273 
P. T 




If the value of A is small then expression (i) becomes 


. . r , A 213 r\ 


( 1 ) 


( 2 ) 


He next assumes that P as a rule will equal P, and therefore C'Hicr ist 

P* 

2 *r" P*' Grbsse eines Korrektionsgliedes. Bedenken wir, dass P in der 

Regel nahezu gleich P« ist, so konnen wir obne raerkUchen Fehler den Faktor 
.... gleich 1 setzen” . . . . p.9.) Thereforeexpression (2) reduces to: 


Ap 


/v 2” \ 

( ^ 4.^273 ) 

\ P, '^1 TJ' 


.( 3 ) 


Furthermore the value of is found to be 


h 



A 273 \ 
2 ' r ' 


VQ y I 


( 4 ) 


from which, in the numerator of the fraction within the parenthesis, the term P« 
has likewise been eliminated. In dealing with low pressures the assumption 
obviously does not hold that P appro.ximates P,. In fact it is usually widely differ- 
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ent. Hence the factor — must be retained. The entire equation then is as 

0 


follows: 




The term enclosed by brackets in expression (5) is the so-called “Gefasskonstant” 
or “vessel constant” which, when multiplied by the observed change in the man- 
ometer fluid level, gives the amount of gas exchange in cubic millimeters. In this 
term the value P occurs in the numerator twice. Therefore the magnitude of the 
term will vary directly as P. In other words, as the pressure in the system is 
lowered th' vessel constant will decrease and vice versa. Thus if an organism 
absorbs the same number of molecules of oxygen per unit time as the pressure is 
lowered then the observed pressure change, h, must increase to compensate for the 
decrease in the vessel constant. 

There are certain technical details which should be noted. The fluid in the 
manometer was Brodie’s solution, used because the value of Po expressed in milli- 
meters Brodie is an even 10,000. The volumes of the two sides of the manometer 
were determined by filling each side separately with mercury and weighing. The 
diameter of the capillary was similarly determined. The stopcocks were greased 
with a petroleum Jelly-rubber composition which was firm enough to prevent 
leakage of air. Prior to actual use, the whole apparatus was set up empty in the 
water bath, exhausted as completely as possible, and shaken 2 hours. During this 
time no change in the fluid level of the manometer could be observed. 


RESULTS 

The Respiration and Fermentation of Yeast . — When the oxygen up- 
take of yeast is measured at different tensions the result is similar to 
that found by other investigators. There is little or no diminution in 
respiration until quite low tensions are reached. On the other hand, 
if the pressure is reduced the respiration falls off much more rapidly. 
This is illustrated by the data in Tables I and II. 

In Tables I and II it is evident that the oxygen uptake decreases 
more rapidly when the pressure is reduced than when the pressure is 
maintained constant and the per cent of oxygen is cut down. A 
particularly clear instance of this occurs in Table II with a tension 
of 36 mm. of oxygen. In 5 per cent oxygen at normal pressure the 
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respiration is 84 per cent of that in air (144 mm.) . When the pressure 
on a mixture containing 21 per cent oxygen, however, is reduced to 190 
nun. giving the same partial pressure of oxygen (36 mm.) the respira- 
tion is cut down to 34 per cent of the normal. There is then clearly 
one effect on respiration which is brought about by a reduction of pres- 
sure, per sc, and which is independent of the quantity of oxygen (or 
tensions). 


TABLE I 

3 cc. .yeast suspension (10 mg. per cubic centimeter). Temperature ZVC. 
Initial gas mixture 100 per cent oxygen = 712 mm. ox>'gen tension.* 0.4 cc. 10 
per cent KOH in inset. 

A 


Barometric pressure maintained at 760 mm. and per cent of oxygen, exclusive of 
water vapor, varied by mixing with nitrogen. 


Per cent Oj 

100 

43 

21 ' 

9 

5 

Tension Oa in mm. Hg 

712 1 

306 i 

144 

64 

36 

Respiration (cmm. Oa absorbed per mg. yeast 






per hour) 

Per cent of normal (a.e., of respiration under 
standard conditions) 

48 j 

47.5 1 

47 

45 

33 

100 

99 

98 

94 

69 


B 

Per cent of ox>’gcn maintained at 100 percent, exclusive of water vapor, and 
barometric pressure varied. 


Barometric pressure in mro. Hg 

760 

600 

500 

400 

300 

200 

Corresponding Oa tension 

712 

552 

452 

352 

252 

152 

Respiration (as above) 

48 

48 

44 

38 

36 

16 

Per cent of normal (as above) 

100 

100 

92 

79 

75 

33 


Since respiration and fermentation (aerobic and anaerobic respira- 
tion) are closely related, e-xperiments were performed to find out if the 

* It is of course necessary in all these experiments to subtract the vapor tension 
of the water present. At 37®C. this amounts to 48 mm. Hg at all barometric 
pressures. For example with 100 percent 0^ the total pressure is 760 mm. but the 
oxygen tension will be 760 — 48 = 712. If thissame gas is reduced to a barometric 
pressure of, say, 300 mm. Hg then the oxygen tension will be 300 — 48 == 252. 
The same principle applies when the gas mixture contains any other percent of 
oxygen. 
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lowering of the pressure affected tibe latter as well as the former. Tliis 
miglit be expected if tbe reduced pressure attacks the oxidation system 
of the cell as a whole. If,boweverjit is confined to that portion of the 

EtBLE EE 

3 cc. j-east suspension (10 mg. per cubic centimeter). Temperature 37'C. 
Initial gas mixture 21 per cent oxygen, 79 per cent nitrogen (exclusive of vrater 
vapor). 0.4 cc. 10 per cent KOH in inset. 

A 

.Average of tvo experiments, expr^ed as per cent of respiration vith tbe initiai 
mixture as tbe normal Barometric pressure maintained at 760 m-m.. fSIixtures 
as in Table I, A. 


Per cent 0- 

21 

9 

H 

Tension 0* in Tn-m. Hg 

iss 

64 

1^1 

Per cent of normal respiration 

103 

.. j 

St 




B 


Average of five experiments, expressed in per cent of respiration in this mixture 
at 760 mm. Per cent of gases in tbe mixture, exdiasnre of —ater vapor: oxygen 21 
per cent, nitrogen 79 per cent Barometric pressure x-aried. 


Barometric pressure in mm. Hg. 

760 

sso 

190 

115 1 

so 

Corresponding 0- tension 

144 

70 

SO 

13 ^ 

6.5 

Per cent normal resniiation 

100 

74 

S4 1 

2^1 

7“ 


* One experiment. 

** Average of three experiments. 


FABLE m 

3 cc. x’east suspension (10 mg. per cubic centimeter). Temperature 37'C. 
Initial gas nitrogen. Barometric pressure varied. 


Barometric prKsnre in mm. Hg 

760 ' 

540 • 

415 ■ 

j 250 : 

135 

Respiration: cmm. CO: produced per mg. per 






hoar 

45.5 1 

46 

45 

-^5 i 

46.5 

Per cent o: normal (i.e., per cent or respiration 




j 


under standard conditions. 

100 ! 

1 

101 

99 

! j 

99 j 

102 


system which involves simph* the uptake of oxygen then there might 
or might not be an effect on the anaerobic oxidations. Table HI is 
an example of the restilts obtained. In this tx-pe of experiment the 
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manometer was filled with nitrogen gas which had been run through 
alkaline pyrogallol to remove all but the last traces of any oxygen that 
might be present. Such traces as remained would not affect the result 
materially. No KOH was placed in the vessel and the production of 
CO2 was measured. 


TABLE IV 

3 cc. of 2 per cent fructose (P/anslichl) dissolved in n/ 2 NasCOj. Temperature 
37'’C. 

A 

Initial gas 100 per cent O 2 . Pressure maintained at 700 mm. Per cent of 
oxygen varied. 

Per cent of oxygen 

Oxygen tension in mm. Hg 

Cmm. Oi per hour absorbed by the fructose 

Per cent absorption based on 100 per cent 0* and 760 
mm. as 100 percent 


B 

Initial gas 100 per cent Oj, e.xdusive of water vapor, maintained, Pressure 
varied. 


Barometric pressure 

760 

345 

IPS 

so 

Oxygen tension in mm. Hg , 

712 

297 

747 

32 

CiM. Oj per hour absorbed by fructose 

Per cent absorption based on 100 per cent Oi and 760 I 

492 

369 
73 1 

324 

92 

mm. as 100 per cent 

100 1 


66 

1 


100 

21 

9 

5 

712 

144 

64 

36 

S30 

329 

180 

81 

100 

62 

33 

IS 


C 


Both percentof ox>'gcn in nitrogen, exclusive of water vapor, and the barometric 
pressure were simultaneously varied so as to bring the oxygen in all cases 

to 63 to 64 ram. Hg. The variation in the tension was not over 1 per cent. 



9 

20 

43 

100 


760 

360 

190 

110 


63.5 

63 

63 

63.5 


213 

175 

170 

188 






This experiment, which was checked several times, shows that there 
is no such diminution of anaerobic respiration with reduced pressure 
as is experienced with aerobic respiration. In fact there may be said 
to be no effect at all. The significance of this result is discussed below. 

Artificial Sy stems . question arises: Is the different action of 
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reduced oxygen tension and reduced pressure due to a purely physical 
cause having to do with the solution and diffusion of the gas, or is it 
dependent upon the organization of the cell itself? In this connection 
the usual type of experiment was performed with two artificial oxida- 
tion systems which proceed in homogeneous solution: the absorption 
of oxygen by fructose in alkaline solutions and the oxidation of 
cysteine. These systems have been studied exhaustively by Warburg 
and his co-workers who have shown that both are oxidations catalyzed 
by metals.® (Sakuma, 1923; Warburg and Yabusoe, 1924; Krebs, 
1927). 

The results are indicated in the data cited in Tables IV and V, 

The results shown in Table IV indicate that, apart from experi- 
mental error, the amount of oxygen uptake with fructose is depend- 
ent on the oxygen tension alone and is not affected materially by 

TABLE V 

25 rag. cysteine (Pfanstiehl) in 3 cc. borate-KOH buffer at pH 9.3. Tempera- 
ture 20°C. Initial gas 100 per cent oxygen, exclusive of water vapor. 


Per cent oxygen 100 100 43 

Barometric pressure in mm. Hg 760 363 760 

Oxygen tension in mm. Hg 712 315 306 

Cmm. oxygen absorbed per hour per mg. cysteine 25.4 12.6 12.7 


changes of pressure. In other words the initial concentration of 
oxygen is the determining factor. 

The typical experiment cited in Table V indicates that the cysteine 
system behaves analogously to the fructose system in that the oxida- 
tion is dependent solely on the oxygen tension. 

The Inhibition of Respiration by Carbon Monoxide. — The long series 
of well known facts concerning the action of carbon monoxide on 
hemoglobin and its capacity to inhibit tissue oxidation (Warburg, 
1926) lends support to the idea that we have, in carbon monoxide, a 
substance which behaves in a manner very similar to oxygen. It 

® No metals were added to these systems because, although fructose and cysteine 
of the highest obtainable commercial purity (Pfanstiehl) were used and all possible 
precautions observed, there were sufficient impurities in the form of metals (chiefly 
iron) to catalyze the oxidations. 
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may be said to compete with oxygen in the series of reactions which 
we call oxidation. It seemed therefore advisable to see if low pressure 
wouldprevent the uptake of carbon mono.xidc aswellasthat of oxygen. 
This could, of course, be measured by the inhibition of the oxygen 
uptake. For just so much as the carbon mono.xide replaces the oxygen 
in the o.xidation system, by just so much is the normal absorption of 
o.xygen diminished. 

The work of Warburg (1926) indicated that when the proportion 
of carbon monoxide to oxygen is increased the to.xicity of the former 
increases. Since in this investigation it was intended to reduce the 
pressure on a constant mixture of carbon mono.xide and oxygen and 
thereby decrease the total quantity of both gases, it was of impor- 
tance to know definitely, apart from the question of pressure, whether 
the effect of carbon monoxide on oxidation could be varied by keeping 
CO 

the ratio constant and varying the total amounts, or whether, as 

CO 

is implied by Warburg’s work, it is solely a matter of the ratio -xr- 

Us 

To be certain of the situation two series of e.xperiments were per- 
formed: first a scries where the ratio of carbon monoxide to oxygen was 
kept constant but the total quantity of both was altered at 760 mm., 
and secondly a series where the ratio was altered. In both these series 
the respiration at a given o.xygen tension with carbon monoxide had 
to be compared with the respiration at the same oxygen tension where 
nitrogen replaced the carbon monoxide. This, of course, was to con- 
trol the normal moderate reduction of respiration due to the dimin- 
ished oxygen tension Itself. 

In the first series (Table VI) an initial mixture of 21 per cent Oj 
and 79 per cent N 2 was used to determine the normal respiration. 
Then a mixture of 21 per cent O 2 , 79 per cent CO was substituted. 
The latter was then diluted with nitrogen to reduce the total concen- 
tration of both oxygen and carbon monoxide to the same degree. 

CO 

In the second series (Table VII) the ratio — was changed by filling 

O2 

the manometer successively with different mixtures of the two gases. 

Here it will be seen that replacing 79 per cent nitrogen with an 
equivalent amount of carbon monoxide reduced the o.xygen uptake 
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TABLE VI 


3 cc, yeast, 10 mg. per cubic centimeter 0,4 cc. 10 per cent KOH in inset. Tem- 
perature 37°C. Initial mixture 21 per cent O 2 ; 79 per cent Ns, exclusive of water 
vapor. Pressure maintained at 760 mm. Average of two experiments. 


Gas mixture | 

21% O 2 
79% Ns 

21% Oj 

79% CO 

10% Os 
40% CO 

5% Os 
20% CO 

1 

Oxygen tension in mm. Hg 

144 

144 

50% Ns 

72 

75% N, 
36 

Per cent respiration on basis of 21 per 
cent O 2 in Nj, as 100 per cent. . . 

100 

54 

50 

36 


TABLE vn 


Comparison of mixtures of oxygen with nitrogen and carbon monoxide. Tem- 
perature 37°C. Pressure maintained at 760 mm. Hg. 3 cc. yeast, 10 mg, per 
cubic centimeter. 0,4 cc. 10 per cent KOH in inset. 


Gas mixture | 

Oxygen tension in mm. Hg 

Respiration in cmm. oxygen ab- 
sorbed per hour per mg. yeast — 
Per cent respiration on basis of 43 
per cent Os 57 per cent Ns as 100 
percent 

43% Os 
57% Ns 
306 

39.7 

100 

21% Os 
79% Ns 
144 

39.0 

98 

9% Os 
91% Ns 

64 

37.3 

! 

94 

5% Os 
95% N, 
36 

27.5 

69 

Gas mixture | 

r, . CO 

Ratio “ 

43% Os 

21% Os 

9% Os 

5% Os 

57% CO 

79% CO 

91% CO 

95% CO 

1.33 

3.77 

10.1 

19.0 

Oxygen tension in mm. Hg 

306 

144 

64 

36 

Respiration in cmm. oxygen ab- 





sorbed per hour per mg. yeast — 

35.9 

27.5 

14.8 

9.0 

Per cent respiration on basis of 43 
per cent Os 57 per cent Ns as 100 





per cent 

90.5 

69.5 

37.4 

22.7 

Per cent inhibition* 

10.5 

29.5 

60.5 

67 


* Per cent inhibition is represented by the expression: 


100 (per cent respiration in Ni — per cent respiration in CO) 
per cent respiration in N* 


to about 54 per cent. Further reduction of the concentration of both 
gases in equal degree at constant pressure causes an added reduction. 
But this may be accounted for on the basis of reduction of oxygen 
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tension atone. If we call the oxidation in the presence of 21 per cent 
Oi, 79 per cent CO equal to 100 per cent then with 10 per cent O 2 , 
40 per cent CO it is 92.5 per cent and with 5 per cent Oj, 20 per cent 
CO it is 67 per cent. This is slightly greater than, but of the same 
order of magnitude as, what would be expected on the basis of the 
oxygen-nitrogen mi-xtures previously investigated (Table I). There- 
fore it may be said that if the ratio remains constant the inhibition 
remains sensibly the same. 

What happens when the ratio is altered may be seen in Table VII 
where it is very evident that the inhibitory effect of carbon monoxide 

TABLE vm 


3 cc. yeast (10 mg. per cubic centimeter). Initial mixtures 21 per cent 0,, 79 
percent Nj and 21 per cent Oj, 79 per cent CO (exclusive water vapor). Pressure 
varied. Tcmpcratore37°C. Average of four experiments. 



21% 0. 

same 

same 


1 

79% Ni 





760 

580 

190 



144 

70 

30 


Per cent respiraUon on basis of 21 per 

cent O 2 , 79 per cent Nj as 100 per cent. 

100 1 

71 

31 , 

1 7.5 

Gas mixture. 

21% 0, 
79% CO 

same 

same 



760 

380 

190 



144 

1 70 

30 

■B 

Per cent respiration on basis of 21 per 

cent 0*, 79 per cent Nj as 100 per cent. 

56 

46 

27.5 



44 

1 36 

14 

0 





increases as the ratio — increases and vice versa. When the pressure 
O2 

is reduced on a constant mixture of two such gases of low solubility 
their ratio in solutiofl will remain practically constant. If the 
reduced pressure has an equal effect on the reactions of the cell itself 
with respect to the two gases the degree of inhibition on the part of 
the carbon mono.xide will not be altered. If on the other hand, the 
degree of inhibition is altered it may be taken as an indication that low 
pressures affect the reactions of the two gases differentially in the cell. 

We may now proceed to what happens when the pressure is reduced. 
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The data covering this situation are summarized in Table VIII. In 
all experiments two parallel series were run, first with 21 per cent O 2 , 
79 per cent No, then, on the same yeast with 21 per cent Oo, 79 per 
cent CO. The inhibition due to the carbon monoxide was then 
calculated. 

From Table VIII one significant conclusion may be drawn. When 
the pressure is reduced the inhibition progressively disappears until 
it may be said to be entirely removed. In others words, lowpressures 
have a greater effect on carbon monoxide than on oxygen with respect 
to their relative power to affect the oxidation system of the cell. 

DISCUSSION 

There are certain theoretical considerations which may be dis- 
cussed with regard to the foregoing experimental evidence without 
attempting to build up any complete hypothesis to account for the 
effect of low pressures on cell oxidations. 

1. That living oxidation systems are affected by low pressures to 
the exclusion of artificial systems has been shown by the fact that the 
respiration of yeast is reduced by low pressures over and above what 
can be accounted for by simple decrease in oxygen concentration 
(tension) whereas such low pressures seem to have no extra effect 
whatever on artificial systems of the fructose or cysteine type. 
The rate of the latter is governed solely by the number of oxygen 
molecules present. This proves nothing but what is already uni- 
versally admitted, that in the complex and heterogeneous oxidation 
system of the cell there is a mechanism wliich cannot be duplicated in 
ail respects by a relatively simple, homogeneous, system in vitro. 
We may however, narrow down the field to some extent, for any purely 
concentration effects due to the action of reduced pressure on a 
homogeneous system may be ruled out. 

2. The lack of any influence of low pressures on the anaerobic 
respiration of the yeast indicates that not all of the oxidation system 
of the cell is affected, but only that part which has to do with the up- 
take of oxjfgen. We must assume the existence of some kind of 
catalyst in the cell which facilitates this uptake either by direct 
union with oxj^gen, or by causing it to combine, temporarily at least, 
with some substance from which the oxygen can be carried to the final 
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oxidisable materials in the cell. The possibility of an organic per- 
oxide immediately suggests itself, or a haem derivative on the order of 
hemoglobin or Warburg’s “Atmungsfcrment.” It is not necessary 
to postulate any definite chemical entity but is sufficient to assume 
merely the presence of some substance with which the oxygen com- 
bines. 

It is known that some peroxides such as hydrogen pero.xide are 
relatively stable in contact with inert gases like nitrogen at normal 
pressure, but are very easily decomposed if the pressure is lowered. 
The equilibrium between hemoglobin and the oxygen tension has like- 
wise been elucidated although in this instance it is generally under- 
stood that the equilibrium is the same regardless how the partial 
pressure of the oxygen is achieved (whether by gas mixtures or by 
reduction of the barometric pressure). At all events the suggestion 
may be made that one of the intermediate compounds of oxygen in the 
cell is of such a nature that it is broken up to a greater or less extent 
by lowering the barometric pressure. Conversely, of course, a low 
pressure would prevent the formation of some of this compound in the 
first place and would thus decrease the amount of oxygen which could 
eventually be used by the cell. 

3. The data secured with carbon monoxide are of interest in this 
connection. Since it has been shown quite definitely that the degree 
of inhibition on the part of carbon monoxide depends upon the ratio 
CO 

—• the differential effect of low pressure must mean that, in the cell 
O2 

itself, at the point where oxidation is taking place, the ratio must be 
altered by low pressure. If we make the further assumption that the 
intermediate compound previously mentioned may be formed with 
carbon monoxide as well as oxygen then we have only to say that low 
pressures decompose the compound with carbon monoxide more 
readily than that with oxygen. Warburg and Negelein (1928) have 
proved quite conclusively that there exists a CO- “Atmungsferment” 
compound which is decomposed by light. This is itself evidence of a 
relatively unstable compound. It seems also reasonable to suppose 
that this, or a similar, substance may be decomposed by low pressure. 
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SUMMARY 

1. A method is described for measuring tissue oxidation under 
reduced barometric pressure. 

2. The oxygen uptake of yeast is diminished by low barometric 
pressures to a greater extent than by a reduction of the partial 
pressure of oxygen, to a corresponding degree, at atmospheric pressure. 

3. This effect of low pressure is not observed with certain in vitro 
oxidation systems. 

4. The anaerobic respiration (carbon dioxide production) of yeast 
is not at all affected by low pressures. 

5. The inhibition of tissue oxidation caused by carbon monoxide is 
removed by lowering the pressure. 

I wish to take this opportunity to thank the Board of Research 
of the University of California for its generous financial assistance 
in connection with this investigation. 
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CHEMICAL STIMULATION BY ALCOHOLS IN THE BAR- 
NACLE, THE FROG AND PLANARIA 

By WILLIAJI H. COLE* and J. B. ALLISON 

{Prom the Department of Physiology and Biochemistry, Rutgers University, 
New Brunswick) 

(Accepted for publication, July 11, 19S0) 

The several types of stimulation’ are usually classified according to 
the nature of the environmental agent acting upon a receptor, and the 
classificatory terms “photoreception,” “mechanical excitation,” or 
"chemical stimulation” are used merely to indicate that the stimula- 
tion has been initiated by a certain type of stimulating agent. Subse- 
quent events ■nithin the receptor may or may not be similar to the 
first effect at the receptive surface. All of the processes at the recep- 
tive surface and within the receptor involve the redistribution or the 
transformation of energj'. It should therefore be possible to analyse 
the successive steps in stimulation and reception by tracing the energy 
changes. Studies on photic stimulation (Hccht, 1919-20, 1920-21, 
1922-23, 1926-27, 1927-28, 1928-29, and 1929, and papers quoted 
therein), and on mechanical stimulation (Crozier, 1923-24; Crozier 
and Pincus, 1926-27, 1927-28, 1929-30; Crozier and Stier, 1927-28, 
1928-29 and papers quoted therein; Adrian and Zotterman, 1926, and 

• A part of the expenses of this investigation was met by grants from the 
Society of the Sigma Xi (1929-30) and from the American Association for the 
Advancement of Science (1929-1930), to which grateful acknowledgment is here- 
by made. 

’ “Stimulation” as used here refers to the first effects of an environmental 
agent upon a receptive surface, which initiate a catenary series of processes within 
the receptor. The final result of such receptor processes is the release of energy 
in some form to an adjacent material, membrane, or other cellular or non-cellular 
structure, which in turn transmits effects bringing about the eventual “response” 
or “reaction,” In animats with a nervous si'stem, the receptor processes eventu- 
ally release nervous impulses. 
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papers quoted tlierein), have furnished generalized principles upon 
which interpretative analyses of these types of stimulation may be 
based. For chemical stimulation it has been difficult to formulate 
such principles satisfactorily, because of the incompleteness of suit- 
able data, and because of the confusing and contradictory nature of 
the data already reported. 

In our attempt to se'cure data on chemical stimulation we have 
studied the effects of the simplest alcohols (the normal primary ali- 
phatic alcohols) on the barnacle, the frog, and Planaria, under experi- 
mental conditions which do not involve secondary processes, such as 
simultaneous stimulation by other agents, adaptation, narcosis, and the 
like. If the results are interpretable and lead to a logical hypothesis, 
it should be possible to test the h3rpo thesis by investigating other 
homologous series of organic compounds. Such a procedure may lead 
to a generalized statement concerning the nature of the processes 
involved in chemical stimulation. 

Methods 

For determining the stimulating efficiencies of the first four normal primary 
aliphatic alcohols on Balanm thitinahilnm,^ groups of young specimens from 2 to 
10 mm. in basal diameter, and from 6 to 9 mm. in height, seated upon a stone or 
shell, were placed in a dish of running sea water as described in a previous paper 
on the effect of temperature in B. balanoides (Cole, 1928-29). The animals were 
properly protected from all other kinds of environmental stimuli. The sea water 
and the alcoholic solutions (made with sea water in 10 liter amounts) were run 
through a tin coil immersed in a water bath the temperature of which was held at 
IS-O^C. ±0.5°. After observing that the pedal rhythm was normal in character 
and rate, the flow of sea water was stopped and the experimental solution was 
turned on at the same rate of flow (250 cc. per minute) . The criterion for stimulat- 
ing effect .ras any change in the rhythmic movements of the cirri. The nature 
of the change was noted and recorded, as well as the time within which it occurred. 
Sea water then replaced the solution and was allowed to flow at least 20 minutes 
before another test was made. (Full recoverj'^ from effects of the alcohols used was 
apparent by the end of 10 minutes.) By this method the threshold stimulating 
concentration of each alcohol was determined. It may be assumed that the alcohol 
furnished the minimum amount of energy necessary to “activate” or stimulate the 

- The experiments on BaJamts were done at the Hopkins Marine Station, Pacific 
Grove, Calif., to the Director of which the senior author is indebted for many 
courtesies. 
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receptor. In all cases the time within which any irregularity in the cirral rhythm 
appeared was practically constant (from 10 to 20 minutes). The order of alco- 
hols used was as follows: ctlianol, propanol, methanol, butanol. The tests Mere 
repeated several times over a period of 3 weeks on three different groups of animals 
(250 individuals in all). 

Studies on the stimulating efficiencies of the first five normal primary aliphatic 
alcohols were made in an analogous manner on the frog Rana pipiens. The frog 
was placed in a glass dish shielded from mechanical and photic stimuH. Tap water 
or the experimental solution flowed through the dish at a rate of 250 cc. ±15 cc. 
per minute, and at a temperaturcof ±0.3®. The outflow was so adjusted 

that the liquid in the dish was 5 mm. deep. After 1 hour’s acclimatization to the 
experimental conditions, during which “spontaneous” movements® were rare, the 
floM' of tap water was stopped and the alcoholic solution (made up in distilled 
water in 3 liter amounts) started. As soon as a movement of the frog occurred 
the solution was replaced by tap water and the frog’s skin was thoroughly M'ashed 
by allowing excess water to flow through the dish. The reaction time was meas- 
ured by a stop watch to O.I second. An interval of at Je-ast 30 minutes with tap 
water flowing at 250 cc. per minute was then allowed before the ne.\t test was 
made. Periods of much less than 30 minutes were too short to prevent adapta- 
tion of the frog to the alcohol. For example, if only 15 minutes were allowed 
between trials, the reaction time of the frog steadily increased until finally no 
response at all occurred. Since all areas of the sUn exposed to the solutions were 
not equally sensitive, and since distribution of the solution throughout the dish 
was altered by changes in position of the frog, it n-as necessary to limit the orienta- 
tion of the frog’s body in respect to the current. The postero-anterior axis of the 
body coincided with the direction of flow. Slight change from this position re- 
sulted in increased variation in the reaction times obtained. Preliminary trials 
showed that all disturbing effects of simultaneous stimuli and of adaptation were 
reduced to a minimum by the procedure described. The response of the frog con- 
sisted of a vigorous movement of the hind legs and could rarely be confused with 
the so-called spontaneous movements. Among different frogs different thresholds 
of stimulation were usually found, but since the ratios of reaction times from any 
two frogs were constant it was possible to use the data obtained from different 
individuals by merely reducing the reactions times to a common threshold. After 
preliminary trials to determine a concentration of ethanol which was near the 
threshold value and which gave a reaction time of about 20 seconds, a series of 
solutions of the five akohoh* was made up beginning with methanol at 1.8 molar 


® “Spontaneous” movements are defined as any movements due to uncontrol- 
lable external or internal stimuli. 

■* Only alcohols of the highest purity from Eastme-' 
used. Specific gravities were determined and were fc 
best values reported in the literature. 
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and decreasing in molarity by one-third for each successive alcohol. Tests, were 
then made with the five alcohols in different orders, using several different frogs over 
a period of 6 months. A series was run with decerebrate frogs to detect any differ- 
ence in behavior. No significant variation in the results was noticeable, so that 
normal frogs were later used exclusively. A final series of tests were made on the 
frog with methanol to discover the effects of var>dng the concentration on the 
reaction time.® 

Using the same method as for the frog, the effects of the alcohols on Planaria 
doroloccpliala were also studied.® A smaller experimental dish was used, through 
which the water and the alcoholic solutions flowed at the rate of 20 ±5 cc. per 
minute. The temperature was 18.0 db0.3°C. After demonstrating that Planaria 
e.xhibited a definite response whenever an alcoholic solution of a high enough con- 
centration passed over it, tests were made with each of the five alcohols, at five 
different concentrations. The criterion of response was the beginning of locomo- 
tion. If the Planaria were allowed several hours of acclimatization, they remained 
quiescent thereafter unless stimulated. Soon after the alcohol came in contact 
with them, locomotion began, the reaction time depending upon the concentration 
of the alcohol. A complete series of tests involving at least 4 observations at each 
of five concentrations of each alcohol on single animals yielded uniform results. 
Marked variations among different individuals made it difficult to interpret the 
results obtained from a population of Planaria. 

DISCUSSION OF RESULTS 

The data from the barnacle presented in Table I and plotted in 
Fig. 1 indicate that the stimulating efficiencies of the successive alco- 
hols increase about 3-fold as each CHa group is added to the molecule, 
beginning with methanol. This result is analogous to the findings of 
Traube and others, who have studied the narcotic efficiency of alco- 
hols and other organic compounds. (For review of the literature con- 
sult: Traube, 1927.) According to Traube’s theory the concentra- 
tions of members of a homologous series of organic compounds, such 
as the normal primary aliphatic alcohols, necessary to produce a given 
effect will vary as the following geometrical series, 1: 3“^: 3"^: 3~®; 
3~^ . . . Such an exponential relationship may be expressed by 
the following equation — 

Cl = C. a” (1) 


® For these experiments we are indebted to Mr. Leslie A. Stauber. 

® ,*\11 of the tests on Planaria were made by Mr. Alfred Margolis, to whom grate- 
ful acknowledgment is made. 
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where Ci is the concentration of a selected member of the series 
necessary to give a definite reaction, Cs is the concentration of a higher 
member of the series necessary to produce the same effect, a is a constant 

TABLE i 

Minimum stimulating concentrations of alcohols for Balanus. Temp, « 
18.0 it0.5®C. 


Akobo! 

Thr«»hoM 

coDcentiatioQ 

CpQccntratfon 
'calculated 
from equation 
(l)in ttit 



(0 06)li 


0 017 

0 02 


0.0067 

0.0066 

Butanol 

0.0027 

0.0022 



Fig. 1. Threshold stimulating concentrations of methanol, ethanol, propanol 
and butanol for the barnacle plotted againt the number of carbon atoms in the 
respective molecules. The curve is exponential with the base equal to 3. The 
circles represent the experimental concentrations, showing very close agreement 
with the theoretical values. 
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expressing the ratio of successive concentrations, and n is the differ- 
ence in the number of carbon atoms in the two molecules. The mini- 
mum stimulating concentrations of the alcohols for the barnacle cal- 
culated from equation (1), when a is 3, are very close to the threshold 
concentrations determined experimentally. 

Proceeding on the assumption that a similar ratio would also hold 
for the stimulating efficiencies of the alcohols on the frog, concentra- 
tions were calculated from equation (1) and the effects of the solutions 
were tested.^ That the receptive process measured was reversible 
was indicated by the relative constancy of the reaction times obtained 


TABLE n 


Reaction times of frog to alcohols at concentrations decreasing by one-third. 
Temp. = 18.0 dr0.3°C. 


Alcohol and concentra- 
tion-molar 

Number of 
reactions 

Extreme 
, variations 

Mean 

Mean error 
of mean’ 

Mean error of 
mean as 
percentage of 
mean 

Methanol 

1.8 

25 

11.2-30.0 

18.82 


S.S4 

Ethanol 

0.6 

25 

13.2-28.3 

20.90 


4.70 

Propanol 

0.2 

25 

11.9-33.2 

21.30 

1.37 

6.44 

Butanol 

0.066 

25 

11.5-32.0 

24.51 

0.94 

3.87 

Pcntanol 

0.022 

25 

15.5-33.4 

24.86 

1.11 

4.46 



from the tests made with each alcohol (Table II). The data show a 
slight but definite increase in reaction time as the length of the carbon 
chain increases. This increase in reaction time means that an incor- 
rect ratio was chosen to calculate the concentrations of the various 
alcohols which would have the same stimulating efficiencies. In 
order to determine the correct ratio a knowledge of the relationship 
between reaction time and concentration for each alcohol is necessary, 
because equation (1) will hold for a given homologous series over a 
wide range of concentrations only if that relationship is relatively 
constant throughout the series. In Table III is presented the data 

" A preliminan* report of incomplete experiments appeared recently (Cole and 
/Ulison, 1929-30). 
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obtained on the frog by varying the concentration of methanol. The 
grapltical representation of this data in Fig. 2 indicates a linear relation- 
ship between log concentration and the reciprocal of the reaction time 
over the range of concentrations studied, according to the following 
equation; 


B = Mog^ (2) 

A 

where C is the concentration necessary to produce a definite reaction 
in time i, A is the antilogarithm of the Y-intercept, and B is the slope 

TABLE m 


Reaction times of frog to different concentrations of methanol. Temp. *= 
18.0 =fc0.3®C. 

Number of reactions in each case was IS. 


Conceotrstiotw-moIirfCy 

5feaa rculion time — seconds 

Mean error of mean as pcrccnlaje 
of mean* 

1.6 


13.31 

1.8 


9.76 

2.0 


11.85 

2.2 

1 18.8 

6.49 

2.4 


9.06 

2.6 


13.55 

2.8 


6.12 

3.0 


5.15 


X V— 

Mean 


of the line. A series of similar concentration studies with each of the 
five alcohols on Planaria exhibited the same relationship except at 
the highest concentration of each alcohol (Table IV). In order to 
make the plots more nearly coincident, as in Fig. 3 the concentrations 
were multiplied by the ordinate factor given in Column 5 of Table IV. 
At the highest concentration, the rates of reaction are slower than would 
be predicted from the relationship revealed by the four lower concen- 
trations. That these deviations are real and significant is shown by 
the small percentage errors. Although an interpretation of this effect 
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is impossible without further study, it maybe suggested that secondary 
processes at the receptor surface are responsible for the slower rates. 



Fig. 2. Plot of reciprocal of reaction time of frog to methanol against logarithm 
of concentration. The length of the horizontal lines through the circles represents 
the magnitude of the mean error of the mean e.'fpressed as percentage of the mean. 

C 

The equation of the line isB = I log where the slope, B, - 4.5 and A , the anti- 
log of the Y-intercept, = 1.285. 

If equation (2) is assumed valid for all the alcohols then the effect 
produced and measured is constant for all the alcohols, and is propor- 
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tional to B. The value of B is therefore characteristic of the receptive 
process initiated by members of the alcohol series in any one animal, 


TABLE IV 


Reaction times of Planaria to different concentrations of five normal primary 
aliphatic alcohols. Temp. « 18.0 ±0.3°C. 


Alcohol aod concentraUon 
— rnoUiily 

Number of 
reactioos 

Metta reaction 
time — seconds 

Mean error of 
mean as percent* 
age of mean* 

Ordinate factor 

Methanol 0.55 

6 

26.3 

7.31 


0.60 

11 

19.1 

6.33 


0.65 

13 

17.0 

6.77 

I.OOO 

0.75 

8 

12.2 

5.16 


0.85 

9 

11.5 

2.96 


Ethanol 0.183 

6 

28.8 

9.20 


0.200 

9 

19.7 

3.91 


0.216 

5 

16.0 

6.63 

2.949 

0.250 

6 

11.9 

5.63 


0.283 

6 

11.7 

3.16 


Propanol 0.0611 

4 

25.5 1 

9.06 


0.0666 

6 

19.2 

5.94 


0.0722 

4 

13.7 

7.01 

(3.045)> 

0.0833 1 

6 

ll.S 

2.78 


0.0944 ! 

5 

11. 1 

1.98 


Butanol 0.0203 

5 

29 3 

10.04 


0.0222 

9 

18.8 

4.95 


0.0240 

4 

17.2 

5.64 

(2.99!))> 

0.0277 

6 

12.1 

3.63 


0.0315 

7 

9.8 

2.66 


Pentanol 0.0068 

5 

25.0 

4.26 


' 0.0074 

8 

18.4 

6.58 


o.ooso 

5 

14.0 

4.00 

(3.038)< 

0.0092 

6 

10.6 

2.16 


0.0105 

10 

10.5 

2.19 



100 J sd^ 

Mean T «(«-!) 


while Al is a constant for each alcohol, decreasing in value as the num- 
ber of carbon atoms increases. From equations (1) and (2), it is 
apparent that 
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A-i At Az Ai 

A2 A3 A4 A5 ’ 

From the plots in Figs. 2 and 3 the values of B for the frog and Plan- 
aria were foimd to be 4.50 and 2.80 respectively. By substituting 



Fig. 3. Plot of reciprocal of reaction time of Planaria to five alcohols against 
the logarithm of 10 X concentration. The length of the horizontal lines through 
the circles represents the magnitude of the mean error of the mean expressed as 
percentage of the mean. The concentrations have been multiplied by the respec- 
tive ordinate factors given in Column 5 of Table IV. The equation of the line 

Q 

is 5 = / log ^ where the slope, B, = 2.8 and A, the antilog of the Y-intercept, = 
0.4376. 

them in equation (2), .4 for each alcohol and each animal was then 
calculated from the data, and the ratios between successive .4’s were 
determined. These values, as presented in Table V, indicate that the 
ratio 3 is correct for Planaria, but slightly too high for the frog. Such 
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a difference between animals may be expected since there is no o priori 
reason why the ratio for stimulating efficiency of successive members 
of a homologous series should be the same for all animals. 

It has been assumed that the “rate of the reaction” measured in 
our studies is proportional to tlie amount of energy change at the 
receptive surface, and that this change is determined by the non-polar 
portion of the molecule, or by tlie length of the carbon chain. A 
generalized theory to account for energy changes at interfaces on the 
basis of a comparison between the activities of the more active and the 
less active portions of polar organic molecules has been developed 
by Langmuir (1917, 1925, 1926, 1929) and by Harkins (1924, 1926). 


TABLE V 

Values o£ A in equation (2) for the frog and for Planaria, when B *= 4.5 and 
2.8 respectively. 


Alcohol 

Frog 

Planaria 

A 

Ai 

At 

A 

At 

At 


1.0380 

0.3655 

2. 84 

0.4.359 



0.1449 


0.1229 

2. 97 


■MB 


0.0432 

2.84 


2 898 


0.0145 

2.98 


3.157 


Ave. 2.90 

Ave. 3.038 


According to Langmuir’s “principle of independent surface action,” it 
is concluded that the “forces acting between molecules of various 
types” among a large class of substances are “dependent mainly on 
the nature of the surfaces of the molecules which are in contact.” 
For example, in an air-water interface organic molecules orient in 
such a way that the polar groups are directed towards the water and 
the less active groups away from the water. At a liquid-liquid inter- 
face molecules of an organic solute will be oriented according to the 
attraction or repulsion of each liquid for certain groups in the molecules 
of the solute. At an interface between an organic liquid and water 
the polar groups of the solute molecules will be directed towards the 
water and the non-polar parts will be drawn towards the organic 
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liquid. At a receptive surface in animals, therefore, the particular 
orientation of a polar organic molecule which is stimulatory will 
determine the nature of the stimulation process. In a homologous 
series of polar oganic compounds the efficiency for stimulating the 
receptor will be determined either b}*- the potential of the polar groups, 
or by the structure and magnitude of the non-polar groups, whenever 
one or the other becomes dominant in its effect. A similar interpreta- 
tion has been made by Crozier (1918) in an ill umin ating discussion of 
the factors involved in stimulation by fatty acids. 

Hixon and Johns (1927) have arranged organic radicals in an activity 
series based upon the variations of the polar properties of compoxmds 
in an}' series, such as R-OH, R-COOH, R-NH;, etc. A similar series 
could also be arranged for the stimulating efficiency of its members if 
the effect produced were solely a function of the potential of the polar 
group. For example, if the stimulating efficiency depends upon the 
hydrogen ion concentration resulting from the dissociation of the car- 
box}'l group, then the radical attached to that group would exert its 
effect only through the changes it might produce on the dissociation 
constant. Crozier (1916) has clearly shown that in certain acid series, 
where the dissociation constants are high, the penetration efficiency 
of members of the series through a living membrane is chiefly a func- 
tion of the hydrogen ion concentration. However, it is to be expected 
that the anion and any undissodated molecules would also exert some 
effect espedally in stimulation where changes in surface energy may 
be a dominant factor. From a similar study made on the stimulating 
effidenc}' of adds, Crozier (1916) states: “The strong adds follow 
the order of their ionization, but this at such high dilutions that the 
correspondence probably has little real reference to dissodation.” 
Warburg (1921) has studied the effect of n/ 100 solutions of acetic 
aldehyde, proprionic aldehyde, but}'ric aldehyde and valeric aldehyde 
on the respiration of blood cells. He found that equal concentrations 
of these compoimds were necessary to reduce respiration by 50 per 
cent. He condudes that the hindrance to respiration is caused by the 
specific aldehyde group. If the potential of the polar group of the 
aliphatic aldehydes used in Warburg’s e.xperiments is relatively con- 
stant, and if the effect produced by these compounds is primarily due 
to a reaction of the aldehyde group with some vital constituent in the 
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cells, equivalent concentrations should produce similar results. Al- 
though Warburg’s work on respiration is not strictly analogous to the 
results presented in this paper, it agrees with the interpretation of 
studies on stimulation. 

If the potential of the polar group in any series is relatively constant 
and primarily effective through its influence upon the orientation of a 
member of a series at the receptor surface, then the stimulating efii- 
ciency of that member may be related to the structure of the less active 
portion of the molecule. Langmuir (1917) has calculated the loss in 
potential energy, X, when a gram molecule of an organic substance 
passes from the interior to the surface film formed between air and 
water, from the equation 


K+ *25 IJ 

where X„ has a different value for each type of compound, and n equals 
the number of carbon atoms. In other words, in any homologous 
series the effect of the addition of each CH» group upon X« is constant. 
Thus in the normal aliphatic alcohols, ester or fatty acids series, where 
the potential of the polar group is almost constant, the degree of 
stimulation should increase as the length of the carbon chain increases, 
provided the more active portion of the molecule functions primarily 
as an orienting group. Crozier (1916) has shown that when a low 
hydrogen ion concentration is approached, as in the monobasic fatty 
acid series, the dominant factor in determining the degree of stimula- 
tion is the length of the carbon chain. To this rule formic acid was an 
exception. In his discussion of the acid penetration series, Crozier 
pointed out that formic acid has a higher dissociation constant than its 
homologues. While discussing the effect of additional CHj groups 
upon the field of force around a carboxyl group in the fatty acid series, 
Langmuir (1929) states: “The forces near the surface of the carboxyl 
group should be practically constant for all acids higher than proprionic 
acid, and would be roughly the same in the case of acetic acid, but 
might be considerably different in the case of formic acid.” Accord- 
ing to Hixon and Johns (1927), this variation might also be expressed 
in terms of X, since “if the orientation of the molecules is a function of 
the polar group, AX for anv homologous series would not be constant 
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unless the potential of this group remained unchanged as CH 2 units 
were interposed.” If a relatively slight change in the potential of the 
polar group may produce an added stimulating effect it might be 
expected that only where AX was actually a constant would the order of 
stimulating efficiency be determined by the number of intervening 
CHj units in the carbon chain of any homologous series. On the 
other hand, if such a change in the potential of a polar group in any 
homologous series is primarily effective for stimulation through its 
influence upon orientation of the molecules in a surface, the first 
member of the fatty acid series would probably not be much of an 
exception to the rule. This statement is based upon Langmuir’s 
interpretation of the effect of the fatty acids upon the surface tension 
of water, where formic acid is not considered an exception. For 
example, Loeb (1908-09) found the following order of efficiency for 
the normal fatty acids in membrane formation in the sea urchin egg: 

butyric > proprionic > acetic > formic 

Formic acid is here less effective than acetic, so it may be assumed 
that membrane formation by fatty acids, including formic acid, is 
primarily due to a change in surface energy induced by the orienta- 
tion of the molecules of the members of that series at the surface of 
the egg. 

In the aliphatic alcohol series, the potential of the polar group in 
the different molecules remains practically constant throughout, and 
is primarily effective for stimulation through its influence upon surface 
orientation. It would be expected therefore that the degree of stimu- 
lation by successive alcohols would reveal a definite relationship to 
the structure and magnitude of the non-polar groups in the molecules. 
This relationship is exponential for the barnacle, the frog, and Plan- 
aria, and may be mathematically expressed. The formula derived 
contains two constants, one of which is characteristic of the process of 
stimulation by alcohol in any one animal. The other constant char- 
acterizes each alcohol, the ratio of the values from successive alcohols 
being identical with the ratio of successive concentrations necessary 
to produce a given effect. Although the exact nature of stimulation 
by alcohols is not yet revealed, there is provided an experimental and 
theoretical foundation upon which further studies of homologous 
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series may be based. It is hoped that progress can thus be made 
towards an analysis of the initial energy changes involved in chemical 
stimulation. 


SUMMARY 

1. The stimulating efficiencies of some normal primary aliphatic 
alcohols have been determined for the barnacle, the frog, and Planatia, 
under conditions which do not involve narcosis or simultaneous stimu- 
lation by other agents. 

2. Concentrations of the successive alcohols necessary to produce a 

given stimulatory effect vary according to the following geometrical 
series: 1: a"': a~^: a~*: . . . ., where a represents some real 

number. 

3. Within certain limits the relationship between the logarithm of 
the concentration necessary to produce a given effect and the reciprocal 
of the reaction time is linear in the frog and in Plamria. 

4. The concentration effect may be e.vpressed by an equation which 
contains one constant characteristic of the alcohol series, and another 
one characteristic of each member. The ratio of the latter constants 
for successive alcohols represents a in the above series. 

5. The stimulation by alcohols in these animals is considered to be 
due to energy changes at the receptive surfaces, brought about by a 
definite orientation of the respective alcohol molecules. Increase in 
stimulating efficiency as the number of CHj groups increase must be 
due to the role of the non-polar portion of the alcohol molecule, since 
the polar group remains practically constant throughout the series. 

6. In homologous series of organic compounds it is conceived that 
stimulating effects will be produced either by the polar group or the 
non-polar group, according to whidi one becomes dominant in effect, 
or to a combination of the two. 
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I 

INTRODDCTION 

Evidence was given in 1928' to show that the combination of strong 
acid or alkali with a protein is produced by forming salts with the 
"extra groups” of those trivalent amino acids which can be isolated 
from the protein (namely, aspartic acid, glutamic acid, tyrosine, his- 
tidine, lysine, and arginine). The “titration curve” of a protein 
corresponds approximately to the amounts of these various groups, 
each with its typical titration index.* 

Arginine, however, formed a marked exception. It appeared to 
contribute to the titration curve in much smaller amount than is 
found on hydrolysis. On the other hand, a group of unknown origin 
having a titration index of pH 4.6 was present in amounts equal to the 
deficiency in arginine. 

The name prearginine was given to this group on the assumption 
that it is a chemical group which ionizes at pH 4.6 in proteins but 
yields arginine on hydrolysis of the protein. 

It has subsequently developed that the index 8.1 assumed for the 
“extra group” of arginine was incorrect (being based on data obtained 

‘ Simms, H. S., J. Gen. Physiol., 1928, 11, 629i 1928, 12, 231. 

* A “dissociation index” is: pK' = —log K' where K' is the apparent dissocia- 
tion constant of a weak electrolyte (referred to the hydrogen fon). The dissocia- 
tion index represents the pH value at which the group is half ionized. 

The “titration indices” (pGO determine the titration curve and cannot be 
correctly called “dissociation indices” although there is little numerical differ- 
ence between the titration constants (G') and the dissociation constants (KO. 
The use of these two sets of constants and indices is confusing but unavoidable. 
See Simms, H. S., J. Am. Chem. Soc., 1926, 48, 1239. 
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Fig. 1. Titration curve of edestin. The solid sjinbols represent data from clear 
solutions; the open sjunbols, from cloud)' solutions. The heav)' dash line is 
drawn to fit the data in add solution of Hitchcock and of Kodama. 

Curve A is calculated from the amino adds found on hydrolysis. 

Cur\’e B (which branches off from Q represents the way edestin would ionize 
if it had the above groups (found on h 3 'drolysis), but in addition bad an extra 
group at pH 3.S. 

Curve C corresponds with the data in Column 5 of Table I. 

from impure material). Schmidt^® has obtained the value pK% = 12.5 
which agrees vrith that of Hunter and Borsook (pK'z == 13.85 at 18°C.). 

* Schmidt, L. A., Kirk. P. L., and Appleman, W. K., /. Biol. Chcm., 1930, 88, 
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We have repeated our titration of arginine and corroborate the value 
of Schmidt. 

In order to determine whetlier this would alter the above theory it 
was necessary to obtain more accurate data than were available, on a 
protein in very alkaline solution. Edestin was again chosen due to its 
high content in arginine. 

n 

RESULTS 

A number of experiments were performed with edestin in solutions 
up to 14 per cent and at pH values up to 13.5. A method was adopted 
which as far as possible caused the unavoidable errors to cancel out. 
The data are given in Fig. 1 (and Table II). 

An analysis of these data is given in Table I. 


TABLE I 


(0 

(3) 

(3) 

(<) 

(3) 

1 (S) 

tne 

Groups 

Indices in edestin 

Eqnivftleots per 1000 gm. 

On 

bydrolysis 

Titrstion I 
dkU 

DiSereoee 


Dicarboxylic acids 

pGi'= 3.2 



-0.14 

Acidic 

Tyrosine 




-.10 

1 

Sum 



1 1 



PREATIGXNINI: 

pGs^ =* 3.8 

0 


-1-0.53 


Histidine 

pG,'= 5.1 

0.2S 


0 

Basic 

Lysine 

pGs' = 10.3 

.25 




Arginine 

pGs' = 12.0 

.90 


-0.65 


Sum 


1.40 

1.28 


Sum of prearglnlne plus arginine 


0.90 

0.78 



Values in Column 4 are those listed by Mitchell and Hamilton,^ except for his- 
tidine and lysine in which case the values of Van Slyhe' are taken. The figure for 
dicarboxylic acids represents aspartic acid (0.76) plus glutamic acid (1.31) minus 
ammonia (1.35) and represents the carboxyl groups not bound by ammonia. 


^ Mitchell and Hamilton, The Biochemistry of the Amino Acids, Chem, Cat. 
Co., 1929, 191. 

‘ Van Slyke, D. D., J. Biol. Chem., 1911, 10, 15. 
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If edestin contained the free groups found on hydrolysis (Table I, 
Column 4) it would have a titration curve represented by Curve A in 
Fig. 1 . This is obviously not the case. 

If edestin had approximately the above free groups, andm addition z. 
group with an index at pH 3.8, in proper amount, the titration curve 
would be that found experimentally up to pH 10.5; but above that it 
would have Curve B. This is also not the case. 

The experimental data agree well with Curve C which corresponds to 
the values in Column 5 of Table I. This supports the theory that the 
basic group in proteins having a titration index at pH 3.8 to 4.6 (de- 
pending on the protein) is due to a group which yields arginine on 
hydrolysis and may be properly called prearginine. 

in 

EXPERIMENTAL 

The two experiments, recorded in Tables II and HI, were performed 
in water-jacketed hydrogen electrode cells® with a saturated KCl liquid 
junction. A separate solution was made up, from the mother solution, 
for each determination. The cells were standardized against 0.100 m 
HCI (pH 1.075). 

The four experiments in Tables IV to VII were performed with con- 
siderably higher concentrations of edestin (as high as 14 per cent) and 
it was necessary to use a titrating electrode with agar-KCl junction. 
In each experiment all the readings were taken on a single solution 
to which molar NaOH (or HCI) was added with a weighing burette. 

Owing to the large correction for hydroxyl ion concentration to be 
made above pH 13, it was not found satisfactory to standardize the 
electrodes against HCI. Hence the electrodes were standardized 
against 0.05 m NaOH before (and sometimes after) each experiment. 
In Fig. 2 are the values of pH — log oh for NaOH’ as determined with 
the water-jacketed (liquid junction) cells. By using this chart as a 
standard of pH —log oh in correcting the edestin data, any errors due 
to the standard cell, the sodium hydroxide solution or the condition 

of the electrodes, would be eliminated in the calculation of ^ ^ 

c 

® Simms, H. S., J. Ain. Chcm. Soc., 1923, 45, 2503. 

• ch represents hydroxj'l ion concentration in moles per liter. The value of 
pH — log oh is equal to pK-jv -f log /oh where /on is the activity coefSdent of 
the hydrox}-l ion (namely, /on X oh = OH = hydroxyl ion activity). 
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This method does assume, however, that solutions of the same ionic 
strength have the same liquid function potential and dielectric con- 
stant. The ionic strength of the protein solutions will be discussed 
below. 



Iio. 1. Dolo 0 } the lilralien of NoOH. Assuming tomplete dissodation, Vtt 
emetntralim of hydroxyl ion (o/i) is taken equal to the molarity of NaOH.’ 


IV 

Calculations 

A. Equivalents of Combined Base 

The data in Tables II to VII were calculated as follows: 

(1) The volumes of strong base (V„) or strojig acid (V*) were 
calculated from the weight of the standard molar solutions, using the 
density at 2S°C. 

(2) The volume of solution (V) was taken as the sum of the volumes 
of water plus strong base (plus strong acid when present) and repre- 
sents protein-free volume. 
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(3) The number of millimoles of strong base mmiis add is: 

• 1000 (B - A) = 1000 (Fb - Fa Ka) (1) 

where M-b. and are the moles per liter in the standard base and add 
solutions. 

(4) The number of millimoles per liter is : 

1000 (B - A) 

h ~ a = ( 2 ) 


(5) The concentration in moles per liter of a substance of molecular 
weight Jlf is: 


c 


1000 w 

M V 


(3) 


where TT'^ is the weight. But in dealing with a protein or any other 
substance of uncertain molecular weight it is more convenient to sub- 
stitute 1000 for the molecular weight (giving us a final value of equiv- 
alents per 1000 gm,, or milli-equivalents per gram) : 


. W , cM 

c- - - en. per ml, - — 


(6) The number of equivalents of strong base minus add is: 
b - a if (B - A) 


(3a) 




equivalents added per mole 


(4) 


Or, for a protein : 


b - a 1000 (B - A) 
c' ~ n- 


equivalents added per 1000 gm. 


(4a) 


(7) The ionic strength {ji) was calculated as e,xplained below and 
used with the curve in Fig. 2 to obtain the value of pH — log oh. The 
experimental pH value was subtracted from this and the value of 

^ — ~ was calculated (where h may be neglected in alkaline solutions). 

(S) The “corrected equivalents of base,” or the “combined base,” is: 


b’ 


b — a 


c 


k ~ ch 


c 


equi^valents combined per mole 


(5) 
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Or, for a protein : 


6" 



h —■ oh 

— — — equivalents combined per 1000 gm. 


(Sa) 


j* cs 1/ ^hen M -» 1000 


B. Calculation of Ionic Strength 

If we take the experimental data for the effect of ionic strength on 
protein ionization and assume a point charge, we can calculate an 
“apparent valence” (kJ which is not much greater than unity. * This 
is because the charges on the ionized groups in a protein molecule are 
so distant from each other that they act almost like separate mono- 
valent ions (f.c., separate point charges). The value >'a = 1.8 was 
found in acid solutions of gelatin, and >’a = 2.4 in alkaline solutions. 

By using the same assumptions (of point charge) we can use this 
apparent valence to calculate the appro.ximate contribution of the 
protein to the ionic strength of its solution. In alkaline solution the 
contribution of the protein and its bound cation will be : 


p. - 


''a*+>'a 
2 "a 



1.7 6' «' 


while the contribution of the unbound NaOH will be given by the 
hydroxyl ion concentration, hence: 

* 1.7 6' c' + + a 

« 1,7 (6 — a — oh) + oA + o 


« 1.7 6 - 0.7 oh - 0.7 o 

The data of edestin were calculated in this marnier and confirmed 
the findings ivith gelatin that the contribution of protein to the ionic 
strength is even less than that given by this approximation. The 
results in Tables II to VII and Fig. 1 were calculated by assuming 
= I (f.e., infinitely distant point charges), hence: 

(where the amount of strong base 6, being greater than the strong 
acid a, includes all free inorganic salt which may be present). 

® Simms, H. S., 7. Gen. Physiol., 1928, 11, 613. 
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TAELE n 

Titration of edestin in jacketed electrodes with saturated KCl liquid junction 
at 25°C. (pH standard; 0.100 m HCl has pH 1.075). 

Each solution contained 0.025 gm. edestin, plus 0.015 millimole of NaOH, 
plus the indicated volume of 0,0200 u HCl and was made up to 10.0 ml. 
c' = 0.0025 and n = 0.0015. All the solutions were cloudy. 



pH 

h — a 
c ' 

b" 

0.40 

9.848 


0.243 

.50 

9. 135 


.193 

.60 

8.181 

.120 

.119 

.70 

7.993 

.040 

,039 


TABLE m 

Titration of edestin in jacketed electrodes with saturated KCl liquid junction 
at 25°C. (pH standard: 0,100 m HCl has pH = 1.075). 

Each solution contained 0.0625 gm. edestin plus 0.0375 m illim ole of NaOH, 
plus the indicated volume of 0.0200 m HCl and was made up to 10.0 ml, 
c' = 0.00625 and p = 0.00375 in each solution. 



pH 

J — a 

i 

_j 

b" 

0 

10.886 


0.431 

0.25 

10.710 


.408 

.50 

10.482 

.440 

.374 

.75 

10.208 

.360 

.325 

.87 

10.078 

.320 

.294 

1.00 

9.898 

.280 

. 263 * 

1.12 

9.396 

.240 

. 235 * 

1.25 

9.195 

.200 

. 196 * 


Cloudy. 
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TABLE IV 

Titration of cdestin in a titrating electrode with agar-KCl bridge at 25®C. 
(pH standard: 0.0494 iiNaOH has pH » 12.562). 


4.996 gm. (TV) of edcstin in an initial non-protein volume of 35.00 ml. containing 
2.420 millimole NaOH, The amount of 0.991 m NaOH is indicated by Vb (deter- 
mined by weight; d = 1.040 at 25*^C.). 


*'b 

V 


pH 

ft — « 
e' 

ft" 

2.442 

0.1428 

0.069 

■HRS 


0.457 

2 774 

.1414 

.078 

Hiir« « 


.503 

2.960 

.1407 


11.807 

.587 

.523 

3.246 

.1396 


n.979 

.644 

.547 

3.859 

.1372 


12.216 

.765 

.591 

4.457 

,1350 

.119 

12.372 

.884 

.627 


TABLE V 

Titration of cdestin in a titrating electrode with agar-KCl bridge at 25®C. (pH 
standard: 0.0494 m NaOH has pH =■ 12.562). 

2.500 gm. (TTO of cdestin in an initial non-protein volume of 17.72 ml. contain- 
ing 1.708 ntUlimole NaOH. The volume ol 0.991 u NaOH is indicated hy Vs 
(determined by weight; d « 1.040 at 25®C.). 


>'b 

. 

‘ “F 


pH 

IBI 

6" 

1.724 

0.1411 


11.966 

0.683 

0.569 

5.523 

.1161 

1 .254 

13.040 

2.19 

0.6S 

8.619 

.1015 

.346 

13.217 

3 41 

.72 
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TABLE VI 

Titration of edestin in a titrating electrode with agar-KCl bridge at 25°C. (pH 
standard: 0,0494 m NaOH has pH = 12.562). 

2.500 gm. (ITO of edestin in an initial non-protein volume of 18.14 ml. contain- 
ing 2.168 millimole NaOH. The volume of 0.991 M NaOH is indicated by V-& (de- 
termined byweight; d = 1.040 at 25°C.). 



c' cs — 

V 


pH 

fi — a 
c' 

b" 

2.188 

0.1371 

0.109 

12.376 

0.867 

0.615 

4.583 

.1218 

i 

.221 

12.936 

1.817 

.692 


TABLE Vn 

Titration of edestin in a titrating electrode with agar-KCl bridge at 25'’C, (pH 
standard: 0.0492 M NaOH has pH = 12.560). 

0.600 gra. (110 of edestin in an initial non-protein volume of 30.45 ml. contain- 
ing 0.413 millimole NaOH. To this was added 0.991 m HCl in volumes indicated 
by Fa (determined by weight; d = 1.016 at 25°C.). 


I'a 

V 


pH 

1 

& “ 0 ' 
c' 

b" 

0 

0.01971 

0.0136 i 

11.423 

0.688 

0.518 

0.072 

.01967 

.0159 

11.144 

.570 

.481 

.139 

.01962 

.0180 ' 

10.841 

.458 

.414 

.196 

.01957 

.0198 

10.383 

.365 

.349 

.230 

.01956 

.0209 

1 

10.083 

.308 

.300* 


* The last solution was cloudy. The other solutions were clear. 
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V 

SUMMARY 

The author corroborates the data of Schmidt showing that the disso- 
ciation index of the third group of arginine is pKj' = 12.5. 

New titration data of edestin have been obtained in very alkaline 
solutions and show that there is a corresponding group with a titra- 
tion index of pG' = 12.0, but present in much less quantity than 
can account for tlie arginine found on hydrolysis. The data support 
the theory that the combination of strong base or strong acid with pro- 
teins is produced by the formation of salts with the “extra groups’’ 
of those trivalent amino acids which can be isolated from the protein, 
with the exception of arginine. Arginine contributes to the titration 
curve in much smaller amount than is found on hydrolysis. This de- 
ficiency in the arginine group may be accounted for by the basic group 
in proteins having a titration index of pG' = 3.8 to 4.6 (depending 
on the protein), which apparently yields arginine on hydrolysis, and 
may properly be called prearginine. 




THE COMBINATION OF EDESTIN WITH HYDROCHLORIC 
ACID 

By DAVID I. HITCHCOCK 

(From ihc Bcparlmtnl oj Physiology^ YaJe University, New Raven) 
(Accepted for publication, July 7, 1930) 

In a recent paper^ it was shown that the amounts of the ions of HCl 
combined >vith gelatin could be calculated from electromotive force 
measurements of cells without liquid junction, of the type Ag, AgCl, 
HCl -{- protein, Hj. The maximum combining capacity of gelatin 
for H+, as calculated by this method, agreed with values obtained in 
other ways. The present paper records experiments in which this 
method has been applied to the protein edestin. 

EXPERIMENTS* 

A sample of edestin had been prepared from ground hemp seed by Osborne's 
method,* slightly modified.^ It was freed from electrolytes by dialysis against 
runmng distilled water in a rocking apparatus of the type described by Kunitz and 
Simms.® The liquid obtained by centrifuging the suspension after dialysis had a 
specific conductivity of 4.4 X 10”® reciprocal ohms at 30®C., while the corre- 
sponchng value for the water used was 2.6 X 10"®, Solutions were prepared by 
miring portions of the suspension with measured amounts of standard hydrochloric 
acid, made up from a distilled constant boiling mixture and redistilled water, and 
checked volumetrically by NajCOj and gravimetrically by AgCl. The concen- 
trations of acid and of edestin were determined by weighing the whole solution 
containing a known volume of standard add, neutralizing a weighed portion to 
methyl red with NaOH, and drying this neutralized portion to constant weight at 
110®C. The weight of edestin was obtained by subtracting the weight of NaCl 
(calculated from the original HCl content of the solution) from the observed dry 
weight. The weight of water in a given weight of solution was obtained by sub- 

1 Hitchcock, D. I., J. Gen. Physiol., 1928-29, 12, 495. 

* Most of the measurements were made by Esther R. Mason. The edestin 
was prepared by C. E. Heinrichs. 

* Osborne, T. B., J.Am. Chem. Soc., 1902, 24, 28. 

* Hitchcock, D. I., /. Gen. Physiol., 1921-22, 4, 597. 

® Kunitz, M,, and Simms, H. S., J. Gen. Physiol., 1927-28, 11, 641. 
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trading the sum of the weights of edestin and HCl from the total weight. The 
concentrations were expressed as molality of HCl and grams of protein per lOOC 
gm. H 2 O. The measurements of were carried out at 30°C., as described 
in the previous paper.^ The data are given in the first 3 columns of Table I. 
Each figure for the e.m.f. represents the mean of results with 3 or 4 cells not 
differing by more than 0.0003 volt, and each constant to ±0.0001 volt for at least 
1 hour. 


TABLE I 

Elcclromotive Force at 30°C. of the Cells 


Ag, AgCl, HCl, Ha and Ag, AgCl, HCl + edestin, H 2 


m 

I 

E 

(observed) 

K 

B 

(calculated) 

AB 

pH 

(approx.) 

0.0100 

0 

0.4650 

0.2244 




0.0200 

0 

0.4303 

0.2260 




0.0301 

0 

0.4101 

0.2271 




0.0401 

0 

0.3958 

0.2278 




0.0501 

0 

0.3848 

0.2284 




0.1004 

0 

0.3510 

0.2309 




0.1007 

13.05 

0.3568 


0.3570 

+0.0002 

1.08 

0.1020 

18.55 

0.3592 


0.3592 

0 

1.11 

0.1030 

42.35 

0.3732 


0.3730 

-0.0002 

1.32 

0.1055 

62.70 

0.3961 

0.2301 

0.3961 

0 

1.67 


in = moles HCl per 1000 gm. H 2 O. 
g = gm. protein per 1000 gm. H;0. 

E (obser\’ed) = e.m.f. in volts, corrected to 1 atmosphere dry Hj. 
E'o ~ E + 0.1203 logWjforccllscontainingHCl alone. 

E (calculated) = E\ — 0.06015 log {in — gar) {in — gy). 

X - moles H+ combined with 1 gm. edestin = 13.4 X 10~^. 
y = moles Cl~ combined with 1 gm. edestin = 3.9 X 10“'*. 
aE = £ (calculated) — £ (observed). 
pH (approx.) = - log {in - gx). 


Interpretation of Results 

The agreement of the values in the third and fifth columns of Table 
I indicates that the data may be explained by assigning to 1 gm. of 
edestin a combining capacity of 13.4 X 10“^ equivalents of H+ and 
3.9 X 10- < equivalents of Cl", both figures being constant in the range 
of these experiments, from about pH 1 .1 to 1 .7. The assumptions used 
in arriving at these values, and the method of calculation, are as fol- 
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lows. The relation between e.m.f. and ionic activity is given by the 
thermodynamic equation, 

E = Ea — 0.06015 log Wj.jT’, (1) 

where E is the observed e.m.f. in volts, E, is a constant, mjj and nta 
are the molalities of the ions, and y is the geometric mean activity 
coefficient of H+ and Cl". Letting — E, — 0.1203 log y, this 
becomes E — E', — 0.06015 log »% »ia, or 

JE = E* — 0.06015 log (m — gx) (m — ry). (2) 

Here m is the total molality of HCl, x and y are the numbers of moles of 
H+ and Cl", respectively, combined with 1 gm. of protein, and g is the 
number of grams of protein per 1000 gm. HiO in the solution. As a 
first approximation, the value of £' for the protein cells was assumed 
to be constant and equal to that calculated for the cell containing 
0.1004 M HCl without protein by the relation 

£'•=£ + 0.1203 log m, (3) 

which follows from equation (1) and the definition of jE'«. When the 
equations obtained by substituting the measured values of E, m, and g 
in equation ( 2 ) were solved simultaneously for i and y by the graphical 
method of the previous paper,* the curves did not intersect in a single 
point, but the provisional values * = 13.4 X 10"* and y = 3.5 X 10"* 
were obtained by averaging the different intersections. This relatively 
high value for y indicated a possible error in the assumption that £' 
(or 7 ) was constant for all the solutions. If all the protein is combined 
with H+, and a certain amount also combined with Cl" , then the latter 
part should behave as un-ionized molecules . Hence the ionic strength 
of such a solution should not be equal to w, but to vi — gy. Pro- 
visional values of m — gy were calculated and values for E[ corre- 
sponding to them were interpolated from a plot of the £( values given 
for pure HCl in the first part of Table I. These values for £( are 
given in the last part of Table I, and were used in re-calculating the 
edestin data. A second application of the graphical method again 
failed to give a single intersection of the curves for y as a function of 
X, but the values selected from this plot, * = 13.4 X 10"* and y = 3.9 
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X 10“'*, gave such agreement of the observed and calculated values for 
E that further repetitions of the procedure seemed unnecessary. The 
second appro.vimation reduced the average deviation of the calculated 
values (average of A E) only from 0.00013 to 0.00010 volt.® 

DISCUSSION 

The value here obtained for the combining capacity of edestin for 
is slightly liigher than any of the values compiled by Cohn/ who 
selected 12.7 X 10“^ moles HCl per gram edestin as the probable maxi- 
mum value. In an earlier paper^ curves were given by the writer 
which lead to the value 12.7 (db 0.6) X 10~'* equivalents of HCl 
or H:S 04 , and the same number of moles of (COOH )2 or H 3 PO 4 , as the 
combining capacity of 1 gm. of edestin at pH 2.0 or below. Somewhat 
later® another curve was obtained for HCl which points to the value 
14.7 X lO"'*. These divergent values are probably to be explained by 
insufhcicnt removal of combined acid or base from some of the protein 
preparations. Attempts to purify edestin are handicapped by the 
uncertainty which still e.xists as to the exact location of its isoelectric 
point. It should be added that, according to Osborne,® edestin is 
clianged by acid solutions into a substance insoluble in NaCl solutions. 
Hence any value for the ma.ximum combining capacity with acids is 
probably a property of this denatured substance edestan rather than 
of the native protein edestin. 

The present value, like all previous values obtained from experi- 
ments with edestin in solution in hydrochloric acid, is much lower 
than tliat recently reported by Bancroft and Barnett® for the com- 
bining capacity of dry edestin nuth hydrogen chloride gas. Their 
figure of 110 mg. or 30.2 X 10"^ equivalents HCl per gram edestin is 
more Qian tvdee the present figure of 13.4 X 10“^. The latter falls 

® A recalculation by this second approximation method of the values given for 
gelatin (Ref. 1) did not change them significantly. The difference between the 
\-a!ucs for Ei for 0.1 m HCl in Table I and in the previous paper is probably due to 
differences in the .AgCl electrodes, which were prepared by the electrolytic method 
and used repeatedly without replating. 

• Cohn, E. J., Physio!. Rev., 1925, 5, 349. 

® Hitchcock, D. L, J. Gcr.. Physio!., 1922-23, 5, 3S3. 

' Bancroft, W. D., and Barnett, C. E., J. Pkys. Ckem., 1930, 34, 449. 
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on the horizontal part of their curve of pressure of HCl gas against 
weight of HCl taken up. If the present figure, which appears to result 
from the saturation with H+ of certain groups of the protein in solu- 
tion, had any significance in their experiments, it might he expected 
to show up as a step in their curve, such as they found with gliadin and 
HCl. The absence of any such break in their curve seems to indicate 
that the protein behaves quite differently in solution and in the dry 
state. Both figures cannot represent the ma.ximum combining capac- 
ity of edestin for HCl, and it is quite possible that neither does. 
Further experiments would be required to determine whether the pro- 
tein is more altered by solution in 0.1 M hydrochloric acid or by satura- 
tion with dry hydrogen chloride gas. The fact that in the present 
experiments the e.m.f. remained constant for some hours would seem 
to indicate that, if there is any alteration in the protein, it takes place 
quickly and the system reaches a steady state. The discoloration of 
the dry protein which they report may be indicative of some secondary 
chemical reaction between the protein and the gas, which may possibly 
open up other acid-combining groups not sharing in the reaction in 
solution. 


SUMMARY 

Electromotive force measurements of cells without liquid junction, 
of the type Ag, AgCl, HCl -f protein, Hj, lead to the conclusion that 
1 gm. of edestin (or, more probably, edestan) combines with a maxi- 
mum of 13.4 X 10”* equivalents of H+ and 3.9 X 10"‘ equivalents of 
Cl”, when the protein is dissolved in 0.1 M HCl. 




THE HSITRINSIC RHYTHM OF THE TURTLE’S HEART 

STUDIED IVITH A NEW TYPE OF CHRONOGRAPH, 
TOGETHER WITH THE EFFECTS OF SOME DRUGS 
AND HORMONES 

Bv ALFRED L. LOOMIS, E. NEWTON HARVEY, and C. MacRAE 

{From the Loomis Laboratory^ Tttxedo^ and the Physiological Laboratory, 
Princeton University, Princeton) 

(Accepted for publication, June 19, 1930) 

It is well known, since the time of Ringer, that an excised heart, 
if properly supplied with oxygen in a physiological salt solution, will 
beat for several days, in fact until the tissue begins to disintegrate. 
Snyder' in connection with his studies on the effect of temperature on 
the heart beat of the Pacific terrapin (Clicmmys marmorala) counted 
rates at intervals over periods of 11 hours and observed considerable 
changes in rate under fairly constant conditions. At 2S°±1°C. the 
heart of the terrapin did not beat longer than 6 hours, due probably 
to the fact that this species is adapted to cold water. 

The question arises as to the constancy with which a heart can beat 
over a period of many hours or several days, if all external factors 
affecting rate are kept quite uniform. For this type of investigation 
some sort of continuous automatic recording mechanism is a necessity. 
The Loomis chronograph, a preliminary description of which has 
already been published," is specially designed to record rates of period- 
ically recurring processes. 

Anything which wiii actuate a reiay wiii run the chronograph whose mechanism 
is essentiaily as foiiows; 

The time for ten puisations to occur is recorded by the iength of a line of ink 
drawn by a moving pen on a revolving sheet of paper. During the next four pulsa- 


' Snyder, C. D., Vniv. Calif. Pub. Physiol., 1905, 2, 125. 

" Loomis, A. L., and Harvey, E. N., Science, 1929, 70, 559. 
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tions the pen is returned to its zero position and is then ready to record the average 
time for ten more pulsations. Each line therefore represents fourteen pulsations 
and tells the average time for ten pulsations to occur. The machine is driven by 
a sjmchronous motor running on the A.c. lighting circuit. By reducing gears and 
pulleys the paper is revolved at the proper speed and the pen, attached to a pulley 
string, is drav,m across at a constant rate of ten units per second. The string 
pulley which draws the pen is actuated by an electro-magnetic clutch in connec- 
tion with a fourteen toothed wheel and an escapement, also worked magnetically. 
Each pulsation to be recorded is made to open an electric circuit that magnetizes 
the electro-magnet moving the toothed wheel one tooth. While the wheel revolves 
ten teeth the magnet clutch moves the pen at constant speed across the paper, 
and during the next four teeth the magnetic clutch is out and a spring pulls the 
pen back to the first position. If ten pulsations occur in 10 seconds the unit 
lines on the paper (ten to a second) represent a 1 per cent difference in rate and 
the paper can be calibrated by recording pulses of current at a rate of one per 
second. By mere inspection of the paper record one can observe any change in 
rate and ver>' quickly calculate the percentage constancy of the rhythmic process. 

Later models of the chronograph have been modified by (1) introducing an easily 
changeable gear bo.x for driving the chronograph at different speeds; (2) returning 
the pen to its 0 position by revolving pulley wheel instead of by a spring, thereby 
shortening the recover}' to two beats instead of four; (3) replacing the toothed 
wheel and escapement with an improved type of rachet mechanism that cannot 
miss a beat; (4) placing a small electro-magnet in connection with the moving 
pen so that it is lifted off the paper with each beat, recording not only the average - 
time for ten beats, but the interval between beats as well; (5) introducing a device 
for recording the time between single pulses or series of pulses without missing the 
time intcrv'al involved in the return of the pen to its zero position. 

A complete description of the mechanical details of the chronograph will be 
published elsewhere. 

In its new form the chronograph will record rates of 300 per minute to 1 beat in 
6 minutes with absolute fidelity, giving a record which shows at a glance the 
change of rate without counting each individual beat. Figs. 2 and 3 give an idea 
of the records that can be made. The swing of a pendulum, manual beating of 
time, pulsation of a tambour, the fall of drops from a tube, the flashing of neon 
lamps, or the speed of rotation of any deadee can all be recorded by the proper 
electrical contact or relay mechanism. The growth of plants can also be recorded. 
It is only nccessar\' to arrange a contact de\dce of such a nature that, when the 
growing tip of the plant makes contact with a surface, the surface is automatically 
lifted a definite distance. A certain time interval will elapse before the plant 
grows sufficiently to make another contact. By knowing distance and time inter- 
val, which the chronograph records, we can determine (and record) the rate of 
growth. A continuous record of changes in light intensity can also be obtained 
by a ver}’ simple accessor}’ mechanism. 
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The heart offers the best known case of a biological rhythm whose 
rate change is of fundamental importance. Action currents of the 
human heart or of animals picked up by the cardiotachometer of Boas® 
or by any properly designed amplifying device make beautiful records. 
For recording the fundamental heart rhythm we wished to avoid 
cardioaccelerator and cardio-inhibitory effects, and the following pro- 
cedure, illustrated in Fig. 1, was followed. 


p 



Fic. 1. Diagram of heart in thermostat showing wiring connections to chrono- 
graph. Explanation in text. 

The heart of a turtle [either the painted {Chrysemys picta) or the slider {Pseudyms 
rubriventris) were used, and showed no characteristic differences] was removed, 
taking no special care to keep sinus intact, and mounted in a tube (^4) of Ringer’s 
solution* fay tying threads to the tip of each auricle, one thread being wound around 
the end of an L-shaped glass tube {B) through which oxygen was bubbled into the 
Ringer, the other attached to the short arm of a heart lever {HL). It would seem 
that the easiest method of making an electrical contact would be through the long 
arm of the heart lever dipping into a pool of mercury. However, as is well known, 

®Boas, E. P., Arch. Int. Med., 1928,41, 403; Boas, E, P,, and Weiss, J. A. 
U. A., 1929,92, 2162. 

* The Ringer’s solution contained NaCl, 0.65 per cent; KCl, 0.014 per cent; 
CaCb, 0.014 per cent; NaHCOs, 0.02 percent; and sometimes glucose, 0.2 per cent. 
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the turtle’s auricle contains smooth muscle fibers whose periodic contraction causes 
tone changes in the auricles which are often greater than the heart nmscle contrac- 
tions, and are, of course, indicated bj' a change in position of the heart lever. This 
means that at times the lever arm will never leave the pool of mercury, and at 
other times the heart will never relax enough for the lever to touch the mercury 
surface, consequently spoiling the record and involving continual adjustment. To 
obviate this difficulty, a coil of fine wire (0) was attached to the end of the heart 
lever which moved the coil over the end of an electro-magnet (M), thus cutting the 
field of force and inducing a small current in 0, sufiicient to actuate a galvanometer 
relay (G), the Weston No. 30 model. By this device we always induce a small 
current in 0, whether tone changes cause the coil to be moving in position X or in 
position Z. Recording has always been perfect after the adoption of this device. 

The contact made by the galvanometer rela}' actuates another vacuum tube 
(201 A) relay, shown in Fig. 1, which is built into the chronograph. The advantage 
of the vacuum tube relay, which controls the flow of plate current by charging the 
potential of the grid of a vacuum tube, lies in the fact that no current need flow 
across the contact points. Only a change of potential occurs and slight oxidation 
of these contact points does not introduce enough resistance® to affect the working 
of the relay (R), a high resistance (ISOOn) type. The magnet is actuated by plate 
current whenever a negative voltage of 45 volts is removed from the grid of the 
lube (20 lA), by short circuiting the 45 volts through a megohm resistance. If the 
galvanometer relay contacts are vcr\' short in duration the plate current can be 
made to flow long enough to actuate relay R by introducing a condenser (/) of 
0.1 to 1 mf. capacity in the position shown in Fig. 1. 

The same principle is adopted in the control of the thermostat (T) with the 
mcrcur^'-toluol regulator, the heating lamp (L) and stirrer 5, with the pulley drive, 
R, except that a vacuum tube is used, a thyratron® (FG27) whose plate circuit is 
supplied by the 110 a.c. lighting mains with which the heating lamp is in series. 
The filament circuit is supplied by a 110 to 5 volt transformer and a negative grid 
voltage of 4 ] volts is applied whenever the mercura^ rises in the regulator and makes 
cont.act with the contact wire, C. This cuts off the plate flow and puts out the 
heating lamp which will light again as soon as the contact is broken and 4i volts 
negative removed from the grid. The outfit is an ideal regulating device for 
thermostats. 

The temperature control of our hearts avas 25'’C. 4-0.02°C.; o.xj'gen'^ was con- 
tinu.ally bubbled through at a constant rate; and the Ringer’s solution was buffered 
so that constant pH was attained. .As the heart aa’as excised, cardio-motor reflex 
disturbances were eliminated. Eaxra-thing avorked automatically so that no 


" The contact can be made through the body of an individual. 

® \Vc are deeply indebted to the General Electric Company for this thyratron. 
' In some experiments air was used instead of o.xygen, but no difference in the 
r'r.vthrr.ic behavior of the heart was noted. 
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mechanical disturbances accompanying adjustment could have had an influence 
on the rate recorded, which we believe represents the fundaraentalintrinsic rhythm 
of some periodic process within the heart muscle cells. Twentj'-five hearts in all 
have been studied at 2S®C., some of them recorded for as long as 36 hours. 



Fig. 2. Portions (21 hours) of records of rate of turtle’s heart in Ringer’s solu- 
tion without glucose under constant conditions at 25° ±0.02®C. A. Sept. 23, 1929, 
4 hours after start, showing considerable rhythmic changes in rate. B. Same 
heart after 8 hours, showing marked rhythmic decreases in rate exactly 20 minutes 
apart. C. Sept. 22, 1929, 40 minutes after start, showing rhythmic increases in 
rate exactly SO minutes apart. D. Same heart, 4 hours later, showing remarkably 
constant rate. Ordinates, seconds for ten beats. Abscissae, IS minute periods. 
Each vertical line represents fourteen beats of the heart and records the average 
time for ten beats to occur. The longer the ordinate line the slower the heart. 

There are several important observations which have come from 
these records. (1) A considerable variation in the behavior of hearts 
from different turtles (Fig. 4). The rate is by no means constant over 


no 
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a long time period. Neither does the rate continually decrease, al- 
though the general trend is in that direction. Usually the rate de- 
creases during the first hour or two, but the rate may be the same at the 



I'lG. .1. I’orlions of .1 .i2 hour record of the rale of a turtle's heart in Ringer’s 
solution -r 0.2 per cent glucose under constant conditions at 25°±0.02°C. 
.\bove —Fairly constant rate with slight rhythmic changes 3 hours after start, 
showing euect of adding increasing concentrations of adrenalin. Note first effect 
in incre.asing rate occurs with lO'- gm. .adrenalin per cubic centimeter and marked 
effect with 10*' adrenalin. Below — Same heart with .adrenalin effect gradually 
V. earing oh OO minutes after end of . I portion. Note ag.ain detectable increase in 
r.ate from adrenalin in 10*^ gm.per cubic centimeter and veta- marked effect of 10*^ 
ad.rcnalin on a slowly beating heart. .Abscissae, 15 minute periods. Ordinates, 
.-ecor.d.s for ten beats. The longer the ordinate line the slower the heart. 

end of 1 2 hours, having made some fluctuations in the meantime. This 
initial decrease in rate may be connected with the seeping of adrenalin 
out of the tissue or the oxidation of adrenalin in the tissue. The ampli- 
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tude of contraction always decreases and is very weak when the heart 
is about ready to stop. Often beats will be omitted under these con- 
ditions, that is, there will be two beats and one omitted, or three beats 
and one omitted, etc. The greatest variation in rate noted was about 
33 per cent in a 5 hour period and 60 per cent in a 12 hour period, and 



Fig. 4. Plots of rates of six hearts {A to F) Ordinates, seconds for ten beats. 
Abscissae, hours after heart removed and mounted in Ringer’s solution at 
2S®i:0.02®C. All conditions constant, no drugs or hormones added. A. June 
16, 1929. B. June 14, 1929. C. June 17, 1929. D. Sept. 22, 1929. E. Oct. 
7, 1929. F. Oct. 6, 1929. Abscissae for latter part of this record at bottom of 
chart. Ihe curves were drawn by plotting the slowest rate (upper line) and the 
most rapid rate (lower line) for each 10 minute period. 

the least variation was 2 per cent in a 5 hour period and 1 per cent over 
half hour periods (Fig, 2, D). This is quite remarkable regularity as 
it means that a heart will beat 100 times with a change of only one beat. 
(2) The occurrence of rhythms in rate of beat which often recur at 




Fig. 5. Portions (2 \ hours) of records of rate of turtle’s heart showing: Above — 
effect of epehedrin (1:10^) at E and effect of chloretone (1:20000) at C. Note 
remarkable regularity after ephedrin. Below — normal heart showing marked 
rhythmic changes in rate. Ordinates, seconds for ten beats. Abscissae, 15 
minute periods. The longer the ordinate line the slower the heart. 

period is 40 to 50 seconds, nor can they be traced to any change in the 
environment. They are true variations of the fundamental rhythm. 
Most frequently the maxdmum of these rhythms occur at intervals of 
5. 6. or 10 minutes, but the period of such superposed rhythms is 
continually changing (Fig. 5). 
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These rhythmic changes are shown by practically all the hearts. 
Thinking that they might be connected with spontaneous activity of 
the postganglionic inhibitory nerve cells in the heart we tried adding 
atropin in concentrations of 1:10‘, 1:10*, and 1:10* to the Ringer’s 
solution. These concentrations should paralyze the inhibitory nerve 
endings, but our records show no effect on the rhythnuc changes in 
rate. The high concentration caused a progressive slowing of the rate. 

Adrenalin or ephedtin added to the Ringer’s does abolish the 
rhythmic rate changes, at the same time causing the well known in- 
crease in rate. One part of adrenalin in 10’ parts of Ringer’s causes 
a perceptible increase in rate (about 8 per cent) and 1 : 10* adrenalin 
causes a 21 per cent increase followed by a very regular and progressive 
slowing presumably due to slow oxidation of the adrenalin (Fig. 3). 
During this progressive slowing the heart beats with remarkable 
regularity, that is, no indication of periodic changes in rate. The 
percentage increase in rate after adding adrenalin is greater if the 
heart is beating slowly when the adrenalin is added than it is when the 
heart is beating more rapidly. These effects are illustrated in Fig. 3. 
To keep a heart in good rhythmic condition over long periods of time 
our observations suggest that a slight concentration of adrenalin 
should be present in the medium bathing the hearts. 

As is well knoivn ephedrip has a physiological effect which is similar 
to adrenalin. Our records show that 1:10* ephedrin added to Ringer’s 
solution may double the rate of a slowly beating heart (10 beats in 
30 seconds). The increase in rate takes 25 minutes for completion 
and the effect lasts for hours. Fig. S shows an ephedrin effect on a 
slowly beating heart. Note the difference in the form of the effect as 
compared with adrenalin. For greatest constancy in rate, a little 
ephedrin should be added to the Ringer’s solution. 

(3) Another characteristic of some hearts is a sudden change of rate. 
Both sudden increases in rate (IS per cent) and sudden decreases in 
rate (13 per cent) have been observed. They presumably indicate a 
sudden dropping out of one pace-making region or the sudden appear- 
ance of another. We cannot connect them with any changes in the 
environment. 
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INTRINSIC RHYTHM OF TURTLE’S HEART 

a and ^ pituitary hormone® had no effect on the rate when freed of 
the chloretone which is added to preserve these solutions. The 
chloretone slows the rate slightly as shoum in Fig. 5. The /3 hormone 
(pitressin) contained 10 pressor units per cubic centimeter and the a 
hormone (pitocin) contained 10 oxytocic units per cubic centimeter. 
2 cc. of each one was added to 200 cc. Ringer’s solution in testing. 
Insulin (Eli Lilly Company), 20 units per cubic centimeter also had 
no effect on the rate when 2 cc. were added to 200 cc. Ringer’s 
solution. 

Our results unth thyroxin® were somewhat variable. In six experi- 
ments using 1 : 10® thyroxin dissolved in a minimal amount of alkali, 
the increase in rate ranged from 0 to 26 per cent. The increased rate 
appears fairly quickly, but not as rapidly as with adrenalin, and is 
prolonged. It is possible that increased alkalinity of the Ringer^s 
had some influence on the heart, as this factor was not sufficiently 
controlled. 

Nicotin (1:10‘) caused a progressive slowing, as did ergotamine 
tartrate (1 : 10®). Adrenalin administered after ergotamine showed the 
well knouTi sloping of rate instead of an increase. Our records show 
tliat this chronograph is admirably adapted for studying the effects 
of drugs. 

In conclusion we wish to express our thanks to Mr. Charles Butt, 
Technical Assistant in Physiology, Princeton University, for help in 
taking many of the records. 


SUMMARY 

A chronograph is described for recording continuously the rates of 
many different kinds of rhythmic processes over long time periods. 
The rate is read directly from the length of a line of ink, drawn by a 
moung pen. 

Rates of beat of excised turtle’s hearts in Ringer’s solution have 
been recorded at 25"C. under constant conditions of temperature, pH, 

® We ire deeply indebted to Parke Davis and Company for a supply of a and /S 
pituitar.- hormones, and to E. R. Squibb and Sons for 100 mg. of crj'Stallinc 
thjTOiine. 
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and oxygen supply for periods of 36 hours. Regular periodic varia- 
tions in the fundamental rhythm are figured, as well as rates of extra- 
ordinary constancy. The effects of adrenalin, ephedrin, thyroxin, a 
and /3 pituitary hormone insulin, nicotin, and atropin are described 
in the text. 




THE ACCUMULATION OF ELECTROLYTES 
I. The Entrance of Ammonia into Valonu macrophysa 

Bv \VM. C. COOPER, Jr., and W. J. V. OSTERHOUT 
{From the Laboratories of The Rockefeller Institute for Medical Researd^ 
(Accepted {or publication, June 25, 1930) 

Experiments on the penetration of NHs into Valonia macrophysa^ 
carried out in Bermuda in 1924-27, are described in the present paper. 
The interpretation of these results will receive further discussion in 
subsequent articles. 

In order to ensure uniformity of material and of sea water a large number of 
cells, collected at the some time, were kept under the same conditions and all the 
sea water used for these cells and for the experiments was collected at the start and 
kept in carboys. The average volume of the cells was about 0.5 cc. 

The experiments were carried out in stoppered bottles each containing 2400 cc. 
of solution with about SO cells in each bottle. When the bottles were placed in 
the ocean they were fastened beneath a specially constructed raft so that the 
light received was mostly reflected from the whitish coral sand of the bottom. 
In the experiments in the laboratory direct srinlight was avoided. Growth and 
absorption of ammonia were more rapid in the ocean. 

The temperature in the ocean varied from 20® to 25®C., but in the course of any 
one experiment the variation was not more than 2® or 3®C., except in those lasting 
several weeks. In experiments carried on in the laboratory the variation was 
much greater. 

The NH 4 CI was added to the sea water in the form of a solution, 0.6 molar or 
normal in NH 4 CI; the pH value of the sea water was adjusted by the addition of 
HCl or NaOH. After exposure to the sea water containing NH 4 CI, the sap was 
collected by means of a pipette having a sharp point which was thrust into the cell 
(in order to avoid loss of NH 3 by suction, the sap was forced into the pipette with 
the fingers). Care was taken in collecting the sap to use some large and some small 
cells so that the sap’' could be considered as taken from an average cell of about 0.5 
cc. When suffident sap had been extracted, it was blown out into a small beaker 
and covered. Two 5>cc. samples (for zero point determinations there ■were three) 
were pipetted out for sodium-potassium determinations, two 1 -cc. samples for 

’ For analysis of the sap see Osterhout, W. J. V,, J. Gen. Physiol., 1922-23, 5, 
225. 
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When XlIiCl is aclded to the seawntcrit : oo:i app-ar,. if. .idc tlsv eeli/ 
where its concentration jnay hecomt over -'0 time,, a*, preal a ■ tise ; ea 
water, thereby le.sseninp t!ie .‘^jJecitic gravity of the :.ap' :'> much tliat 
the cells, leaving' their normal situation on the bottom, rise to the 
surface, where they continue to j;row. The chanye in the specific 
gravity of the saj) is shown in I'ig. 1 .* 

Experiments were made to iletermine the rate of penetration at 

• For c.xperinients on tlic penetration of N'Hj into I’e/e.eii; see liruo’.s, M. M., 
Pub. IlcaUh Reports, Wicshington, 1). C., 1923, 38, 2U74; for experiments on other 
cells sec Warburg, O.,^. /'/;vnV/. C/;e«;., 1920, 66, 305; Harvey, K. N., Carnegie 
Institution Publication, 19M, No. 183, p. 131 ; Irwin, M., J. Gen. Pl-.ysicl., 1925 ■ 
26,9, 235; Jacobs, M. If., Harvey Lectures, 1926-27, p. M6. 

® Cj. Cooper, W. C., Jr., Dorcas, M. J., and Oslerboul, W. J . \.,J . Gen. Physic'., 
1928-29, 12, 427. Osterhoul, W. J. V., Some fundamental problems of cellular 
physiology. New Haven, 1927. This curve is based on c.vpcriments in the labora- 
tory. 

^ The change is more rapid when the cells, enclosed in bottles, are placed in the 
ocean; this may be due in part to light (f/. llo.agland, D. R., and Davis, A. R., 
J. Got. Physiol., 1923-24, 6, 47; Hoagland, D. R., Hibbard, P. L., and Davis, A. R., 
J. Gen. Physiol., 1926-27, 10, 121. 
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various pH values. Since the initial rate is most easily interpreted 
the experiments were limited to 10 minutes ^yhich is as short a period 
as is practicable. 

In each bottle containing 120 cc. of solution were placed 6 cells (each cell con- 
taining about 0.2 cc. of sap). Cells were selected as far as possible of the same size 
and shape. The bottles were placed on a slowly revolving wheel to keep the con- 
tents stirred. Ordinarily this treatment produced no injury which could be 



Fig. 1. Time curves showing the decrease in the specific gravity of the sap during 
the penetration of ammonia from sea water (at pH 8.3) containing 0.005 u 
NHiCl. 

detected during the experiment or by subsequent observation (during several days) 
of cells kept in sea water. The ammonia (i.e., NH? -1- NH 4 OH + NH 4 +) of the 
sap of untreated cells (about 0.0006 m) was subtracted from the ammonia 
values of the sap of treated cells to give the values shown in Fig. 2. The pH value 
of the sea water was adjusted by adding NaOH or HCI; the total ammonia of 
the sea water was kept constant. 

The results are shown in Fig. 2 and it is evident that as the concen- 
tration of the undissociated base NHj H-NHiOH) increases the 
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rate® of penetration of ammonia (total) also increases. But it is not 
easy to determine just how closely they agree. If we knew the rate of 
penetration when the total ammonia {i.c., NH 3 + NIBOH + NIB"* ) is 
present as the undissociated base (NH 3 + NHiOH) it would be easy 
to see whether the rate is reduced to one half when the concentration of 


u 
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Fig. 2. Shows the increase in concentration of total ammonia in the sap after 
an exposure of 10 minutes (at 21° ± 1°C.) to sea water containing 0.01 ji NIljCl 
at various pH values. Broken line, observed values; continuous line, calculated 

^ (OH-) 

^(NI-LiOH) + (NH3) 

Since it happens that the inflection points of both curves lie at 


curve for dissociation of NH.1OH + NH3 in distilled water 
Kb = lO--*. 


4 . 74 ^ 


approximately pH 9.26 they have been made to coincide tliere: at that point the 
ordinate of the observed curve is 0.00275 m and this point is taken as 50 per cent 
of the calculated dissociation curve (whose inflection point and 50 per cent dis- 
sociation point coincide) . 


the undissociated base is reduced to one half, but unfortunately we 
cannot safely perform experiments at a suflSciently high pH value 
to ensure that practically all of the ammonia is present in undisso- 
ciated form (even at pH 10.1, which is as high as we have gone, less 

® Experiments with dead cells show little or no effect of pH value on penetration. 
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than 87 per cent of the total ammonia is regarded as present as the 
undissociated base). 

It seems probable that in the absence of complicating factors the 
curve might resemble the equilibrium curves® for HgS and CO 2 , so that 
the inflection point would occur where the rate of entrance and the 
per cent of undissociated base was one half the maximum. We find 
that the point of inflection of the rate curve occurs at pH 9.25, which 
corresponds fairly well to the point (9.26) at which one half the total 
ammonia is in the form of the undissociated base (NHs NH4OH) 
as calculated from conductivity data of solutions of ammonia in dis- 
tilled water.^ This would suggest that the initial rate of entrance 
reaches 50 per cent of its maximum when the undissociated base 
reaches 50 per cent of its maximum concentration. 

In order to compare the two curves we have made them coincide 
at their inflection points as shown in Fig. 2. 

We should expect the point of inflection of the dissociation curve to occur at a 
somewhat higher pH value in sea water on account of the greater ionic strength. 
In order to determine approximately this value for sea water NH 3 was circulated 
in a dosed glass vessel (designed by Dr. Grinnell Jones® to whom our thanks are 
due for allondng us to use his invention in advance of publication), containing on 
one side ammoniacal sea water and on the other, distilled water to which suffident 
NaOH had been added to bring the pH value above 12 under which conditions all 
of the ammonia exists as the undissodated base (NHs *f NH 4 OH). The total 
ammonia w'as kept constant and the pH value of the sea water was varied by adding 
HCl or NaOH; after equilibrium had been attained at any given pH value a 
sample W'as taken of the ammoniacal water in equilibrium with the ammoniacal 
sea water and the ammonia determined by colorimetric comparison. We therefore 
made measurements which gave a curve indicating that the inflection point, i.e., 
the point where half the total ammonia is in the form of the undissodated base, 
is in the neighborhood of pH 9.5. 

If the rate of entrance of ammonia is proportional to the external 
concentration of the undissociated base we might expect the curves to 
coincide, but this could be true only if the internal pH value remained 
constant. If, for example, the pH of the sap were kept constant at 12 

® Cf. Osterhout, W. J. V., J. Gefi. Physiol., 1925-28, 8 , 131 ; Osterhout, W. J- V., 
and Dorcas, U. J., J. Gen. Physiol., 1925-26,9, 255. 

’’ This gives = 10-*^ — Kb = 9.26 and = 4.74. 

® Jones, G., J. Am. Ghent. Soc., 1928, 50, 1600. 
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SO that the entering ammonia did not dissociate inside, there would be 
no complications, but with sap at lower pH values a part of the enter- 
ing NHg would be transformed to ions and, therefore, the back pressure, 
or the tendency of the undissociated base to return to the sea water, 
would be diminished. In other words, the rate of penetration of 
ammonia would be a function not only of the external pH but of the 
internal pH as well.® 

Our experiments show that the entrance of NH3 raises the internal 
pH value rapidly (Fig. 3), this effect being greater the higher the con- 
centration of undissociated ammonia in the sea water. Hence we 
expect the rate to be relatively higher at the lower pH values of the sea 
water because under these conditions there is a smaller penetration of 
ammonia and consequently less effect on the pH of tlie sap (normally 
about 5.8). This would increase the ordinates of the curve progres- 
sively toward the left'® and consequently make the slope of the curve 
less steep, i.e., like that of the observed curve.” 

The fact that the initial rate of penetration increases when the con- 
centration of undissociated molecules increases suggests that it is 
chiefly undissociated molecules which penetrate, but it has been 
pointed out elsewhere that this does not necessarily follow.” It does 
indicate that the penetrating substance is NH 3 or NH4OH or tlie ion 
pair NH4+ + OH , rather than NH4CI whose rate of entrance would 
not be expected to increase as the external pH value increases. 

That the substance penetrating at the start is largely NH3 (or 

® Cf. Osterhout, W. J. V., 7. Gen. Physiol., 1929-30, 13, 261. 

'® We should expect a similar effect if penetration depended on chemical com- 
bination of undissociated molecules with some constituent of the protoplasm (or on 
absorption), since the amount of the compound formed would determine the 
rate of penetration and this would increase more and more slowly as the external 
concentration of undissociated molecules increased. 

” This can easily be seen by making the ordinates of the dissociation curve pro- 
gressively larger as we go toward the left and then multiplying all the ordinates 
by the same factor so as to make the maximum ordinate the same as for the dis- 
sociation curve. 

” This results from the fact that if the ion pair NHT + OH“enters, its penetra- 
tion is proportional to the ionic activity product (“NH 4 ) X (“OH) = K (“NH 4 OH), 
so that as the penetration of the indissociated base increases that of the ion pair 
will also increase. Cf. Osterhout, W. J. V., J. Gen. Physiol., 1929-30, 13, 261. 
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Fig. 3. Time curves showiog the increase of pH value of sap during penetration 
of ammonia from sea ivater, at pH 8,1, containing 0.005 ii NH4CI. 



Fig. 4. Time curves showing increase of total ammonia during penetration from 
sea water (at pH 8.3) containing various amounts of NH 4 CI. 
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NH 4 OH) rather than NHiCl is rendered quite certain by the data 
given in Fig. 3, showing the rise in pH value as the total NII 3 in the sap 
increases (for it is evident that the penetration of NH4CI would not 
produce such an effect). The pH value of the sap soon reaches a 
maximum*^ and may subsequently fall off in a gradual manner. 

As has been said already, the increase of undissociated ammonia 
does not raise the rate of penetration of ammonia as much as would be 
expected if there were no change in the internal pH value. The time 

n 



Fig. S. Time curves showing increase in concentration of total ammonia and of 
halide, and decrease in the concentration of potassium during the penetration of 
ammonia from sea water (at pH 8.3) containing 0.005 m NH 4CI. 

curves in Fig. 4 bear out this statement. These curves do not reach 
a true equilibrium, for the cell keeps on growing; furthermore, when 
the concentration of NH 3 in the sap reaches a certain point (less than 
0.3 m) injury causes it to come out.^'* 

With 0.001 M NH4CI in the sea water this is 6.6, with 0.01 m NH 4CI it is 
8.2, the pH value of the sea water being 8.0. 

Cf. Irwin, M., J. Gen. Physiol., 1925-26, 9, 235. 




W. C. COOPER, JR. AND W. J. V. OSTERHODI 


125 


Fig. 5 shows that as the total ammonia in the sap increases, the con- 
centration of potassium in the sap falls off, and measurements of vol- 
ume'® indicate that the decrease was not due merely to the absorption 
of water but that some potassium actually diffused out of the cell. 
The behavior of Na is not yet certain: further experimentation is in 
progress. 

Fig. 5 also shows that the initial entrance of ammonia is accompanied 
by an increase in the concentration of halide, which soon reaches a 
fairly constant value dependent on the external pH. In the absence 
of ammonia in the sea water, there is no such variation in the halide 
of the sap with change in the e.xtemal pH. 

It may be added that the growth of the cells is increased by the 
addition of NH4CI to the sea water. 

SUMMARY 

When 0.005 M NHjCl is added to sea water containing cells of 
Valonia macrophysa ammonia soon appears in the sap and may reach 
a concentration inside over 40 times as great as outside. It appears 
to enter as undissociated NHj (or NH4OH) and tends to reach a 
pseudoequilibriura in which the activity of undissociated NHj (or 
NH4OH) is the same inside and outside. 

When ammonia first enters, the pH value of the sap rapidly rises but 
it soon reaches a maximum and subsequently falls off. At the same 
time there is an increase of halide in the sap which, however, does not 
run a parallel course to the ammonia accumulation, but it comes to a 
new equilibrium value and remains constant. 

The increase in NHs in the sap is accompanied by a decrease in the 
concentration of K. 

As NHj enters the specific gravity of the sap decreases and the cells 
rise to the surface and continue to grow as floating organisms. The 
growth of the cells is increased. 

" The cells grow faster when NHj is added to the sea water. 




THE VARIATION OF ELECTRICAL RESISTANCE WITH 
APPLIED POTENTIAL 

H. Thin Cohodion Fums 

Bv L. R. BLINKS 

(From Ihe Laboratories of The Rockefeller Insliiute for Medical Research) 
(Accepted for publication, June 12, 1930) 

I 

Analogies to certain physiological phenomena have been observed in 
the behavior of collodion membranes. Collander,' Michaelis,* and 
Northrop’ have reported resemblances in the penetration of certain 
substances; Michaelis* has shown the similarity of the potential differ- 
ences of such membranes to those of apple skin and other cuticle; 
Labes and Zain' have imitated with collodion tubes such bioelectric 
effects as current of injury, polarizations in direct current, and the 
phenomena of electrotonus. 

Furthering these analogies, the present paper amplifies some obser- 
vations previously made’ on very thin collodion membranes, which 
resemble the protoplasm of Valonia cells under some conditions’ in 

’ Collander, R., Soc. sci. Fennica, comment, biol., 1926, 2, 1; Kolloidchem.Beih., 
1924, 19, 72. 

’ I^chaelis, L., and Weech, A. A., /. Gen. Physiol. j 1928-29, 12, 55. See also 
Fujita, A., Biochem. Z., 1926, 170, 18. 

’ Northrop, J. H., J. Gen. Physiol., 1927-28, 11, 233; 1928-29, 12, 435. 

‘Michaelis, L., J, Gen. Physiol., 1925-28, 8, 33; Bull. National Res. Council, 
1929, No. 69, 119. 

‘Labes, R., and Zain, H., Arch. exp. Path. it. Pharm., 1927, 125, 29, 53; 126, 
284,352. 

’ Blinks, L. R., Proc. Soc. Exp. Biol, and Med., 1928-29, 26, 359. Shortly after 
the publication of this preliminary note, Ebbecke (Physiological Congress, Boston, 
1929) described similar effects with collodion, stating that the current across a 
membrane from HCl to salt was greater than from salt to HCl. 

’ Blinks, L. R., J. Gen. Physiol., 1929-30, 13, 793. 
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RESISTANCE AND POTENTIAL. II 


having an apparent resistance to direct current which varies with the 
voltage and the direction of an applied potential. 

The conductance of collodion membranes was found by Micliaelis® to 
vary greatly and characteristically with the solution of electrolyte in 
contact wth them. His membranes, thoroughly imbibed by long 
washing, were usually in contact -with the same solution on both sides. 
When they separated two different solutions (as in the experiments® 
where the transfer number of ions in the membrane was determined) 
there was at first a change of resistance wth time, necessitating the 
adjustment of the current by a ballast resistance. This change was 
ascribed chiefly to polarization at the platinum electrodes. 

In the present experiments, the most marked effects were found 
when the membranes separated two different solutions of different 
conductivity, such as HCl and KCl. The resistance then depended 
upon which ions were carried across tlie membrane, and the potential 
gradient under which they moved. It is believed that the changes are 
those of real ohmic resistance and that they present no phenomena 
requiring any special properties of collodion to explain, since tlie effects 
may be seen in other systems. The collodion film is thus used merely 
to obtain a very short conducting system separating two different 
solutions. 

A rise of resistance always occurs when ions of lower mobility are 
moved into a conductor and supplant those of higher mobility. De- 
vices for maintaining a constant current in a tube of electrolyte under 
these conditions are used in the determination of transport number by 
the “moving boundary” method.^® A similar effect is more strikingly 
seen when a current passes through a fine capillary, filled with KCl 
solution and dipping into sea water; the resistance then rises when the 
positive current passes inward, and falls, when, it passes outward. 
This is an effect which must be controlled in tire experiments performed 
with cells impaled on capillaries.^^ 

® Michaelis, L., Green, A. A., and Weech, A. A., J. Gen. Physiol., 1928-29, 12, 
473. 

® Alichaelis, L., Weech, A. A., and Yamatori, A., J. Gen. Physiol., 1926-27, 10, 
685. 

^“Longsworth, L. G., and Macinnes, D. A., J, Opt. Soc. Am. and Rev. Sci. 
liislr., 1929, 19, 50. 

Blinks, L. R., J. Gen. Physiol., 1930-31, 14, 139. 
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In both the above cases the limits are represented by the resistance 
of the conductor when totally filled with one or the other solution. 
They tend to be reached at all current densities, the rise being slower 
with small voltages than with large. When sharp boundaries are 
maintained, this must be strictly true. But under very small poten- 
tial gradients the boundaries become less sharp, and backward diffusion 
will prevent the complete substitution of one solution for another. (A 
heating effect may further contribute to this diffuse boundary at very 
high current densities.) 

The most satisfactory explanation for the apparent equilibrium at 
any given potential in these colfe^dion membranes is that a boundary 
of greater or less sharpness is formed, composed of different proportions 
of the ions involved. This maintains itself under the two opposed 
gradients of potential and diffusion, and as long as these remain con- 
stant, the character and position of the boundary is unchanged, giving 
a constant resistance. When either is changed the resistance changes. 
The process is exaggerated by the extreme thinness of the membrane, 
so that the boundary has but to move a short distance to the right or 
left in order to completely fill the membrane with one or the other 
electrolyte. 


u 

The membranes were prepared from ordinary Merck’s collodion U. S. P. ; or from 
Parlodion dissolved in 75 per cent alcohol, 25 per cent ether. The kind of collodion 
seemed to be immaterial for these effects. A small amount of the solution was 
poured upon a clean glass plate and another plate gently placed over it (avoiding 
bubbles), spreading the collodion into a film. The plates were then carefully slid 
apart and stood on end to diy. 15 minutes’ drying was often sufEdent for these 
very thin films, but usually they were allowed a day or more. They adhere very 
tightly to the glass and may be stored in this condition. Usually, however, they 
were removed from the glass and stored spread out on filter paper. ' This was done 
by immersing the glass plates in water until the films were free (loosened, if neces- 
sary, by a camel’s hair brush) and floated to the top. They were then spread into 
a smooth sheet, and lifted out, supported on filter paper inserted from below. 
Dried flat they now remained slightly attached to the paper, and could be stored 
in folders until needed. 

From regions w’hich showed brilliant red and green interference colors 2 cm. 
squares of paper and film W’ere cut with shears and the film cemented over the ends 
of tubes for use. These tubes were usually of the Y-form shown in Fig. 1. One 
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arm of the Y was gently heated and the end ringed with the lov.* melting point 
wax “Picein” which adheres well to both glass and collodion. While still warm it 
was brought gently in contact vdth the square of collodion which formed a firm seal 
to the glass and came free of the filter paper. The other arm of the Y v,-as filled 
with a plug of stiff agar gel, imbibed with the solution used in the Y-tube. The 
Y-tube was usually filled for a distance of about 1 cm. up the vertical neck. For 
emptying it was inverted and drained. Great care was needed to avoid vibration 
at all times as the thin membranes were easily broken by jar, even with the small 
head of liquid used. 

The arms of the Y-tube dipped into intermediate vessels filled with the desired 
solutions as shown. The electrodes were large ones of chloride-coated amalga- 
mated lead, and were practically free of polarization at any current density used 
in these experiments. No resistance changes of great magnitude were observed in 



Fig. 1. Diagram of apparatus for measuring resistance of collodion films. The 
membrane (3f) is cemented over one arm of the Y-tube, and separates the inner 
solution (7) from the outer solution (£). The other arm, plugged with agar (P), 
dips into the cup (P) . U-tubes, plugged with agar (P) , connect with the cups (C) 
into which dip the electrodes (L). 

the system of conductors leading up to the membranes. With both arms of the 
Y-tube plugged with agar the resistance of the system under various conditions 
v/as between 500 and 1500 ohms; it remained constant to 50 or 100 ohms during 
long current flows under applied potentials of as much as 4 volts. This value 
formed the base which was subtracted from the total resistance to give that of the 
membrane. The resistance was measured in the direct current bridge previously 
described.^'^ 

The membranes introduced resistances from a few hvmdred ohms (when there 
were large leaks) to several megohms, as measured under standard conditions (in 
contact with 1.0 m KCl solutions). Neither of these extremes showed the phenom- 
ena of variable resistance as strikingly as the membranes of intermediate values 
most of which, as used, ranged between 3000 and 50,000 ohms, under standard 


Blinks, L. R., J, Gen. Physiol., 1929-30, 13, 361. 
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conditions. With care the solutions in contact with the membrane could be 
changed 8 or 10 times, and a return made to the first resistance value when in con- 
tact with the initial solutions. Sometimes a jar or the p.issage of a large current 
itself suddently reduced the value of resistance under all conditions to a new level, 
at which the effects still took place, although often with a changed percentage. 
The resistance of the membranes had therefore to be checked frequently under 
standard conditions (in contact with i M KCl). When this was done a consider- 
able series of comparisons could be instituted. 

Ill 

When a small potential was applied to a membrane separating two 
solutions, a definite resistance was soon reached, at which the bridge 
maintained a constant balance. When the potential was changed, a 
new value was produced, either higher or lower, depending upon the 
direction and intensity of the potential gradient: IS seconds was 
usually sufficient to reach this new constant level, and this time was 
chosen as a standard in which to make the balance. In some cases a 
longer time was required, but in general the values at 15 seconds repre- 
sented fully 95 per cent of the steady values. 

The largest absolute changes of resistance were usually found in 
freshly made membranes immediately after being sealed to the tubes. 
As an example, such a new membrane had a net resistance of 9500 
ohms when separating a solution of normal HCl inside the tube from 
sea water outside. This was the value when 50 mv. was applied to it, 
in such a direction that the positive current passed outward (from HCl 
toward sea water), moving H ions across the membrane. When the 
potential was increased in this direction the resistance fell further, reach- 
ing at 100 mv. 7800 ohms, and at 0.5 volt a value of 5200 ohms. At 
higher voltages the resistance became nearly constant at about 4800 
ohms. On the return to a lower applied potential the resistance rose 
again and at 100 mv. was 7700 ohms. The potential was now reversed 
so that the positive current passed from sea water inward to HCl. At 
50 mv. the resistance was 15,000 ohms; at increased voltages it rose 
rapidly, reaching at 0.5 volt 18,300 ohms, and at 3.3 volts 21,500 ohms. 
On the return to 100 mv. the value was 15,600 ohms. 

After this membrane had been placed in sea water for 2 days, the 
resistance rose only to about 15,500 ohms at the ma.ximum inward 
potential. A day later, after many measurements had been made, the 
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range was from 500 ohms (current outward) to 5800 ohms (current 
inward). There had evidently been progressive injury which in- 
creased the absolute permeability to ions. But the percentage of 
resistance rise under the same conditions had increased, probably be- 
cause the current densities in the earlier e-xperiments had not been 
sufficient for sweeping out all H ions from the membrane. 



Fig. 2. Variation of resistance with applied potential in a membrane separating 
molar solutions, as follows : 


Curve OuUide solution Inside solution 

A HCl HCl 

B KCl HCl 

C KCl KCl 

D NaCl KCl 

E LiCl KCl 

F LiCl LiCl 


Potentials increasing to the left of zero cause a flow of positive current inward; 
to the right outward. 


This experiment may be considered analogous to many biological 
cases, where a cell encloses sap of high electrolyte concentration and is 
surrounded by water of low electrolyte concentration. 

Even greater rises of resistance may be produced by greater dilutions 
of the sea water outside the membrane. But more useful information 
was gained by keeping the concentrations equal on both sides of the 
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membrane, and varying the composition of the solutions. In most of 
the experiments the concentration was kept at 1.0 molar, and chlorides 
only were employed, the cations being varied. Such a group of experi- 
ments is shown in Fig. 2 for HCl, KCl, NaCl, and LiCl. It is seen 
that the resistance increases in the order given. When two salts were 
separated by the membrane the resistance rose when the direction of 
the current was such as to carry the less mobile ions across the mem- 
brane. In general the highest value then reached (at high potentials) 



Fig. 3. Variation of resistance with applied potential in a membrane separating 
molar solutions of various kinds; Curved, HCl both sides; B, HCl outside, CaCh 
inside; C, KCl outside, CaCl- inside; D, KCl outside, NaCl inside; NaCl inside 
and outside. The membrane had evidently been somewhat injured between 
Curves A and B, and betiveen D and E. Potentials increasing to left of zero cause 
inward current, to right, outward. 

was a little lower than that found (at all potentials) when the mem- 
brane was exposed to the more poorly conducting solution on both 
sides.^This showed that there was still some mi.xing of ions in the 
membrane at the highest potentials. The resistances of the mem- 
branes, when wholly imbibed with the given solutions, were about in 
the proportions of the specific resistances of aqueous solutions of the 
equivalent concentration. The membranes thus did not show any 
specific properties in exaggerating differences in ionic mobilities, such 
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as Micliaelis found in his celloidin (Schering) membranes. The 
ent kind of collodion, the higher salt concentrations used, an 
thinness of tire membranes may all account for the absence of this 
here. The membrane in 1 M LiCl had about twice tlie resista 
had in 1 M KCl, and in the latter had about three times tliat i 
HCl, The value \vith NaCl fell between KCl and LiCl, while i 
CaCb (Fig. 3) it had a sh'ghtly lower resistance than in 1 m 
T hese are roughly proportional to the specific resistances of the 
tions. 



Fig. 4. Vaiiation of resistance with applied potential in a membrane sepc 
molar solutions of HCl and KCl. Curve A, HCl on both sides; B, HCl o 
KCl inside; C, KCl outside, HCl inside; I?, KCl on both sides. Potentials ii 
ing to left of zero cause inward current, to right, outward. 

The alternating current resistance of tliese membranes was ui 
equal to that of direct current just where the curves crossed the 1 
zero potential. 

While the resistances are in general dependent on the solutions 
which the membranes are in contact, and hence are reversible 
the solutions are changed side for side, there are also slight, and s 
times very large, as)mimetries, which greatly distort the ci 
Fig. 4 shows the values reached when KCl and HCl were apphec 
membrane in four different combinations. With HCl inside the 
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and KCI outside the curve crosses the zero line at quite a diflerent point 
from where it does with the opposite arrangement. The two curves 
also cross each other at a point about 300 mv. from the zero line. 

It is also to be noted that the curve D is distinctly rounded, widi 
the highest resistances at the lowest potentials. This was often found 
to be the case in the membranes, and may be due to a widening of cur- 



Fig. 5. Anomalies in the variation of resistance •with potential. Curves A and 
£ are for a membrane with sea water on both sides. Curve A: potentials de- 
creased from left to zero, then reversed and increased from zero to right as shown 
by arrows. Curve B: potentials decreased from right to zero, while the current 
continued to flow. There is a hystcrelic effect, the resistance remaining higher 
than during the increase of potential. To left of zero, however, with increase of 
potential during current flow, Curve B agrees well with Curve A, Curve C was 
taken after 0.5 M KCI had been substituted for sea water outside the membrane. 
The curve goes through a double inflection near the zero line. Potentials to left of 
zero cause outward current, to right, inward. 

rent paths under high potentials. But the opposite shape, with the 
resistance rising on both sides of zero was occasionally found, and is so 
far without e.xplanation. Fig. 5 shows a case of this kind, and also 
illustrates two other anomalies. It is evident that the resistance rise 
is not symmetrical about zero potential, being mostly confined to an 
inward current, decreasing at first with outward currents, and finally 
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rising again at higher potentials. When 0.5 m KCl was substi- 
tuted for sea water on the outside of the membrane the curve went 
through a double inflection at tlie lower potential values. The re- 
mainder of the curve paralleled tlie sea water curve at slightly different 
absolute values. Tins double inflection was characteristic of several 
membranes just after solutions had been changed and is undoubtedly 
due to the establislunent of new diffusion gradients in the membrane. 

Anotlier anomaly, shown in Fig. 5, is the different shape of the 
curv'^e on ascending and on descending potentials. In the descending 
arm (B) of the sea water curve, the current was allowed to flow con- 
tinually wlflle tlie potential was decreased, not being broken between 
readings. These were made in tlie standard time (15 seconds) after 
the new potential was established across the membranes. It is seen 
that tlie resistance staj’^ed at a much liigher value at most potentials, 
and then began to decrease more rapidly, at the approach to zero. On 
the reversal of potential the original values were nearly duplicated. 

This delay, wliich resembles a hysteretic effect, is seen in another way 
when potentials are applied in rapid succession, ^^^hile tlie same resist- 
ance level is eventually reached, tliis takes longer at the first applica- 
tion tlian at later ones following immediately after. Fig. 6 is a string 
galvanometer record of the bridge deflections, showing two applica- 
tions of the same potential to a membrane separating solutions of dif- 
ferent conducthity. In tliis case the less mobile ions w^ere being car- 
ried into the membrane by the current and the resistance rose during 
the flow- of current. But tlie time to rise approximately to balance 
point (at break) was nearly 14 seconds, w^hile tlie same point was 
reached in about 7 seconds on a new application, following 1 second 
after the first W’^as broken. It is evident that during the 1 second be- 
tw'een potential applications much dift'usion had occurred, w’^hich had 
reduced tlie resistance again, and unbalanced tlie bridge; but this had 
not gone as far as in the original condition, and it did not take as long to 
establish the new gradient in the membrane. Very similar hysteretic 
effects have been noted in Valonia cells, and the curves have much 
resemblance. 

Comparison of tliis record with those of living cells does, however, 
show a striking difl'erence as respects the back e.m.e. of polarization. 
When present this appears on the string records as a large upward 
excursion of the image at the removal of an applied potential. In 
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Nilella^^ and in normal Valonia this upward curve at “break” is nearly 
symmetrical ^\^th the downward movement at “make:” in this it 
resembles the curves for electrode polarization. But the upward 
movement at break is nearly absent in the records for collodion, show- 
ing that the rise of resistance is one of “real” or ohmic resistance. 

In this respect these collodion membranes are in agreement with 
those of Espermiiller*^ whicli were held only between metal plates, 
without any contact with solutions. The ions were there necessarily 



Fig. 6. String galvanometer record of bridge deflections during two applica- 
tions of 0.5 volt to a membrane separating 1.0 it KCI from 1.0 it HCl. (Positive 
current from KCl to HCl.) The image deflects from zero (no current in bridge) 
downward at the application or “make” (31) of the potential and rises as the 
resistance increases nearly to the balance point. At removal of the potential or 
“break” (B) there is a negligible back eju.f. displayed as the image returns to zero. 
At the second make (3/) the deflection is less and the resistance rise is about twice 
as fast. At break (B), there is again a negligible back e.m.f. Time marks, S 
seconds. 

derived from the collodion itself, and the resistance rose or fell as they 
were carried to one side or the other of the film. Polarization was 
absent. 


rt* 

The biological significance of the phenomena described for collodion 
will depend upon the relative roles played in living cells by the two 
components of any hindrance to the passage of direct current. These 
may be (1) a real ohmic resistance and (2) an e.it.f. of polarization. 

Blinks, L. R., J. Gen. Physiol.^ 1929-30, 13, 495. 

'Es^QtmnWtT fP.., Arch. Eiektrotech., 1928,21, 148. 
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Both may occur in any conducting system and certainly the first is 
always present (with a possibility of variation). It would be possible 
to ascribe many of the observed resistance variations in living matter 
indirectly to variations in the bioelectric potential difference e.xisting 
at the cell surface, which, by a small change of value (as at or near the 
zero point in these curves), might bring about a large change in the 
electrolyte content of that surface. This would affect not only direct 
current measurements, but also those of low frequency alternating 
current in which the ohmic resistance of the membrane is more impor- 
tant than its capacity. A tempting hypothesis could thus be estab- 
lished on the relations between bioelectric potential and electrical 
resistance. 

The evidence, however, for Valouia and NilcUa, as v'ell as for 
many other organisms, indicates the greater importance of polariza- 
tion E.M.F.’s in the observed “resistance” to direct current. The study 
of impaled Valouia cells” especially indicates the important role of 
these back e.m.f.’s. It is felt therefore that the mechanism of rise of 
resistance in the thin collodion films reported here does not completely 
represent that of the cells. It is, however, described since it 
may have a bearing upon other cases. It should further be noted 
that to a certain extent collodion furnishes a model for polarization 
potentials, inasmuch as Labes and Zain* found back e.ii.f.’s of as high 
as 80 mv. developed by long passage of current through another type 
of membrane. Further study of these as a model of the Valouia cells 
is in progress. 

SUMJLARY 

The resistance of very thin collodion membranes to direct current 
bears some resemblance to that of living cells since it varies with the 
applied potential. With membranes separating two different solu- 
tions the resistance varies with the direction (and the voltage) of the 
applied potential, rising when less mobile ions are carried across the 
membrane and falling when more mobile ones are so carried. (With 
some membranes the resistance varies with potential when the same 
solution is on both sides.) These changes are very prompt and regu- 
lar. There is a hysteretic effect of previous current flow. 

But the membranes differ from Valouia cells in that the rise of resist- 
ance is largely ohmic, there being little or no polarization potential. 



THE VARIATION OF ELECTRICAL RESISTANCE WITH 
APPLIED POTENTIAL 

HI. IirPALED Valonia veniricosa 
By L. R. blinks 

{From the Laboratories oj The Rocicfeller Institute for Medical Research) 
(Accepted for pubHcatioiif July 7, 1930) 

I 

In many freshly gathered cells of Valonia veniricosa the apparent 
resistance of the protoplasm to direct current varies with the value 
of the potential applied to measure it.’ It was further shown' that 
the apparent resistance of a single layer of protoplasm in such cells 
depends also upon the direction of the current, falling somewhat when 
the applied potential is increased to carry the positive current outward 
across it, but rising greatly during the first increase of 100 mv. in the 
opposite (inward) sense. 

These directional efifects were studied in cells in which the contact- 
region at one end had been killed with chloroform. They were there- 
fore limited to the time during which the intact end remained un- 
influenced by the diffusion of chloroform, or by the death of the other 
end. This was at most IS minutes to half an hour. In order to 
extend greatly the time of these measurements across a single layer 
of protoplasm, and to avoid the influence of toxic agents, a series of 
resistance measurements was made with F. vcntricosa cells impaled 
upon fine glass capillaries. Through these the current was led into 
(or out of) the vacuole, and passed but once across the protoplasm to 
(or from) the surrounding sea water. 

It is recognized that the advantages of this method are balanced by 
the possible injury inflicted by the insertion of a capillary into the 
cell. It has already been noted’ that cells which have reached the 

‘ Blinks, L. R., J. Gen. Physiol., 1929-30, 13, 793. 

- Blinks, L. R., J. Gat. Physiol., 1929-30, 13, 361. 
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“constant” state may be rendered again “variable” {i.c,, having an 
apparent resistance depending on the value of the applied potential), 
simply by impalement. However, the production of this state at 
will has contributed toward an understanding of its causes, and it is 
believed that an objective statement of the changes occurring as the 
cells remain impaled may be valuable. The formation of an “elec- 
trical seal” about the capillary has already been referred to in the 
static measurements of Osterhout, Damon, and Jacques.®)^ The 
present measurements of resistance and polarization during the flow 
of current across the whole protoplasmic film yield further criteria 
on the condition of impaled cells. 


II 

The present technique was directly adapted from that of Osterhout, 
Damon, and Jacques, the impalement being done under a slight pres- 
sure and a small hydrostatic head subsequently maintained to pre- 
vent the collapse of the cells. Various arrangements utilized are 
shown in Figs. 1, c, b, and c. Supported by the capillary above, and 
by a ring of cork or glass below, the cell was held gently and motion 
upon the capillary was prevented. This immobility contributed 
largely to the prompt recovery and long life of the cells. The use of 
rather small cells (from 0.5 to 1 cm in diameter) was also helpful, 
since the protoplasmic film of larger cells seems to be much more 
unstable, and breaks up into hundreds of tiny cells (inside the old 
cell wall) very promptly after mechanical injury such as pricking. 
Smaller cells (2 to 3 mm. in diameter) could sometimes be impaled 
without support from below (Fig. 1 d). 

The capillaries usually projected 2 or 3 mm. into the vacuole; they were about 1 
cm. long and had an outside diameter of 0.2 to 0.5 mm. They were drawn on the 
ends of -i inch (or smaller) glass tubing, which, filled with artificial sap of Valonia 
ventricosa,^ formed the salt-bridge connecting the vacuole to one of the electrodes. 


® Osterhout, W. J. V., Damon, E. B., and Jacques, A. G., /. Gen. Physiol., 
1927-28, H, 193. 

* Damon, E. B., /. Gen. Physiol, 1929-30, 13, 207. 

® This had the composition: 0.6 m. KCl, 95 parts, to 0.6 m. NaCl, 5 parts. For 
the original analysis of this sap see Cooper, W. C., Jr., and Blinks, L. R., Science, 
1928, 68, 164. 
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In this they resemble most of the so-called “micro-electrodes/* which are generally 
microscopic only as respects the capillary point inserted into the cell, and are more 
properly “micro-salt-bridges” connecting the cell interior to more or less distant 
electrodes of quite ordinary size.® This is indeed a more satisfactory arrange- 
ment than a minute metal surface, in any electrical measurement where polariza- 
tion is to be avoided; in the present studies particularly, where current flow is 
purposely caused in order to produce the described effects, such polarization 



Fig. 1. Apparatus used for supporting the impaled cells of Vahnia. In each 
^ . case the capillary is drawn on the end of a vertical tube which fits rather tightly 
in the cork stopper. It is filled with artificial sap. In a the cell is supported from 
below on a cork with flexible prongs, itself supported on a glass rod inserted firmly 
into the cork stopper. In b the support is the flared end of a glass tube similarly 
inserted. In c the cell is supported inside the narrow orifice of a wider glass tube. 
In d there is no lower support for the small cell. Except in a the electrodes are 
of straight or coiled silver wire, inserted into the sea water or artificial sap as shown. 
In a there are agar-plugged salt bridges connecting to lead electrodes (not shown). 


® But the silver plated quartz needle recently described by Sen is really a micro- 
electrode. Sen, B., Proc, Soe. Exp. Biol, and Afed., 1929-30, 27, 310. 
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is inadmissible. It was found that very small electrodes of fine silver wi 
ride-coated and introduced through the capillary into the vacuole of impa 
gave very erratic results and seriously distorted the observed effects. Ti 
also the danger of injury to the protoplasm by minute amounts of silver 
salts dissolving from metal electrodes inserted directly into the vacuole 
periods of time, and the impossibility of cleaning and recoating the si 
frequent intervals while in the cell. Instead, more distant electrodes 
larger surface were employed and the desired currents obtained thri 
capillaries by the application of higher voltages. 

The electrodes were usually of straight or coiled silver wire (20-gaugq 
inches in length, and inserted respectively into the sea water and into the 
sap in the tube above the capillary (Figs. 1 b, c, d). They were cleaned 
coated with chloride elcctrolytically at least once a day (or oftener wh 
polarization, measured with a blank capillary, warranted). In some of th( 
even larger electrodes of sheet lead, amalgamated and chloride-coate 
employed; these dipped into separate vessels and were connected to the 
agar-plugged salt-bridges, shown in Fig. 1 a. 

At either type of electrode, polarization was virtually absent during lo 
of the largest currents used in the measurements (50 to 100 microai 
Similar constancy of ohmic resistance was observed during such flows of 
through the capillaries, either when these were in connection with artificii 
a vessel, or with the natural sap of the vacuole. Thus in a cell killed imm 
before measurement, the current was passed through a capillary inserted 
vacuole, for as long as 15 minutes, and in cither direction, without sij 
change of re'Sistance. Such constancy is of course essential for determii 
amount of change in the living protoplasm. Very satisfactory agreemen 
basal value from day to day was likewise found, the only fluctuations being 
were expected from 2° or 3° changes of temperature. 

The constancy of this resistance disappeared when the sap-filled ca 
were dipped directly into sea water, or remained in a dead cell long enougi 
sea water to diffuse into the vacuole. In these cases the resistance rose w 
positive current was passed inward, and reached a value about 20 per cen 
when most of the K+ ions had been supplanted in the capillary by the les: 
ions of the sea water. Such a diffusion of sea water into the sap is a sign 
injury, and this effect was never foimd in healthy cells. Since the rise of re 
in the capillary is entirely ohmic, it is easily distinguished (by the absence 
E.M.F.) from the protoplasmic phenomena, which will later be shown to be 
reactive (i.e., due to the production of a back e.m.f.). 

Further check on the basal resistance of the capillary was given by alte 
current measurements at a frequency (5000 cycles) where the impedanc( 
protoplasm was negligible. These gave very constant readings from day 
independent of the changes of apparent resistance to direct current ocen 
the protoplasm. 



L. R. BLINKS 


143 


Depending upon the diameter and length of the capillary, this basal resistance 
(5) ranged from 10,000 to 100,000 ohms. In order to pass sufficient current 
through such capillaries to obtain the described efTects in the protoplasm it was 
sometimes necessary to apply as much as 4 or 5 volts to the electrodes. The po- 
tential drop across the protoplasm was, of course, but a small fraction of this. 
The total applied potential (I^, and the apparent direct current resistance (R), 
were determined in the Wheatstone bridge previou^y described.^ This bridge 
also provided for the measurement of potential differences existing in the cell, 
cither by compensating to zero with a series potentiometer, or by deflection of the 
direct reading detector (vacuum-tube electrometer with string galvanometer). 
This could be done at full sensitivity, with one arm of the bridge thrown out (open 
circuit), or, in the condition of balance, with setisitwily reduced onc-half. 

The values of net protoplasmic potential difference were obtained by subtract- 
ing or balancing out the p.d. between the electrodes, due to the different chloride 
content of sea water and artificial sap. This p.d. was usually about 4 mv. 

For purposes of comparison with previous papers,^’ the results with Valonia 
teulricosa are here described. The cells were used in June, July, and August at 
Dry Tortugas, Florida, at temperatures between 25® and 30*C., and later in New 
York at lower temperatures with good agreement of the results. 

Further general agreement has been found in the behavior of impaled cells of 
r. niacrophysa in the course of continued study at Bermuda, except that these 
cells show even larger polarization potentials, and recover more readily to a con- 
dition resembling the “constant” state of intact cells. These are reserved for 
discussion in a later paper. 

As before, it is a pleasure to acknowledge the generous co-operation of the Car- 
negie Institution of Washington in offering the facilities of its laboratory at 
Tortugas. 


Ill 

This section describes the characteristic values of potential differ- 
ence naturally e.xisting across the protoplasm of Valonia veniricosa. 
As indicated in a preliminary report,’ these differ somewhat from 
those of V. macrophysa as described by Osterhout, Damon, and 
Jacques.’ Theoretically the values of bioelectric potential, de- 
veloped by the protoplasm in contact with different solutions, should 
have a close relation to the polarization potentials elicited by the flow 
of current to or from such solutions. This expectation has been 
justified in the correlation found between several types of polarization 
responses and the bioelectric potential which accompanies them. 

’ Blinks, L. R., Carnegie Inst. Wasltington Year Book, 1928-29, 28, 277. 
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We may indicate five typical stages of the bioelectric potential 
difference: 

( 1 ) 

Initial mechanical shock — p.d. 5 mv. or less (inside positive). 

This stage follows immediately after impalement and lasts from a 
few minutes to several hours, depending apparently on the degree of 
injury sustained. The earliest measurable p.d. (some 10 seconds 
after impalement) is about 5 mv.; this usually drops within a few 
minutes to nearly zero. There is then a slow recovery of 1 or 2 mv. 
per hour, this process passing into stage (2) without apparent break. 
But in occasional cases there may be a complete reversal of p.d. 
to about 30 mv. {outside positive). This usually occurs promptly 
after impalement, lasts but a few minutes and is as promptly recovered 
from. It seems to occur most frequently in cells which have already 
reached the "constant” state before impalement, and it is really a 
momentary example of stage (4) , probably elicited by the breakdown of 
the outer layer (X) of the protoplasm.'* As X recovers or Y in turn 
breaks down, the p.d. returns to zero and the remaining slow recovery 
process ensues. 

It may be noted that the potential differences given for stage (1) are in good 
agreement with those observed by Taylor and Whitaker® soon after the insertion 
of a micro-electrode into the vacuole of Valonia venlricosa. They state that there 
was “a relatively rapid lowering of the potential difference, which was then fol- 
lowed by a gradual rise to a maximiun .... Although the amount of voltage 
varied for different cells, we have estimated a mean value of the potential differ- 
ence betv.'een the cell sap of Valonia and sea water to be about 0.002 volt. The 
charge of the cell sap of Valonia was plus with reference to sea water.” Had they 
followed the process longer there can be no doubt the P.D, would have been found 
to rise to values typical of stage (2). The necessity of such long waits for impaled 
cells to become stabilized was insufficiently realized for a long time, and probably 
also accoimts for the low values (1 or 2 mv.) reported by Osterhout,® who first 
measured the p.d. in this manner in Valonia, and by Jost*“ who repeated them, 
Umrath^ has recently stated that his earlier reports for Nitella were likewise too 

® Taylor, C. V., and Whitaker, D. M., Carnegie Inst. Washington Year Book, 
1925-26, 25, 248. 

® Osterhout, W. J. V., J. Gen. Physiol., 1925-26, 7, 561. 

Jost, L., Silzber. Heid. Ak. Wiss., 1927, Abh. 13, 1, 

^ Umrath, K., Protoplasma, 1930, 9, 576. 
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low for the same reason. This need ofrecovery was first pointedoutby Osterhout, 
Damon, and Jacques.^ In early experiments of the author to measure the electri- 
cal resistance of impaled cells, great ambiguity was met through similar neglect 
of the time factor, and the method was temporarily abandoned. 

( 2 ) 

The stage of recovery and normal potential: p.d. from 8 to 25 mv. 
with an average of 15 mv. (inside positive). 

This is reached within several hours to 2 days after impalement, and 
persists through the life of the cell, with a gradual decrease of value. 



Fig. 2. Composite graph of Che p.d. measured across the protoplasm during the 
life of 34 impaled cells of Valonia vcntricosa in sea water. Each point is a single 
determination. The outer lines roughly enclose nearly all the scattered values, 
and the median line is drawn freehand to represent an average value. The p.d. 
is that of the vacuole, which is positive in the electrometer circuit to the sea water. 

Fig. 2 gives a composite picture of the course of these values for a 
representative group of cells. The variations from day to day might 
be several millivolts, but in general a given cell had a more or less 
constant P.D., and those which were apparently most healthy (i.e., 
dark green, turgid, and shiny) gave the highest values. 

It should be noted that tins p.i>. is in the same direction as that of 
F. macrophysa similarly impaled and immersed in sea water, but has a 
normal value from 2 to 3 times as great. This is a specific difference, 
which if connected only with the higher potassium content of the sap 
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of V . veniricosa, must argue against a high mobility of K+ io 
protoplasm, at least at the inner surface, since the p.d. is incr 
the wrong direction, the positive current tending to flow f 
water inward to the sap. The difference can probably be e: 
on the basis of 3 layers in the protoplasm.'* 

While stages (1) and (2) are the only ones necessarily passed 
by the living impaled cells, there are two other stages whi 
temporarily be produced by special causes, and have import£ 
tions to the polarization phenomena. These are; 

( 3 ) 

A stage of increased p.d. (inside positive), produced by the 
tion of various solutions. The highest of these measured wa 

a) 100 millivolts (inside positive) , produced by the immersio 
cell in artificial sap (such as employed in the capillary tube^) 
is almost instantly attained, remains from 1 to 5 minutes, a 
more slowly falls away to 5 mv. or less (inside positive). Soi 
the initial rise is only to 40 or 50 mv. There has not yet bee 
the secondary rise shown by V. macrophysa at its first conts 
its own sap, and this behavior more resembles the succeeding i 
tions of sap to that species.'* The effect may be produced tir 
time in V .veniricosa if the cell is returned to sea water for sever; 
between exposures to sap. The rise of p.d. might be attribute 
high mobility of the K+ ion in the order surface of the protoplas 
its succeeding fall to the total imbibition of the latter with KClc 
ing the gradient of K+ concentration across the outer surface, 
plasmic asymmetry might thus be said to exist after the expc 
cells to sea water, but to disappear upon their imbibition w 
According to Damon’s explanation* for the shape of curves in 
sive applications of sap to V . macrophysa, the middle layer (W 
protoplasm in V. veniricosa might further be considered alwaj 
well imbibed with KCl. 0.6 m KCl .acts much like sap in tli 
periments. 

h) In addition to the large temporary increase of p.d. prod\ 
sap, other, smaller, increases were produced by immersion of t 
in diluted sea water (1/10 sea water to 9/10 isotonic glycerin 
in 0.6 M MgSO^. In each case the p.d. rose to 35 or 40 mv. 
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positive) and remained up for half an hour or longer. This increase 
is very much like the effect of dilute sea water on V. viacro- 
physa}^ The direction of this increase argues for a higher mobility 
of some anion, presumably Cl', in the inner surface of the protoplasm, 
since the gradient is greatly increased by these treatments. Im- 
mersion of the cells in 0.6 M NaCl promptly brings the p.n. nearly to 
zero, where it remains, and this could be ascribed to the abolition of the 
Cl" gradient. 

We now come to a fourth t3rpical and very interesting stage: 

(4) 

Reversed potential: pj). to 50 mv. (outside positive). 

This frequently occurs after a long exposure to dilute sea water or 
MgSOi solution, especially just after the cells are re-immersed in 
ordinary sea water. The change to this level is very rapid, sometimes 
being completed in a few seconds. The recovery from it is usually 
somewhat slower, and its total duration is seldom more than S or 10 
minutes. Its occurrence shortly after impalement in some cells has 
already been noted under stage (1). It may also be elicited after very 
large current flows, either of inward or of outward current. For the 
latter it is not in the direction of a counter e.m.p. and therefore is 
distinct from the polarization response. Its independence of the 
current direction, and its production under a variety of circumstances, 
suggests rather that it is in the nature of an “alteration” such as the 
temporary destruction of the outer protoplasnuc layer (X)* (or 
the reduction of its e.m.f.), leaving the outwardly directed em.f. of Y. 
This alteration is not permanently injurious to the cell, and is indeed 
characteristically found in those cells most nearly “normal” or “con- 
stant” in their apparent resistance. Thus it is most frequently seen 
just after “constant” cells are impaled, and then again toward the end 
of stage (2) when the cells have recovered from the injury of impale- 
ment. The ease of its production may then actually become trouble- 
some in the measurement of bioelectric potentials. 


Damon, E. B., and Osterhout, W. J. V., Cai. Physiol., 1929-30, 13, 445. 
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( 5 ) 

The abolition of potential: (p.d,, 1 mv. or less). 

This stage is reached on the death of the cell even before the proto- 
plasm is obviously disintegrated. It may be produced by long ap- 
plications of single salt solutions, or by heat, or by chloroform and 
other toxic agents. It is of no particular biological interest therefore, 
but serves as a check on the electrodes and on the experimental 
technique. 

IV 

We may now turn to the phenomena caused by the flow of current 
at these different stages. 

Stage (5) has already been referred to in the discussion of methods, 
and serves as a convenient check upon the constancy of the electrodes 
and of the capillary resistance. In impaled cells just killed by chloro- 
form, as much as 5 volts may be applied to the electrodes, and an 
approximately constant resistance measured during as long as a half 
hour of current flow in either direction. Neither electrodes, capillary, 
dead protoplasm nor cell wall introduce any significant change of 
resistance during this time. This shows that the heating effect of the 
current is negligible, and that migration of sea water into the vacuole 
is small. 

In stage (1) are found rather similar conditions, except that the 
resistances tend to be slightly higher than those of the blank capillary 
before its insertion; and there is a feeble reaction, shown in the detec- 
tor as a small back e.m.p. at the break of the current (of either direc- 
tion). Occasionally there is a slightly higher apparent resistance to a 
small outward current than to an inward current, especially in cells 
where the reversion to stage (4) occurs. In general the effective 
resistance of the freshly impaled cells is so low as to be negligible at all 
current densities. This unexpected result in the early experiments of 
the author led to the temporary abandonment of the capillary method, 
since it could not be reconciled with the high effective resistance of the 
same cell measured just before its impalement. The low resistance is 
almost certainly due to leaks around the insertion of the capillary, 
but also to more profound changes in the entire protoplasmic surface. 
The nature of these changes be^ns to appear in the recovery process. 
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Stage (2). If now, after the cell had been impaled several hours, 
or as much as a day, a small potential (0.25 to 0.5 volt) was applied 
to the electrodes, the behavior was even more like that of stage (5) 
or a dead cell. The small reaction (back e.m.f.) shown in stage (1) 
had usually disappeared, and the resistance was essentially equal to 
that of the blank capillary before its insertion (or to the alternating 
current resistance measured at the moment). When the potential 
was increased in a direction to carry the positive current outward 
(from sap to sea water) across the protoplasm, this low resistance 
was maintained, even up to currents of 100 microamperes (caused by 
the application of 5 volts to a capillary of 50,000 ohms resistance). 



Fic. 3, Tracing from string galvanometer record showing deflections of the 
bridge detector during the flow of current inward across the protoplasm of an 
impaled cell of Valonia vctilricosa. The upward movement is due to a rise of 
resistance, or to the appearance of an E.M.r. opposed to the applied potential. 
After the rise has occurred is increased in 5 steps of 1000 ohms each to bring the 
detector to zero. At break there is a momentary upward movement due to the 
back E.u.F. Jit = 45,000 ohms, later increased to 50,000 ohms. Applied poten- 
tial, 1 volt. Detector sensitivity in open circuit as shown. Time marks, 1 second. 
M, make; B, break, (p.d. of cell was compensated to zero before the record.) 

Only -when the current was revereed and passed inward across the 
protoplasm from sea water to sap was there a change of the apparent 
resistance. At slightly higher voltages, between 0.5 and 2 or more 
volts in these early stages, this change occurred rather suddenly 
(Fig. 3). At the critical voltage there was at first no response to the 
flow of current, but in from 1 to 20 seconds there began a rise of 
apparent resistance, at first slow, then very fast, then slower again, 
sometimes carrying the image of the galvanometer fiber out of the 
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field. When this was brought back to the center by balancing the 
decade resistance box of the adjacent bridge arm, a steady state was 
now maintained as long as the potential was applied to the bridge. 
The amount of the rise varied from 1 or 2 per cent up to 10 per cent or 
more of the capillary resistance, and sometimes as much as 10,000 ohms 
additional resistance was required in the decade box to balance this 
apparent rise. What now occurs at the break of current, when the 
potential is removed from the bridge input terminals? In an ordinary 
resistance balance, through a wire resistance or through a blank capil- 
lary, the galvanometer image being brought to zero remains there 



Fig. 4. Tracing from string galvanometer record showing deflections of the 
bridge detector during applications of 1 volt to the cell of Fig. 3. J? = 50,000 
ohms throughout, a, inward current, 3 applications. 6, outward current. De- 
tector sensitivity in open circuit as shown. Time marks, 1 second. M, make; 
B, break. (p.D.^of cell was compensated to zero before the record.) 

when the potential is removed from the bridge. But in this case 
the image deflected greatly at the instant the outside potential was 
removed, and then returned slowly to zero again. Herein the cell 
resembled a platinum electrode, or a large condenser, and the deflec- 
tion at break was due to the accumulated charge, or polarization 
potential. This is shown in Fig. 3, together with the preceding rise of 
apparent resistance and the balance to zero. 

If, now, the decade box increment being retained and the bridge 
balance kept at the steady state value reached in Fig. 3, we apply 
the same critical voltage again, the record of Fig. 4 ensues. A rather 
long wait has followed the “break” of Fig. 3, so that the string image 
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is found now to be deflected approximately as far downward as it 
previously had risen upward. There is a delay of about a second at 
this level, and then the rise begins again, at first slowly, then more 
rapidly, finally flattening out at the center (zero) line representing the 
bridge balance. At removal of the potential from the bridge (“B”) 
there is again an upward deflection, due to the back e.m.f. When this 
has returned fully to zero for about a second, the potential is again 
applied to the bridge and again there is a deflection downward, which 
is much more rapidly recovered from, but still shows the double 
inflection of the first curve. Again there is an upward deflection at 



Fig. S. Tracing from string galvanometer record showing deflections of bridge 
detector during applications of 1 volt to cell of Figs. 3 and 4, at a partially re- 
covered state, o, Outward current; b, inward current; c, outward current. In the 
latter the flrst exposure causes a partial polarization, followed by a regression. R 
= 50,000 ohms tmtil the 3rd exposure in c, when it is reduced in 1000 ohm steps to 
45,000 ohms. Detector sensitivity in open circuit as shown. Time marks, 1 
second. 3f, make; B, break. 

“break,” returning smoothly to zero. A third application after 
another second’s delay gives a smooth curve which has almost no hint 
of a double inflection and is nearly an image of the return curve at 
break. It now closely resembles the charge and discharge curves of 
a condenser connected in the bridge, or the polarization curves of a 
blank platinum electrode. It is evident that an effect of previous 
flow of current persists from one exposure to the next, and that there 
has been a progressive change in the response of the protoplasm sug- 
gesting that of a change from a reversible electrode to a polarizing 
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electrode. This however, holds only for inward currents, and if the 
current be reversed through the cell we obtain the record of Fig. ib. 
The galvanometer image deflects immediately downward, and stays 
there as long as the current flows. The downward deflection is due to 
the maintenance of the bridge balance at the augmented value of R 
caused by the inward flow of current. If the balance be returned to 
that of the basal resistance S, the string image returns to zero, and 
there are no appreciable polarization phenomena either at make or 
break {i.e., the record is essentially a straight line) . The protoplasm is 
apparently a perfectly reversible electrode to an outward current. 

This condition may prevail for many days after impalement. But 
sooner or later the protoplasm begins to polarize also to an outward 
current, and this is foreshadowed by the behavior shown in Fig. 5. 
The first section (a) repeats Fig. 4& for the bridge balance to the 
augmented state; there is seen to be no appreciable polarization with 
an outward current. The direction of the current through the cell 
was now reversed and the prompt polarization characteristic of the 
inward current was produced (Fig, 5 b). The exposure was repeated, 
with even quicker response. Now the current was again quickly 
reversed, and Fig. 5 c shows the response occurring with an outward 
current, followed by an immediate regression to the level of Fig. 5 a. 
On break there is little or no back E.M,F.,the image returning directly 
to zero without an excursion above the line. On the second applica- 
tion there is not even a temporary polarization, and the deflection is 
instant and complete. Finally the record shows the restoration of 
the bridge balance to the basal value (S) in steps of 1000 ohms. 

It is evident from this record that the protoplasm is still not ordi- 
narily polarizable to an outward current, but may be made so tem- 
porarily. Either by the movement of ions out of the protoplasm into 
the vacuole, or by the alteration of the protoplasmic properties, the 
previous inward current has left an effect which persists a short time. 
The further recovery process in the course of stage (2) has the same 
effect as this flow of current and Fig. 6 shows the response given at a 
later time by a cell that is beginning to polarize normally with currents 
in either direction. Fig. 6 a shows the prompt and symmetrical charge 
and discharge curves with the inward current. Fig. 6 b shows nearly 
an equal response with an outward current, but there is a succeeding 
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regression which begins at a lower potential than with the inward 
current. This in general represents the behavior of the cells for the 
remainder of their life upon the capillary. They give good polariza- 
tion with as low a potential as can be applied, and, for values up to 
about 0.5 volt (depending upon the resistance of the capillary) have a 
nearly constant apparent resistance with the current either direc- 
tion. Above this value the apparent resistance may fall off, more 
rapidly with outward currents than with inward ones. The break- 
down process is much the same in either case, being a regression of 
polarization following a preliminary rise, and simply occurs at lower 



Fig. 6. Tracing from string galvanometer record showing deflections of bridge 
detector during applications of increasing voltages to an impaled cell of K. vcntrkosa 
which has reached the “constant*' state. Applied potentials: 0.5, 1.0, and 1.5 
volts, in the order given, d, Inward current; b, outward current. Detector sensi- 
tivity as shown (open circuit). Time marks, 1 second. 3/, make; F, break. 

current densities in the outward direction than in the inward. In this 
the cells in the recovered condition of stage (2) resemble “constant” 
intact cells which have been chloroformed at one end, and are con- 
sidered to have reached as nearly normal a state as the impaled cells 
ever do, having an apparent resistance that is independent of the 
applied potential up to the breakdown value. 

In stage (3), the condition of increased P.D. across the protoplasm, 
the relations of stage (2) still hold quite well. Most remarkable of 
all, the polarization response obtained when the cell is immersed in 
artificial sap is about as great as when in sea water, and is charac- 
teristically even more rapid in its development, having a very abrupt 



154 


RESISTANCE AND POTENTIAL. IH 


rise. After the exposure to sap has been continued for some time the 
polarization becomes less, and eventually may even be larger with an 
outward current than with an inward one. But for as long as half an 
hour after some cells have been immersed in artificial sap, their 
polarization response remained large and their apparent resistance as 
high as in sea water. It is difficult again to reconcile this result with a 
high mobility of K'^ ion across the entire protoplasm, and it may be- 
come necessary to ascribe the effects to some unspecified ion, possibly 




Fig. 7. Tracing from string galvanometer record showing deflections of bridge 
detector during applications of 3 volts to the cell of Fig. 6. o, Inward cxirrent; 
b, outward current (in b the cell is reversed in bridge). In each case the appear- 
ance of the polarization at break is succeeded by stage (4) with a re- 

versed P.D. of about 50 mv, (outside positive). R ~ 38,000 ohms; open circuit 
sensitivity of detector as shown. Time marks, 1 second. M, make; B, break. 

existing only within the protoplasm, and not dependent upon the 
environment immediately supplied in the experiment. 

Finally we come to the anomalies of stage (4). These consist both 
in its production, and in the polarization phenomena which occur 
when it is established. Its production mechanically (by impalement) 
and chemically (by dilute sea water, etc.,) has been described above. 
Fig. 7 shows its production after the passage of large currents; in a 
after an inward, in b after an outward current. After the inward 
current, it has the same direction as the polarization potential and 
may normally add to the value of this. Certainly some frequent 
distortions of the return curve may be ascribed to a momentary 
production of this stage. But in the present case it forms a very 
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distinct level equal to about SO mv., which persists for several seconds 
before returning to zero. In Fig. 7 b, after a large outward current 
has passed, there is first a large upward e-xcursion due to the normal 
back E.M.F., but as this returns to zero there is a further movement, 
and the image goes below the zero line, again to an amount represent- 
ing about SO mv. This is now contrary to the polarization e.m.f., 
and is therefore in the same direction as the applied potential, which 
had driven the current outward across the protoplasm. The p.d. 
of stage (4) is thus in reverse of the normal potential and is outside 
positive to the electrometer. (In Fig. 7 b this p.d. appears in an 
opposite direction from Fig. 7 a because the cell has been reversed in 
the bridge.) Whether it is caused by the outward flow itself, or by the 
return current from the large polarization charge, is still uncertain. 
In either case it could be explained by the temporary alteration of the 
outer layer (Z).* 

While in these records the reversed p.d. of stage (4) lasted only a 
few seconds, in other cases it remained long enough for measurements 
of effective resistance to be made across the protoplasm while in this 
Stage. As indicated before under stage (1), the usual polarization 
phenomena are now reversed, and the resistance appears to be greater 
to an outward current than to an inward one. This continues as long 
as the reversed p.d. remains, and then, as it begins to return to normal, 
polarization becomes more nearly equal in both directions and finally 
teaches that of the late stages of (2). 

Study of the records has shown that the p.d. of stage (4) is fre- 
quently driven appro.ximately to zero by an outward current. Since 
this upward movement is characteristic of a back E.ir.F., it would 
therefore appear to be a polarization, and would be measured as an 
increased resistance. On the other hand, the P.D. of stage (4) is but 
little increased by an inward current, and there is almost no back 
E.M.P. developed in excess of the existing p.d. (which, of course, is taken 
as the null point, either balanced out or used as a pseudo zero). Thus 
an apparent polarization of as much as 40 or 50 mv. to an outward 
current may really be due to the destruction of so much p.d. This 
illustrates a pitfall inherent in these measurements, which may have to 
be taken account of in other biological “polarizations.” That it is not 
entirely responsible for the total polarization to an outward current 
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has, however, been satisfactorily shown in Valonia macrophysa, and 
will be considered more fully in a paper dealing with that species. 
Since an increased polarization to an outward current sometimes 
appears during the exposure of cells to artificial sap, when there is no 
reversal of p.d. across the protoplasm, further interest is added to its 
study. 

One question may remain concerning the recovery of impaled cells to a “con- 
stant” state. May not the polarization apparently occurring with currents 
directed outward really be due to their passage inward across a film of protoplasm 
formed over the orifice of the inserted capillary? Aside from the difference of 
constant intact cells which have been chloroformed at one end, and which show 
much the behavior of recovered impaled cells, there is the great difference of 
current densities between the point of the capillary where the current enters the 
vacuole and over the general surface by which it leaves. The area of protoplasm 
formed over the end of the capillary could not be more than 1 mm.^ while that of 
the cell surface is usually from 2 to 3 cm.^ — a more than thousandfold difference. 
It is practically assured therefore that the relatively immense current density — a 
thousandfold greater — across the smaller protoplasmic film, if any, would break 
this down and render its resistance and reactance negligible, A ten to hundred- 
fold increase is sufficient to do this on the remaining surface, as will be shown in 
a later paper dealing with injury and recovery. There is also the fact that such 
a protoplasmic plug would be bathed on its outer surface with artificial sap from 
the capillary, which is quite sufficient to destroy the protoplasmic properties of 
normal cells after exposures of a day or two.® 

Still better evidence that such a film is not concerned is fortunately available, 
due to the straight open tubes employed in connection with the capillaries. With 
cells which had recovered to the "constant” state a fine platinum wire (attached 
on the end of a glass rod) was carefully inserted from above into the capillary, and 
a short distance into the vacuole. This was moved up and down gently and must ' 
have broken any plug which had formed. When the measurements were now 
repeated immediately after this probing the polarization effect was the same as 
before, and perfectly representative of the “constant” state as defined. 

V 

It has already become sufficiently evident that the apparent rise of 
resistance in the impaled cells is not real or ohmic, but is due to a 
polarization potential. This, decreasing the current through the 
system by opposing the applied potential, is therefore measured as 
increased resistance. The reality of this back e.m.e. is evident from 
the string galvanometer records, and its responsibility for practically 
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all of the apparent resistance rise is shown by the essential constancy 
of the alternating current measurements throughout the life of the 
impaled cells, independent of their effective resistance to direct 
current. 

This being so, the value of the polarization potential (in millivolts) 
becomes of more interest than the apparent resistance rise as measured 
in ohms. Several ways of determining this — by direct reading in a 
calibrated electrometer, by compensation with an opposed series 
potentiometer, or by measurement of the galvanometer deflection at 
the instant of break, as recorded photographically — have been em- 
ployed, and will be reported upon in the paper dealing with V. macro- 
physa. These methods all agree well with the calculation of the back 
E.M.F., (P), from the known values of the applied potential (TO, 
basal resistance (S), and apparent resistance (R), in which form the 
data for T''. ventricosa were mostly recorded. 

Thus in Fig. 3 where 

r = 1.0 volt 

S = 45,000 ohms and 

R » 45,000 ohms (at the initial balance), 

there is at first no back e.m.f. and hence no deflection of the detector. 
As the back e.m.f. builds up, the detector deflects upward, and 
reaches an apparent value of approximately 50 mv. Since the sen- 
sitivity of the detector to a p.d. in the cell is reduced one-halt with the 
bridge closed,® this p.n. is therefore about 100 mv. The polarization 
potential appearing at “break” is also seen to go momentarily to this 
value. 

When now the bridge was balanced to the augmented steady state, 
in the five steps of 1000 ohms each, shown in Fig. 3., 

F = 1.0 volt 
5 = 45,000 ohms, but 
R = 50,000 ohms 

By the equation 


the polarization potential P = |,°°°°„ -1.0 = 0.1 volt or 100 mv., 
which agrees with the directly observed potential. 
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mv. can effectively reduce to nearly zero a current through the proto- 
plasm when 50 mv. is applied to an intact cell, such a back e.m.p. 
developed by the same initial current density in an impaled cell can 
only partly counteract a potential of one-half volt applied through 
the capillary. Thus a much larger current will continue to flow in the 
latter case than in the former, and to these differences of continued 
current density may be attributed some of the differences found 
between intact cells and impaled cells. The study of V. macrophysa 
has been particularly directed toward these differences, and the 
polarization potential will there be further considered in relation to 
the current density across the protoplasm. 

The quantity involved in these effects, as distinct from the intensity 
(e.m.e.) of polarization emphasized in this paper, is the capacitance 
of the protoplasm in its function as a condenser acquiring a charge 
during a flow of current . It early became evident that the capacitance 
of V alonia cells is very large, i.e., the quantity of electricity taken to 
charge them to a given potential is large and hence a long flow of 
current is required. Otherwise the records of charge and discharge 
could not be taken with a (relatively) slow-period instrument such as 
a string galvanometer. The fact that this instrument gives good 
records of these curves at quite ordinary camera speeds (2 cm. per 
second) has greatly simplified their study. The time relations will be 
considered in a forthcoming paper along with the closely related 
alternating current measurements. But an indication of the quan- 
tities involved is given in such curves as are shown in Figs. 3, 4, 5, and 
6. The time course of these is often a second or more (as compared to 
one or two thousandths of a second in human skin’®) and the time 
constant r (time for the potential of any part of the curve to change by 
7 of its value) may be 0.2 or 0.3 second. Since (when t is in seconds, 
r in ohms, and c in farads) r — r c', and r, the total bridge resistance 
through which the potential is discharged, is usually not over 100,000 
ohms, c, the effective capacitance of the protoplasm, is of the order 
of 2 or 3 microfarads. Thus for a cell of about 1 cm. diameter and 
some 3 cm.® surface, this is as high as 1 microfarad per cm.® 

It is interesting to note that capacitances of this general magnitude 

Hozawa, S., Arch. ges. Physiol., 1928, 219, 111. 
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were also found at the lower frequencies of alternating current, in 
experiments with Valoiiia made several years ago,” and in later meas- 
urements to be published shortly. The figure is also in good agree- 
ment with that for red blood corpuscles (0.81 n F/cm/) published by 
Fricke;” and, less closely, with that of McClendon” (9 /xF/cm.") 
for erythrocytes; and of Cole” for Arbacia eggs (1.02 pF/cm.® at 
350,000 cycles, or 18 pF/cm.’, extrapolated to 1000 cycles). 

SUMMARY 

Electrical resistance and polarization were measured during the 
passage of direct current across a single layer of protoplasm in the 
cells of Valonia vcntricosa impaled upon capillaries. These were 
correlated with five stages of the p.d. existing naturally across the 
protoplasm, as follows: 

1. A stage of shock after impalement, when the p.d. drops from 
S mv. to zero and then slowly recovers. There is very little effective 
resistance in the protoplasm, and polarization is slight. 

2. The stage of recovery and normal P.D., with values from 8 to 
25 mv. (inside positive). The average is 15 mv. At first there is 
little or no polarization when small potentials are applied in either 
direction across the protoplasm, nor when very large currents pass 
outward (from sap to sea water). But when the positive current 
passes inward there is a sudden response at a critical applied potential 
ranging from 0.5 to 2.0 volts. The resistance then apparently rises 
as much as 10,000 ohms in some cases, and the rise occurs more quickly 
in succeeding applications after the first. When the potential is 
removed there is a back e.m.f. displayed. Later there is also an effect 
of such inward currents which persists into the first succeeding out- 
ward flow, causing a brief polarization at the first application of the 
reverse potential. Still later this polarization occurs at every ex- 
posure, and at increasingly lower values of applied potentials. Finally 
there is a “constant” state reached in which the polarization occurs 

n Blinks, L. R., Thesis deposited in the library of Harvard University, 1926. 
Abstract in Summaries of Theses (1926), Cambridge, 1930, 10. 

” Fricke, H., and Morse, S., J. Gen. Physiol.^ 1925-26, 9, 137. 

'« McClendon, J. F., J. Biol. Cliem., 1926, 69, 733. 

” Cole. K. S., J. Gen. Physiol., 1928-29, 12, 37. 
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with currents of either direction, and the apparent resistance is nearly 
uniform over a considerable range of applied potential. 

3. A state of increased p.d.; to 100 mv. (inside positive) in artificial 
sap; and to 35 or 40 mv. in dilute sea water or 0.6 m MgSO^. The 
polarization response and apparent resistance are at first about as in 
sea water, but later decrease. 

4. A reversed P.D., to 50 mv. (outside positive) produced by a 
variety of causes, especially by dilute sea water, and also by large flows 
of current in either direction. This stage is temporary and the cells 
promptly recover from it. While it persists the polarization appears 
to be much greater to outward currents than to inward. This can 
largely be ascribed to the reduction of the reversed p.d, 

5. Disappearance of p.d. caused by death, and various toxic agents. 
The resistance and polarization of the protoplasm are negligible. 

The back e.m.p. of polarization is shown to account largely for the 
apparent resistance of the protoplasm. Its calculation from the 
observed resistance rises gives values up to 150 mv. in the early stages 
of recovery, and later values of 50 to 75 mv, in the “constant" state. 
These are compared with the back e.m.e. similarly calculated from the 
apparent resistance of intact cells. 

The electrical capacitance of the protoplasm is shown by the time 
curves to be of the order of 1 microfarad per cm.^ of surface. 
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I 

INTRODUCTION 

Kozawa (1) observed in 1914 that the addition of sufficient acid to 
maininalian red blood cells brought them to an isoelectric point at a 
pH which was characteristic for the cells of each of the animals studied. 
The amount of acid needed, however, was not constant for any par- 
ticular animal, but decreased vdth the time the cells were permitted to 
stand in contact with the acid. It is evident, therefore, from these 
early experiments that time as well as acidity was influential in pro- 
ducing a reversal of sign of charge. These facts have not hindered a 
more or less general acceptance of the isoelectric point of red blood 
cells as a physical constant, apparently in much the same sense that it 
exists for the proteins. The reversal by hydrogen ion of the sign of 
charge of surfaces coated with proteins like egg albumin, and of 
globulin particles, occurs independent of tune, with equilibrium, as 
far as our present technic permits, occurring instantly and remaining 
constant. The isoelectric point of a system is not significant in a 
simple sense unless it remains constant with time. If it does not re- 
main constant, the variation points to a change in the surface or sub- 
stance investigated and the “isoelectric point” does not represent a 
physical constant characteristic of the system. If the point of equilib- 
rium is unrelated to the original system, except in a secondary way, 
the isoelectric point determined may be the resultant of many forces 
whose resolution can hardly be determined by the simple determina- 
tion of reversal of sign of charge. 
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Coulter (2) (1920) . studied the migration of sheep’s red blood cells 
washed with saline solution and suspended in a saccharose solution 
made acid with HCl, acetate, or phosphate buffers. He used a macro- 
scopic method which involved long experimental periods before read- 
ings of mobility could be made. Coulter concluded from his data: 

“ . . . . that the direction and rate of movement in the electric field of both 
normal and sensitized red blood cells is a function of the hydrogen ion concentra- 
tion. At concentrations less than pH 4.6 the charge carried is negative and in- 
creases in amount with the alkalinity; pH 4.6 represents the isoelectric point; at 
concentrations greater than pH 4.6 the charge carried is positive and increases in 
amount with the acidity.” 

“A comparison of the two curves’ shows that on the alkaline side of the isoelec- 
tric point the charge of normal cells is greater and increases more rapidly with 
alkalinity than the charge of sensitized cells.” 

Shortly after the work of Coulter it was found by Eggerth (3) that 
the migration velocities of B. coli suspended in buffer mixtures com- . 
monly used for acid agglutination underwent a change in mobility, the 
organisms becoming less negative. He concluded that these changes 
were due to the extraction of a protein which was combined at the 
interface of organism and medium. In a second paper Eggerth (using 
a microscopic method to determine mobility) pointed out that similar 
changes occurred in erythrocyte suspensions. 

Eggerth states, on the one hand: 

“Human and sheep erythrocytes when placed in 0.01 n phthalate buffer solutions 
at reactions more acid than pH 5.2 imdergo a progressive change in potential, 
becoming less negative or more electropositive. This change usually occurs within 
two hours at ordinary room temperatures. . . . This change is primarily due to 
the liberation of hemoglobin from the cells.” 

On the other hand, after thus showing that red cells were destroyed 
in acid solutions and that their mobilities varied with time, he states: 

“The isoelectric point of erythrocytes in the absence of salt or in the presence 
of salts having both ions monovalent occurs at pH 4.7. This confirms the obser- 
vations of Coulter.” 


’ Curves for normal and sensitized cells. 
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Netter (4) has made a careful investigation of the electrophoretic 
mobilities of horse and ox cells in acid solutions to determine the iso- 
electric points. The isoelectric point of washed and unwashed horse 
red cells was at pH 4.7 in m/40 acetate. Washed ox cells were found 
to be isoelectric at pH 4.3 in m/40 acetate. 

These data of Netter are concordant with those of Eggerth, not only 
in the existence of an isoelectric point for the red cells investigated but 
also in the fact that near the isoelectric point some time passed before 
“equilibrium” was obtained. He states: 

“Das Potential stellt sicb nach TJebertragen in die Loesimg im allgemein schnell 
ein und bleibt constant, nur in der Gegend des isoelektrischen Punktes is das 
cndgultiges Potential erst nach 2 Stunden spatestens erreicht; qIIq Messungcn 
wurden daher nxcht vor 2 Stunden nach dent Ansetzen der Stispensioncn begonncn." 

Netter cites further the data of Eggerth, mentioning the effect of the 
products of red cell destruction. 

Eagle (5) (1930) states: 

“Similarly, sensitization changes the cataphoretic potential of red cells; how- 
ever, according to Coulter and confirmed by us, the cataphoretic isoelectric point 
remains at its normal value (pH 4.7)” 

(the italics are ours). Further on this author writes: 

“Red cells^ both normal and sensitized have a minimum velocity at about pH 
4.7: in more acid reaction there is hemolysis, with currents making readings 
impossible.” 

Fig. 1 summarizes graphically some of the pertinent results of 
Coulter, Eggerth, Netter and Eagle. All of the data of these authors 
are early or late equilibrium values of the isoelectric point obtained in 
acid solutions incidental to the presence of the products of hemolysis. 

The existence of an isoelectric point for the mammalian red cell 
will be here more closely scrutinized in the light of these previous in- 
vestigations and of our own. It will be shown that it is, at present, 
more in keeping wth experiment to believe that normal red cells have 
no known values of pH for their isoelectric points, when suspended in 
uni-univalent electrolytes. While reversal of sign of charge may occur, 

* The animal from which the red cells were obtained is not given. 



1.5 


iO 


.5 



Fig. 1. The relationship between pH and electric mobility according to various 
authors: 

O Coulter; normal cells (relative units), 
e Coulter; sensitized cells (relative units). 

□ Eggerth; zero time Human cells in 

B Eggerth; 1.5 hours ■ saccharose buffered by 

U Eggerth; rabbit cells in 0.01 n NaCl. 0.01 phthalate. 

A Netter; washed horse red cells in sugar buffered by n/ 40 acetate. 

9 Eagle; normal red cells in NaCI solution buffered by acetate (relative units). 
O Eagle; sensitized red cells. 

For further description, see text. 
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it \vill be sho^Ti that its demonstration is most unlikely with intact, 
normal human and sheep red blood cells.^ 

II 

Methods 

The measurements were performed in the modification of the Northrop-Kunitz 
cell described previously (6). hleasurements in acid solutions were usually made 
only at one level (0.2) in the cell, since destruction of cells occurred in acid solutions 
so rapidly that further measurements were inconvenient. At the level, 0.2, the 
speed of the particle relative to the liquid is measured. 

All imasitrements v:ere made within two minutes of the time that acid was added to 
the system. 

The description of the experimental procedure is best given with each experi- 
ment, in the next section. 

The red cell suspensions were buffered sufficiently to prevent the occurrence of 
significant changes in pH due to hemolysis. No experiments with saccharose or 
other sugar were performed, for the following reason. Change in ionic strength 
is known to influence greatly the solubility and state of proteins. More normal 
conditions may be obtained for proteins e.xisting at a phase boundary by not 
varying ionic concentration or species unnecessarily. If the ionic strength is 
varied it is evident that a new variable is introduced. 

Hydrogen ion activity was determined by the quinhydrone elec- 
trode. All measurements are referred to pH 4.62 as the pH of Mich- 
aelis acetate standard. 


in 

The Isoelectric Point of Normal and Sensitized Cells 

Experiment I. — Unwashed Human Red Blood Cells. Human blood was drawn 
up into the stem of a white blood cell pipette from a pricked finger and mixed 
directly with 100 cc. of 0.85 per cent sodium chloride solution buffered by n/SO 
sodium acetate-acetic acid solutions. Measurements of mobility were made 
within 2 minutes of preparation of the suspension. 

Note that reversal of sign of charge did not occur; nor was there an 
appreciable decrease in mobility with decrease of pH. The fact that 
the mobility at pH 3.9 -was so dose to that observed at pH 5.7, where 
practically no destruction of red cells occurs within the short interval, 

^ Preliminary data have also been obtained for rabbit red cells. The conclu- 
sions are similar. 
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indicates that these mobilities are related more to the normal chemical 
constitution of the red cell than to complex phase boundary conditions 
occurring in acid media. 

Experimenl 11. — Washed Euman Cells. 5 cc. of human blood were poured into 
25 cc. of 0.85 per cent NaCl and centrifuged. The cells were washed 6 times with 
10 times their volume of 0.85 per cent NaCl containing n/ 100 sodium acetate. 
Measurements of mobility were made within 2 minutes after addition of acetic acid. 

Table II confirms that data found in Table I. 


TABLE I 


pH i 

V 

p/sec/volt/cm. 

5.7 

-1.15 

4.6 

-1.03 

4.0 

-0.97 

3.9 

-1.02 


TABLE II 


pH 

V 

(j/sec/volt/cm. 

5.6 

-1.05 

4.1 

-1.10 . 

3.6 

-1.04 

3.55 

-0.92 


Experiment III. — Washed Sheep Cells. Fresh defibrinated sheep cells which had 
been in the ice chest for 12 hours'* were washed 8 times with about 10 times their 
volume of 0.85 per cent sodium chloride solution containing n/50 sodium acetate. 
The acetate was added to keep the suspension alkaline. Suspensions of red cells 
were made up as in Experiment I and measurements were made within 2 minutes. 

Because destruction of cells occurs with such rapidity in acid solu- 
tions, the slight diminution in mobility described in Table III cannot 
be unequivocally correlated with decreasing pH. The possibility 

* No appreciable change in mobility occurs if horse red cells are kept in serum 
in the ice chest as long as 3 days. 
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remains that this slight but definite change may be due to adsorption 
of the products of erythrocyte destruction. This will be subsequently 
discussed in detail. 

Experiment IV (A ). — Sheep Cells in the Presence of Rabbit Serum. Sheep cells 
of Experiment III* were added to 50 cc. of 0.85 per cent sodium chloride contain- 
ing, in addition, n/SO sodium acetate, and 1 cc. of washed* normal rabbit serum 
which had been heated to destroy complement. The sheep cells were allowed to 


TABLE m 


pH 

V 

ji/stc/volt/em. 

Remarks 

6 45 

-1.16 

In these acid solutions hemolysis was 

6,26 

-1 03 

very rapid and at times complete 

5.91 

-1.12 

within 21 minutes 

4.73 

-l.Ol 


4.30 

-0.98 


3.72 

-0.97 


3 62 

-0.94 


3 60 

-0.88 



TABLE 

IV 

pH 

V 

*»/s«/vo!t/cm. 

Remarks 

6.18 

-1.14 

Control: No serum; pH 3.51, V *» —.75 

4 25 

-0.97 

#i/sec/voU/cm. 

3.90 

-0.56 


3 67 

± 



remain in contact with this solution for 15 minutes. Measurements of mobility 
w’ere made within 2 minutes after addition of acid. See data in Table IV. 

Table TV demonstrates that above pH 4.2 the presence of rabbit 
serum protein does not appreciably influence sheep red cell mobility. 
This is in harmony with our previous findings that human cells sus- 

* Twelve hours later and washed twice with salt-acetate. 

* This refers to a preliminarj’ treatment of the "normal’* rabbit serum with 
rabbit red cells to remove any amboceptor. This treatment does not remove an 
appreciable quantity of serum protein. 







170 


ELECTROKINETIC PHENOJDENA. Ill 


pended in isotonic media containing 1.4 per cent of rabbit serum re- 
tain their surface integrity and migrate about twice as quickly as 
rabbit cells suspended in the same medium (7). The interpretation of 
the fact that red cells are isoelectric at about pH 3.6 is difficult. Since 
this change in mobility occurs in a region where red cell destruction is 
extremely rapid, it seems reasonable to conclude that the drop in 


TABLE V 


pH 

V 

fi/scc/volt/cm. 

Remarks 

Controls 

pH 

Without serum 

V 

fi/scc/volt/cm. 

5.50 

-1.00 

5.55 

-1.04 

4.65 

-1.00 

4.65 

-0.91 

4.60 

-0.95 

3.54 

-0.79 

4.10 

-0.53 



3.74 

negative 



3.64 

positive 




TABLE VI 


pH 

V 

fi/scc/voU/cm. 

Remarks 

Controls 

pH 

No serum 

V 

p/sec/volt/cm. 

6.5 

-0.5S 

4.72 

-1.04 

4.97 

-0.60 

3.5 

-0.S9 

4.70 

-0.45 



4.0 

-0.43 



3.6 





mobility and attainment of an isoelectric state is determined by the 
presence of abnormal red cell surfaces as well as by tlie presence of 
serum protein. We believe, therefore, tliat the isoelectric point noted 
has no more significance than that which may be attaclred to those 
red cell systems described in the introduction. 

Expcrmcnt IV {B). — Sheep Cells in Presence of Rabbit Scrum. Experiment 
repeated in n/100 acetate buffer. See data in Table V. 
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The discussion folloTving Table IV applies here. 

Experiment V (/I ). — Sensitized Sheep Cells. The sheep red cells used in IV (B) 
were kept in the ice chest for 6 days. At the end of this time they were washed 8 
times with about 10 times their volume of 0.85 per cent sodium chloride containing 
n 750 sodium acetate. A very dilute suspension of the cells (about 1:2000) was 
permitted to remain about 15 minutes in contact with 24 cc. of physiological saline 
containing 1 cc. of an inactivated rabbit anti-sheep serum. At the end of this 
period a suitable mkture of electrolytes was added to make conditions identical 
with part (b) of this section. Measurements were completed within two minutes. 
See data in Table AT. 

Experiment T' (B ). — Sensitized Sheep Cells. Experiment V (a) was repeated 
in n/ 100 acetate buffer. See data in Table VII. 


TABLE Vn 


pH 

V 

>»/«c/voU/cm. 

5 5 

-0.57 

4.35 

■ -0.60 

4.t 

-0.40 

3.9 

-0.28 

3.8 

negative 

3.7 

± 

3.6 

•fO.24 


The data of Tables VI and VII demonstrate the well known effect 
of specific immune serum on red cell mobility. In one sense they 
confirm Coulter’s statement that the isoelectric point of sensitized 
cells is not perceptibly different from that of normal cells. In view, 
however, of the fact that an excess of serum protein is present, and 
furthermore that protein of the serum alone is capable of inducing an 
isoelectric state near the pH noted, we feel we must ascribe the simi- 
larity found here for the isoelectric point of normal and sensitized cells 
to the same effect, possibly an injurious one, that has been described 
as occurring in solutions as acid as these. Indeed, the wide differences 
in mobility between normal and sensitized cells in the zones where 
injury to the cell surfaces is not marked, make it more likely that if 
isoelectric points with regard to hydrogen ion activity could be deter- 
mined without red cell destruction, these points would be different. 
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What effect more powerful immune sera would have on the mobility 
is unknown for these conditions (See Fig, 2). 

IV 

The Adsorption of Gelatin by Red Cells 

It has been previously remarked on several occasions that horse red 
cells in (alkaline) serum gelatin gels do not adsorb gelatin in the same 



Fig. 2. A summary of the type of data obtained here for the electrophoretic 
mobilities of sheep red cells in 0.85 per cent NaCl buffered by acetate. Note that 
in the absence of serum under the experimental conditions noted in the text, the 
slope of the straight line describing the relationship between mobility and pH is 
very small. Serum has no demonstrable effect up to about pH 4.3. Immune 
serum changes the surface notably even above pH 4.3. Compare with Fig. 1. 
Quartz particles adsorb protein of the serum in characteristic fashion. (See: 
Abramson, H. A., /. Gai. Physiol., 1929, 13, 169.) 

way that quartz particles do (8). That is, in just the same way that 
horse red cells preserve their surface integrity in the presence of 
serum, so do washed red ceils keep their specific electrophoretic 
mobilities in the presence of gelatin in phosphate buffer at pH 7.35. 




HAROLD A. ABRAMSON 


173 


We have seen in the preceding section that adsorption of some serum 
protein probably does occur in add solutions. It was of interest 
therefore to observe the mobilities of washed red cells that had been 
in contact with gelatin, and studied in add solutions in the presence 
of gelatin. 

Experiment VI (.4). — Washed Sheep Cells (Table VIII). 



TABLE 

vni 

pH 

V 1 

p/scc/voU/cm. 

Remarks 

3.61 

-0.87 

Cells of Experiment II (b) in 0.2 per 



cent gelatin 


Experiment VI (B). — Washed Human Cells (Table IX). 
'TABLE IX 


pH 

V 

p/sec/voU/cm. 

Remarks 

5 9 

-1.00 

Cells of Experiment III kept 24 hours on 

‘4.33 

-1.06 

ice, rewasbed, and studied in 0.2 per 

3 62 

-0.92 

cent gelatin v 

Control, quartz 



3.6 

+0 . 40 approx. 


5 7 

—0.25 approx. 


Experiment VI (C). — Washed Sheep Cells (Table X). 


TABLE 

X 

pH 

1 - V 

>»/sec/volt/an. 

Remarks 

4.00 

1 -0.93 

Cells of Experiment IV (b) suspended in 

.3.76 

1 -0 75 

0.2 per cent gelatin for 10 minutes 

3.67 

-0 65 

and then examined 


The data in Tables VIII, IX, and X indicate that even though red 
cells in acid solutions may. react with certain components of a medium 
containing normal serum, a similar reaction does not occur with gela- 









174 


ELECTROKINETIC PHENOMENA. Ill 


tin. One is led to suspect that the reaction with the protein of the 
serum is not exactly as non-specific as the adsorption of serum protein 
by quartz. If so, the red cells should have adsorbed gelatin. Ex- 
periment VI (B) was made particularly striking by studying simul- 
taneously quartz particles and red cells in the presence of gelatin. In 
these systems the red cells migrated to the anode and the quartz 
particles, because of their adsorbed protein film, migrated in the 
opposite direction. 

It must not be thought that reversal of the sign of charge of red cells 
did not occur in the acid solutions. It did so repeatedly, but always 
after the 2-minute period of contact with the salt solution when the 
products of hemolysis were sufficiently concentrated to be an impor- 
tant factor. In no case was a positively charged red blood cell seen in 
acid solutions during the 2-minute period of observations. 

It is of interest to describe how this reversal of sign of charge may 
occur. In Table X the cells suspended in the buffer at pH 3.67 were 
observed after the end of the 2-minute period during the very rapid 
hemolysis which occurs at this pH. Red cells which were seen migrat- 
ing rapidly to the anode seemed to lose their hemoglobin suddenly and 
the pale "ghost” reverse its sign of charge migrating to the cathode. 

V 

The Reaction of Sheep Cells with Normal and Immune Sera in Phosphate 

An extensive series of measurements was made to investigate the 
effect of normal and immune rabbit sera on sheep cells We shall not 
give the data in detail, for these experiments in general merely confirm 
what has hitherto been known qualitatively. They are of interest 
because of the precision which has been obtained in 0.85 per cent NaCl 
buffered by m/150 phosphate of initial pH 7.35, the medium in which 
all observations of mobility have been made, and because of the asso- 
ciated studies of hemolysis made in conjunction with changes in mo- 
bility. In the experiments described in general in Fig. 3, five different 
immune sera and four normal sera were employed. Curve 1 in Fig. 3 

When studying the effect of sera on cells, at least 1 hour’s time elapsed be- 
tween preparation of suspension and measurement. 
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was obtained by studying washed sheep cells in normal inactivated 
rabbit senun. It is evident that no change in mobility occurs up to 
about 1:50 of serum. Curve 2 has also been obtained with normal 
serum from another rabbit. At low serum dilution a definite lowering 
of electrophoretic mobility occurred. That this change was real, was 
evidenced by the fact that after addition of more sheep cells to the 
suspension, cells having two different mobilities were present. Curve 
3 is a typical curve obtained with inactivated anti-sheep serum. 
Approximately the same value of mobility was obtained for all the 



Fig. 3. See Part V of test. The upright black rectangles represent hemolysis 
times. 

immune sera. Whether this is the lowest mobility obtainable cannot 
be decided upon from the shape of the curve, for the possibility exists 
that a more powerful anti-serum may be obtained than that employed. 

The cells with which Curve 3 had been obtained were studied m'th a 
suitable dilution of complement to ascertain the relationship between 
the lowering of mobility and susceptibility to hemolysis by comple- 
ment. It is to be noted that complete hemolysis on the addition of 
complement (0.03 cc. guinea pig serum to 1 cc. of a dilute red cell 
suspension) occurred in all except the highest dilution of serum, much 
before any perceptible change in mobility occurs. In other words. 
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sensitization to hemolysis of the red cell surface occurs without any 
change in mobility. In fact, hemolysis was just as rapid in the 1 : 5000 
dilution as in the lower ones. At this dilution, as is apparent from the 
figure, there is no change in mobility, but hemolysis is rapid and com- 
plete. Since the mobility of the cell is in general determined by its 
surface constitution, very few active groups of the cell surface are 
changed for preparation of the cell for hemolysis incidental to the 
presence of complement. The lowering of the electrophoretic mobility 
does indicate a notable change in the surface make-up of the cell. 
As far as hemolysis requirements are concerned this change is second- 
ary and must be associated with other immunological properties of 
the cell surface acquired incidentally to sensitization by a large quan- 
tity of amboceptor. 

VI 

SUMMARY 

A survey of the published electrophoretic mobilities of certain mam- 
malian red cells reveals that the isoelectric points accorded to these 
cells are the result of equilibria incidental to red cell destruction. The 
electrophoretic mobilities of normal washed sheep and human cells 
have now been studied in 0.85 per cent NaCl solutions from about pH 
3,6 to 7.4. All measurements were made within 2 minutes of the 
preparation of the suspension of red cells. In no case was reversal of 
sign of charge observed under these conditions. Reversal of sign of 
charge occurred only after sufficient time had elapsed to permit suffi- 
cient adsorption of the products of red ceU destruction. There is 
little change in mobility as the pH of the medium is decreased. Re- 
versal of sign of charge does occur in the presence of normal and im- 
mune (anti-sheep) rabbit sera. The isoelectric point determined under 
these conditions does not appear to be connected specifically with the 
immune body but is perhaps associated with phenomena incidental 
to red cell destruction and the presence of serum. The characteristic 
lowering of mobility by amboceptor occurs, however, from pH 4.0 to 
pH 7.4. The curves of mobility plotted against pH for normal and 
for immune sera support the viewpoint that the identity of the isoelec- 
tric points for normal and sensitized sheep cells is not primarily con- 
cerned with the immune reaction. It is most unlikely that an “aibu- 
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min” or a “globulin” surface covers red cells rvith a complete protein 
film. Although serum protein reacts with red cells in acid solutions, 
this is not demonstrable for gelatin. The lowering of mobility usually 
ascribed to anti-sheep rabbit serum may also occur, but to a lesser 
degree, in normal rabbit serum. This diminution of mobility is not, 
in the first place, associated with sensitization to hemolysis induced 
by complement. This supports the view that only a very small part 
of the red cell surface need be changed in order to obtain complete 
hemolysis in the presence of complement. 

I am indebted to Professor Win. J. Crozier for reading the manu- 
script and making many acceptable suggestions. 

Addendum . — The viewpoint of McCutcheon, Mudd, Strumia, and 
Lucke [J. Gen. Physiol., 1930, 13, 669) in regard to the isoelectric 
point of cells has recently appeared. 
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INTRODUCTION 

The function of the nucleus as the principal seat of the oxidative 
processes in the cell was first suggested by the investigations of 
Spitzer (1) upon the location of oxidizing enzymes. These observa- 
tions were given considerable support by Lillie (2), who studied the 
problem with the aid of dyes that underwent color changes upon 
oxidation. He found that “the coloured oxidation products are seen 
to be deposited chiefly in and about the nucleus, especially at the 
surface of contact between nucleus and cytoplasm.” These studies 
were followed up by Warburg (3) in a series of observations upon the 
comparative rates of reduction of the hemoglobin in the blood of 
mammals and birds, incubated for some hours in sealed vessels. He 
found that there existed a very marked difference between the two; 
the non-nucleated cells of the mammals had a comparatively small 
consumption of oxygen, whilst the nucleated ones in avian blood pos- 
sessed a vigorous oxidative metabolism. He further showed that in 
both mammals and birds the oxidative metabolism proceeded at a 
much greater rate in blood which contained many young cells staining 
in a basophilic manner with methylene blue. In fact it appeared doubt- 
ful whether the fully developed normally staining mammalian red 
blood cells consumed oxj’gen to any appreciable extent. The whole 
of the slight o.xygen consumption of the normal blood of adult mam- 
mals would seem to be due to the small proportion of young reticu- 
lated and basophilic cells ordinarily in the circulation. 

The very large o.xygen consumption of avian blood, especially after 
179 
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hemorrhage when the proportion of primitive red cells in the circula- 
tion was high, led Warburg to a study of the factors which influence 
its metabolism. Many of the experiments were concerned with those 
factors that reduce or inhibit oxidation, and culminated in his well 
known theory of the importance of the part that structural integrity 
plays in the processes of cell oxidations (4). 

The following experiments were carried out with the intention of 
determining rather more fully the effects that certain changes in 
environment produce upon the metabolism of the primitive avian red 
cells. 

Methods 

The blood used in all the experiments was removed by cardiac puncture from 
fowls made anemic by intraperitoneal injections of phenylh 3 ’'drazine hydrochloride. 
10 cc. of a one half per cent solution in normal physiological saline was given to 
each bird. The blood was used from the third to the seventh day following the 
injection, and the removal, either daily or every second day, of 30 cc. required for 
each experiment assisted in maintaining the anemia for this period. Immediately 
the blood was drawn it was placed in small bottles and shaken with glass beads 
until defibrinated. It was then filtered through a small wad of cotton wool to 
remove the clot and was then readj'^ for use. 

The blood was generally removed immediately before the experiment was set up. 
Occasionalljq when kept for a few hours, it was placed in the cold room. Harrop 
(5) has shown that at low temperatures the viability of the cells is well maintained. 
In his experiments there was only a small reduction in the oxygen consumption of 
cells incubated at 38°C., after having been kept for 24 hours at 7°C., as compared 
with cells from the same blood which were incubated as soon as they were removed 
from the animal, hly own observations are in agreement with his finding. 

The oxygen consumption of the blood was determined in the respiration appara- 
tus devised by Barcroft and modified by Warburg (6). 2 cc. of blood or of cell 
suspension were invariably used for the estimations. The ox 3 ’^gen consumption 
was determined at a temperature of 37°C. 

The apparatus proved very satisfactory for this purpose; the oxygen consump- 
tion of this quantity of blood in flasks of about 15 cc. capacity usualty causing a 
movement of the fluid meniscus in the manometer tube of some 10 to 20 cm. in the 
90 minutes duration of the experiment. After the blood was placed in the appara- 
tus the flasks were shaken about eight 3 ^ times a minute for half an hour in the 
thermostat tank for the purpose of raising the temperature of the blood to 37°C. 
and also of fully ox 3 -genating the red cells. The carbon dioxide given ofi was 
absorbed b 3 ' normal sodium h 3 "droxide placed in the small central cups in the flasks. 

The possible sources of error in determining the ox 3 'gen consumption of blood 
have been discussed b 3 ' hlorawitz (7), b}' Warburg (3), and by Harrop (5) and 
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consequently need little consideration here. The dtiration of the experiments 
carried out by these investigators frequently extended over a period of many hours 
and consequently necessitated an aseptic technique. These observations were 
completed within 2 hours of the commencement of incubation and consequently 
no especial precautions ^Yere taken to ensure absolute sterilit3^ 

The question of the applicability of the Warburg method to this t>’pe of e.xperi- 
ment recjuires more consideration. Two possible sources of error in the determina- 
tions need to be discussed. First, the evolution of carbon dioxide from the blood 
might possibly have some effect in causing the hemoglobin to take up small quanti- 
ties of oxygen by a change in its affinity and so giving a spurious appearance of 
true oxidation by the red cells themselves. Secondly, all the hemoglobin may not 
be present in the form of oxyhemoglobin by the time the actual metabolism meas- 
urements are started. That no serious error from either of these causes occurs is 
shown by experiments upon the blood of normal rabbits containing only a small 
number of reticulocytes. Such blood, after the usual equilibration period of 30 
minutes, shows a practically negligible oxj’gen consumption, indicating that by 
that time all the hemoglobin in the cells has become completely ox>’genated. Fur- 
ther, this small consumption of ox>'gen continued with only slightly diminishing 
intensity for the ensuing 90 minutes, the duration of the e.xperiment. 

The degree of accuracy of the actual determinations may be judged 
from the following measurements of the oxygen consumption of the 
same samples of blood carried out simultaneously in six manometer 
tubes: 


Tube Numbers 

1 ■ 1 

1 ' 

1 ^ 

1 * 

1 ^ 

1 ‘ 


j Cmm oxygeacoDSumed per cc. blood per hour 

Expt. 1 

123.8 

122 2 

122.4 

122.0 



Ezpt. 2 

64 0 

63.5 

64.6 

63.6 




I 

Meldbolism in Phenylhydrazine Anemia 
Phenylhydrazine has been extensively used in the production of 
experimental anemias in animals. It was first made use of in birds by 
Hirsch and Edel (8). Later it was employed by Kasarinoff (9) in his 
study of the primitive blood cells in fowls and his paper contains 
several excellent illustrations of the early red cell forms. \Vhen fowls 
are injected intraperitoneally with phenylhydrazine in medium doses, 
(20 mg. per kilo) in the course of a few minutes there is a striking 
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change in their appearance. Their combs'* assume a dusky brown 
color, and if blood be drawn at this stage it exhibits the same dis- 
coloration. This chocolate brown color of the blood persists for 48 
to 72 hours before finally passing off, its termination being roughly 
coincident with the point of greatest severity in the anemia. The 
recovery from the anemia takes place fairly rapidly at first and then 
more slowly, being characterized by somewhat considerable oscillations 
in the red cell counts, a condition previously observed in the phenyl- 
hydrazine anemia of rabbits by Morawitz (7). 


TABLE I 


Fowl No. 

Days after injec- 
tion 

Red cell count in 
millions per c.mm. 

Oxygen consumption 

C.mm. per cc. 
blood per hour 

C.mm. per billion 
red cells per hour 

Ratio of anemic 
to normal blood 

24 

0 

3.27 

29.7 

9.1 



2 

1.12 1 

118.2 

105.4 

11.6 


4 

1.98 

163.8 

82.8 

9.1 


6 

2.34 

72.3 

30.9 

3.4 


8 

1.76 

29.8 

15.9 

1.8 


10 

1.98 

30.2 

15.2 

1.7 


12 

1.80 

31.1 

17.3 

1.9 

25 

0 

3.53 

26.9 

7.6 

— 


2 

1.49 

129.1 

86.7 

11.4 


4 

2.27 

164.2 

72.3 

9.5 


6 

2.37 

64.8 

27.3 

3.6 


8 

2.27 

37.3 

14.5 

1.9 


10 

1.82 

24.4 

13.4 

1.7 


12 

2.23 

37.7 

16.9 

2.2 


Both fowls w'ere injected with phenylhydrazine hydrochloride 0.5 per cent 
solution in saline (20 mg. per kilo) immediately after the blood was taken for the 
oxygen determinations on the first day of the experiment. 


In this experiment observations were made both on the red cell 
counts and on the oxygen consumption of the blood. Two fowls were 
injected intraperitoneally with a one half per cent solution of phenylhy- 
drazine in normal physiological saline (20 mg. per kilo) . Immediately 
previous to the injection 12 cc. of blood were removed from each bird 
by cardiac puncture and its oxj^gen consumption determined. These 
latter were 9.1 and 7.6 c.mm. of oxygen per billion (one thousand 
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million) red cells per hour. Ever}' second day afterwards 12 cc. of 
blood were similarly removed and theox}'gen consumption and red cell 
count determined. The results are found in Table I and in Fig. 1. 

The onset of the anemia was accompanied by a striking rise in the 
ox}'gen consumption of the cells, which at its peak attained a value of 
more than ten times its initial figure. At the same time the morpho- 



Fig. 1. Showing the oxygen consumption of avian red cells at various stages of 
an anemia produced by injection of phenylhydraaine. 


logical appearances of the blood showed the marked changes described 
by Kasarinoli (9). Large numbers of the primitive hematoblasts 
were present together with many cells at alt stages in the development 
of erythrocytes. 

The enumeration of the various forms of primitive cells proved 
difficult on account of the many transitional varieties, and no attempt 
at division into specific categories was made other than into two large 
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groups: erythrocytes of normal appearance, and “primitive red cells” 
inclusive of all cells from the hematoblast to the large hemoglobin- 
containing cells still exhibiting vitally staining reticulum. Differen- 
tial counts carried out in this way upon blood films, stained vitally 
with brilliant cresol blue followed by Wright’s stain, showed that, at 
the peak of metabolism on the second day, in one blood 40 per cent 
and in the other 38 per cent, of the circulating cells fell into the 
category of “primitive red cells.” With the decline in the intensity 
of the metabolism there was a corresponding fall in the proportion of 
these cells, development into the more advanced forms taking place 
in the blood stream. If the cells classified as normal merely possess 
the same oxygen consumption as similar cells present in the normal 
blood studied before the onset of the anemia, it is evident that the 
“primitive red cells” as a group have a metabolism some twenty to 
twenty-five times as great as the adult erythrocytes. Should the 
metabolism of normal blood be partly accounted for by the circulation 
of a small proportion of cells newly delivered from the bone marrow, 
and comparable with the reticulocytes of mammals, the difference 
between the oxygen consumptions of the two groups would be even 
greater. 

The red cells which circulate in the blood of normal birds, though 
they retain their nuclei, are in an advanced state of degeneration so far 
as the normal cellular activities are concerned. Their respiration, 
which affords a measure of their metabolism, is low as judged by the 
respiration of other organs, while the process of pyknosis of their 
nuclei, which takes place in the later states of their development in the 
marrow, is indistinguishable from that taking place in the cells of other 
degenerating tissues. On the other hand the “primitive red cells” 
in the process of their transformation in the circulation into the normal 
adult erythrocytes consume oxygen at a rate of approximately 0.5 to 
1.0 c.mm. per mg. per hour. While such an oxygen consumption is 
still somewhat smaller than that observed by Barcroft and Shore (10) 
in the cells of the liver of the cat, and by Usui (11) in those of the 
liver of the mouse, it must be recalled that the erythrocyte has in- 
cluded in its cytoplasm a relatively large quantity of oxyhemoglobin 
which has no oxygen consumption in the ordinarily accepted sense of 
that term. If allowance be made for this cellular inclusion the metab- 
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olism of the “primitive red cells” of the fowl becomes comparable 
with that of the cells of a parenchymatous organ like the liver. This 
relatively high metabolism, together with the resistance of the red cell 
to mechanical injury and its life in a fluid matrk of well determined 
composition, combines to render it a very suitable type of cell for the 
study of the influence of various factors upon cellular metabolism. 

In the course of 8 days from the time of injection of the phenyl- 
hydrazine into the fowl the oxygen consumption of its blood had risen 
to a peak and returned nearly to its previous normal level. The 
persistent anemia was almost certainly due to the frequent removal 
of small quantities of blood for the purposes of the experiment. The 
continuous blood regeneration which just compensated for these losses 
was at the same time responsible for the somewhat elevated metabo- 
lism which was observed in the last few determinations made. 

u 

Effect of Variation in Tonicity upon Metabolism 

The following experiments were carried out to determine how greatly 
metabolism was affected by variations in the tonicity of the saline 
solutions in which cells were suspended. The blood was obtained 
from fowls made anemic by an injection of phenylhydrazine. After 
centrifuging the blood for 5 minutes the supernatant serum was re- 
moved with a pipette and the cell suspension made up to its original 
volume with sodium chloride solutions of varying concentrations. 
Only one centrifugation was employed in order to minimize the inevita- 
ble injury to the cells caused by their being packed tightly together. 

The observations are given in the following table: 


■Red cells in mil- 
lions per c mm. 

|NaCl: O.fi percent^ 

1 0.75 per cent 

1 0.85 per cent 

1 0.95 per cent 

1 l.lOpercent 

1 C mm Oi consumed per MUIon red cells per hour 

2 05 

32.2 

32.0 

32 0 

33 2 

32.8 

1 33 

36.7 1 

37.9 

39 7 

1 39.6 1 

32.8 

0 92 

41.7 1 

42 6 

44.8 

44.6 1 

41.1 


While the effects of varying the tonicity of the saline solutions in 
which the cells are suspended are comparatively slight within the limits 
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employed in these experiments, it can be seen that the maximum me- 
tabolism occurs at some point between 0.85 per cent and 0.95 per cent 
of sodium chloride. Hematocrit observations made by the method 
described by Hirota (12) demonstrated that between these concentra- 
tions the size of the suspended red ceils both in normal and anemic 
blood approximates most closely to that when they are present in 
serum. 


Red cells in mil- 
lions per c.mm. 

1 Serum 

0.7S per cent 

1 0.8S per cent 

0.90 per cent 

0.95 per cent 

1.05 per cent 

Hematocrit readings in per cent in NaCl solutions 

2.76 

1.36 

i 

28.5 

24.3 

31.3 

i 

29.3 

i 

24.2 j 

27.6 

27.2 


These results are similar to those obtained by Ray (13) for the reticulo- 
cytes of the dog. He made observations on the oxygen consumption 
of these cells in the presence of m/12.5 solutions of sodium lactate to 
which sufficient sodium chloride was added to render them isotonic 
with the following concentrations of sodium chloride; 0.5, 0.7, 0.9, 
1.1, 1.3 per cent. He found that the oxygen consumption attained 
its maximum in solutions isotonic with 0.9 per cent sodium chloride 
and that it declined rather more rapidly if the solutions were made 
hypertonic than if they were made hypotonic. 

ni 

The Influence of Hydrogen Ion Activity upon Metabolism 

The extent to which the hydrogen ion activity of the surrounding 
medium influenced metabolism in the avian red cell was determined 
in this series of experiments. The method employed here differed 
somewhat from that adopted in the other studies. The oxygen con- 
sumption of the cells was measured in their own serum to which certain 
known quantities of acid had been added. In order to examine 
whether any specific ionic effects were involved both hydrochloric and 
phosphoric acids were used. 

To 2 cc. of blood from an anemic fowl 1 cc. of 0.87 per cent sodium 
chloride solution containing known amounts of these acids was 
added. The acidity of these saline solutions varied between n/200 
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TABLE n 

The Effect of Variations in Hydrogen Ion Activity upon the ^fe^abolism of Avian 
Red Cells 


Concentrated {mots per 1 ) 
HCl tn 0 87 per cent NaCi 
solution added to cells 

Cjnm 

Oj 

Per cent 
of max 
Oi con- 
sump- 
tion 

pH 

C mm 
0, 

Per cent 
of mac 
Oi con- 
sump- 
tion 

pH 

C mm 
0, 

Per cent 
of max. 
0, con- 
sump- 
tion 

pH 

c. 










0.000 

45 0 

S6 

— 

34.1 

S5 

8 65 

33 6 

87 

8.79 

0.005 

45.6 

83 

— 

36.1 

90 

8 53 




0.010 

48.9 

94 

— 

37 6 

94 

8 03 

36.4 

94 

8.02 

0.020 

52.1 

100 

— 

40.0 

100 

7.80 

38.7 

100 

7.90 

0.030 







38.8 

100 

7.64 

0 040 







35.2 

91 

7.44 

0.050 

45.3 

87 

— 

35.2 

88 

7.27 

28.7 

74 

7.22 

0.100 

27.1 

52 


19.0 

48 

5.85 




Red cell counts in 










millions 


1 75 



1.96 



2 15 



Concentrated (mols per 1.) 
H|PO4in0 87pefcentHaCl 
solutions added to cells 

C mm. 
Oi 

Percent 
of max 
0} con- 
sump- 
tion 

pH 

C mm. 
0, 

Per cent 
of mar. 
0} cos- 
sump- 
lion 

pH 

C mm 

o» 

Per cent 
of max. 
Oa con- 
sump- 
tion 

pH 

c. 










0.000 

29.6 

92 

S 34 

47 4 

91 

8.26 

45.0 

84 

8,46 

0.005 







45.9 

86 

8.19 

0.010 

30.8 

96 

8-04 

51 9 

100 

8. 10 

49.8 

93 

8.08 

0.015 







53.4 

100 

7.88 

0 020 

32.1 

100 

7.65 

52.0 

100 

7.53 

53.5 

100 

7 62 

0.025 







45.1 

84 

7.30 

0.030 

24.9 

78 

7.28 

40.3 

77 

7.18 




0.040 

21.0 

65 

6 91 

32 3 

62 

6 79 




0.050 

18.6 

58 

6.66 

29.8 

57 

6.56 




Red cell counts in 










millions 


2.12 



1.44 



1.18 



* Ox>'gen consumption given in units of c.mni. O 2 per billion red cells per hour. 


and n/10. 2 cc. of this cell suspension were used for the determina- 
tion of its oxygen consumption. Immediately after the measurement 
of the metabolism was completed the suspension of cells was removed 
from the flasks of the Barcroft-Warburg manometers, rapidly centri- 
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fuged and the supernatant fluid removed. This separation of the 
cells was effected as quickly as possible to minimize any change in 
reaction of the solutions by the further metabolism of the red cells. 

The reaction of the supernatant fluid was measured with the 
quinhydrone electrode. I am indebted to Dr. Arda Alden Green for 
checking a number of the more important points on the hydrogen 



Fig. 2. Showing the influence of changes in hydrogen ion activity upon the 
oxygen consumption of primitive avian red cells. 

electrode. The agreement between the two methods proved satis- 
factory up to a reaction of about pH 8.4. 

The relative alkalinity of the sera, to which saline only was added, 
was due to the loss of a large part of its carbon dioxide in the first few 
minutes of shaking in the apparatus. This carbon dioxide was ab- 
sorbed in the sodium hydroxide which was placed in the central cups 
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of the flask in order to combine with the carbon dioxide given off by 
the cells in the course of their metabolism. 

The results are presented in Table II and in Fig. 2. 

These e-xperiments demonstrate that the addition of small quantities 
of acid to the serum in which the cells are suspended exercises a very 
considerable Influence upon the oxygen consumption of the red cells 
themselves. This effect appears to be dependant upon the hydrogen 
ion concentration of the resulting mixture, it being immaterial whether 
this reaction be reached by the addition of phosphoric acid or hydro- 
chloric acid. In the case of certain other acids their presence in 
concentrations necessary to bring about the range of reaction investi- 
gated here would most probably introduce specific ionic effects other 
than that from the dissociated hydrogen ion. 

The range of variation studied was considerable: the lowest point 
being pH S.85, and the highest pH 8.79. The maximum oxygen con- 
sumption took place at pH 7.7S. In solutions of this reaction the 
contents of the corpuscles would probably have a considerably more 
acid reaction. Taylor (14) has estimated that at this reaction the 
corpuscular contents in goose blood have a pH value nearly 0.3 lower 
than the serum. On either side of this reaction the metabolism 
rapidly declined, until on the acid side at a pH of 6.S it was only 
half of its value at the maximum. On the alkaline side the falling 
away did not seem to be so steep, but since the quinhydrone electrode 
is inaccurate at reactions more alkaline than pH 8.4 the figures in 
this range are less dependable. It is of interest that Fischer (15) 
in his investigations of the influence of hydrogen ion activity upon 
the growth and emigration of fibroblasts in tissue cultures found that 
these took place at their best between pH 7.4 and pH 7.8. He also 
observed that repeated cultivation in a medium on the alkaline side of 
pH 7.4 was much less injurious to the cells than cultivation in one 
more acid. 

There e.xists the possibility that the hydrogen ion concentration of 
the media might undergo change during the course of the experiment 
and that the’ final determinations might give a false indication of the 
reaction at which the maximum oxygen consumption took place. 
Should the reaction change appreciably within the 90 minutes of the 
experiment it might be e.xpected that, since the red cells are evidently 
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quite sensitive to such a change, the maximal metabolism in the last 
45 minutes would be observed in a different observation flask from that 
of the experiment as a whole. This did not take place. In every 
case the flask of blood which registered the highest oxygen consumption 
for the whole experiment also registered the highest if the last 45 
minutes were alone considered. It is consequently highly improbable 
that the reactions in the individual flasks varied appreciably in the 
period of observations. 


IV 

Effect of Variations of Glucose Concentrations upon Metabolism 

A series of observations was made to determine the effect of the 
presence of small quantities of glucose upon the oxygen consumption 
of the red blood cells in the blood of anemic birds. The technical 
procedures were similar to those employed in the studies of the influ- 
ence of tonicity. The blood from anemic fowls was defibrinated by 
shaking with glass beads and centrifuged for a period of 5 minutes in 
a series of graduated tubes. After the supernatant serum was re- 
moved the cell suspensions were restored to their original volumes by 
the addition of sodium chloride solutions (0,87 per cent) containing 
varying quantities of glucose. In the last experiment, where the 
glucose was added in rather high concentration, that of the sodium 
chloride was correspondingly reduced. It was found, by hematocrit 
determinations, that the cells both of normal and anemic fowls’ blood 
had the same volume in 4.8 per cent glucose solutions as they had in 
their own serum and the concentrations of the sodium chloride present 
in the last experiment were adjusted upon this basis. No adjustment 
was made for variations in tonicity in tire earlier experiments where 
lower concentrations of glucose were used. Previous observations 
have however shown that greater alterations in tonicity than were 
involved here have little influence upon the oxygen consumption of 
the cells, and this influence would in any case have been in the direction 
of reduction rather than acceleration of metabolism. 

Table III and Fig. 3 show the results obtained. 

It is evident that small increments in the concentration of the glucose 
present are accompanied by corresponding acceleration in the oxygen 
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consumption of the cells. With further increase in the amount of 
glucose, however, the metabolism was stimulated less and less until 
from 0.6 per cent to 1.2 per cent no change in the consumption of 
o.vygen took place. The metabolism between these two points was 
steady at a level some 15 per cent above that in the corresponding 
glucose-free saline solution. We have not determined how far this 
condition of steady oxygen consumption continues with rising glucose 
concentration. Warburg (3) states that the blood cells in anemic 
geese consume the same quantity of o.xygen in a 5 per cent glucose 

TABLE in 


C.vim. O2 Coiisumd per Billion Red Cells Per Hour in Varying Concentrations of 
Glucose 


Red cells inndlUons 
per einrn 

0.91 


1 93 

1.9S 

Concentration 

Slucose 

C mm. Oi 

Per cent 
of saline 
value 

C.mm. Oj 

Per cent 
of saline 
value 

C nun 0} 

Per cent 
of saline 
value 

C.mm O 2 

Per cent 
of saline 
value 

ptr cent 









nil 

77.1 

100 

122 9 

100 

96 0 

100 

72 4 

100 

0.1 

SI. 4 

105 

130 4 

106 

102.0 

106 



0.2 

83.6 

lOS 

132.0 

107 

102.0 

106 



0.3 

84. S 

no 

132.5 

108 

104.5 

109 

81 6 

113 

0.4 



133.8 

109 





0.5 



134.3 

no 

106. S 

111 



0.6 







83 6 

115 

0.75 





109 6 

114 



0.9 







83.4 

115 

1.2 







83 4 

115 


solution as they do in Ringer’s solution, which would imply a decline 
beyond a ma.ximal plateau. I have previously carried out determina- 
tions (16) of the sugar concentration present in the serum of normal 
starved fowls and found it to be from 0.20 to 0.22 per cent. It is 
clear therefore that the ma.ximal oxygen consumption of the red cells 
takes place at a glucose concentration several times that normally 
present in the serum. 

The permeability of erythrocytes to glucose has been extensively 
studied, but so far as I have been able to find, in every case upon the 
normal fully developed cells and in nearly all cases upon those of 
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mammals. However since the metabolism measured in this study is 
almost exclusively that of the “primitive red cells” these observations 
upon permeability do not necessarily apply to them. It would seem 
improbable that the oxygen consumption of cells could be increased 
unless the glucose actually entered the cells. A control experiment 
showed that no interaction, involving the consumption of oxygen, 



Fig. 3. Showing the influence of glucose concentration upon the oxj'gen con- 
sumption of primitive a\-ian red cells. 

took place when small quantities of cell-free serum were added to the 
glucose solutions used. 

A further consideration indicating that the cells are permeable to 
glucose is provided by obsert^ations on the gradual decline in the oxy- 
gen consumption of the red cells as the duration of the experiment is 
extended. Ordinarily the period over which the observations were 
made was 2 hours and even in the course of that time a gradual de- 
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crease in the rate of consumption of oxygen could be observed. If 
this period were much extended the decline would become quite obvi- 
ous. This decrease however was much less rapid in those solutions 
containing much glucose than in those with none. It would conse- 
quently seem that the oxidative processes involve the gradual deple- 
tion of some constituent of the cell which the presence of glucose in 
the surrounding medium could in some degree replace. This confirms 
the results of Grafe (17) who found that in Locke’s solution containing 
glucose the cells respired almost as vigorously in a second experimental 
period of 90 minutes as they did in the first one of the same length 
of time. 

The nature of the substances o.xidized in the ted cell is not known. 
Harrop and Barron (18) have carried out a few experiments upon the 
respiration of avian (goose) red cells, both in normal and anemic blood, 
in which they determined both the o.xygen consumption and the 
carbon dio.xide production. The resulting respiratory quotients were 
however too variable to give any indication of the character of the 
materials consumed. That these materials are, however, mainly within 
the cells themselves is shown by the fact that the oxygen consump- 
tion of cells suspended in an isotonic saline solution is not greatly 
inferior to that of cells from the same source in their own serum. 

V 

The Influence of Certain Amino Acids on Metabolism 

Studies upon the metabolism of man and animals have shown that 
proteins and products of protein hydrolysis possess an especially great 
specific dynamic action. The following group of e.xperiments was 
carried out to determine whether this stimulation of metabolism by 
amino acids could be reproduced on avian red blood cells in vitro. 

In these experiments, as in those in which glucose was studied, the 
serum was separated from the cells by centrifugalization and replaced 
by solutions of various amino acids in 0.87 per cent sodium chloride. 
The amino acid solutions were neutralized with sodium hydroxide to 
pH 7.6. The buffering power of such solutions is very slight compared 
to that of the cells to which they were added. In each e.xperiment the 
amino acid solutions added to the cells varied in concentration from 
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zero upwards to 50 mg. amino acid nitrogen per 100 cc. In a previous 
series of determinations I have found that serum of normal starving 
fowls contains from 14 to 18 mg. amino acid nitrogen per 100 cc. as 
estimated by the colorimetric method of Folin and Wu. Consequently 
the maximum concentration of amino acid used was approximately 
three times as great as in the serum of the starving fowl. 

TABLE IV 

Effect of Amino Acids upon the Oxygen Consumption of Red Cells 


Concentration of amino acid (mg. amino -v per cent) 


Amino acid 

Millions 
per c.mm- 

1 nil. 

Img. ! 

j 2 mg. j 

3 mg. 

5 rag. 

10 mg. 





Cjnm. O. consumed per billion red cells per hour 

Glycine 

1.82 

34.7 

(100) 




33.5 

(97) 

33.5 

(97) 

30.2 

(87) 

29.2 

(84) 


1.39 

92.8 

(100) 




90.9 

(98) 

85.3 
(92 )| 

72.0 

(78) 

66.1 

(71) 

i 

1.67 

34.7 
(100) ' 

34. S 
(100) 

34.7 

(100) 

34.2 

(99) 

33.3 

(96) 




Alanine 

1.47 

44.3 

(100) 

44.8 

(101) 

45.9 1 
(103) 

44.7 

(101) 

44.8 

(101) 

1 

44.5: 

(lOO)i 



Histidine 

1.58 ^ 

1 

1 

48.1 

(100) 

j 



47.0 

(98) 

47.1 

(98) 

46.4 

(97) 


/-aspartic add 

1.17 

55.3 i 
(100) 




55.2 

(100) 

55.5 

(100) 




The figures in brackets represent the oxj'gen consumption in percentage of that 
taking place in the saline medium. 


The actions of four amino acids were investigated: glycine, alpha 
alanine, histidine and Z-aspartic acid. The latter was studied because 
Burge, Wickwire, Estes, and Williams (19) had found that certain 
optically active amino acids, amongst them Z-aspartic acid, exerted a 
stimulating effect upon the metabolism of Paramecium, which was not 
present in the optically inactive ones. Glycine and alanine on the 
other hand are of interest since Lusk (20) has shown them to have 
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especially high specific dynamic actions when tested on the metabo- 
lism of dogs. 

The results are shown in Table IV. 

It is clearly evident from these experiments that none of the amino 
acid solutions employed caused any elevation of the oxygen consump- 
tion of the fowls’ red cells in any way comparable to their specific 
dynamic action in the intact animal. At low concentrations their 
effect is negligible; alanine being the only one to produce any incre- 
ment and that of an order little greater than tlie experimental errors 
of the determinations. At higher concentrations than 5 mg. of amino 
acid nitrogen per 100 cc., glycine caused a very definite and increasing 
reduction in the oxygen consumption of the cells. The other three 
amino acids, alanine, histidine, and f-lspartic acid were without effect 
in concentrations up to 10 mg. of amino acid nitrogen per 100 cc., a 
concentration which it is unlikely that they ever exceed in the serum of 
the intact animal even at the height of digestion. 

The particular component of the amino acids responsible for the 
specific dynamic action has long been a subject of controversy. Grafe 
(17) (21) has contributed to the problem from two aspects. Working 
originally with Warburg and employing his methods, he made a 
study of the action of ammonia and of a number of amines upon the 
o.xygen consumption of the red cells of the blood of anemic geese. 
He observed that if 10 cc. of a neutralized saline solution containing 
1/100 N NHiCl were added to 2 cc. of a concentrated suspension of 
red cells, their metabolism became approximately 60 per cent greater 
than those in a similar cell suspension to which saline only had been 
added. If, however, the cells were washed three times with this 
ammonium chloride solution before the oxygen consumption determi- 
nations were made the metabolism of the cells fell to approximately 
one-fifth of those in saline. This he accounted for by the specific 
absorption of ammonia by the cells, each washing contributing an 
additional quota to the cell contents. Consequently after three 
washings the cells contained considerably more ammonia than they 
would have absorbed from a single immersion in a solution of the 
same concentration. Provided the concentration of ammonia were 
not raised to a point at which hemolysis occurred, the inhibition of 
metabolism was reversible, for washing the cells from the ammonia 
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solutions in normal physiological saline restored the oxygen consump- 
tion to its original level. Apparently immersion in a saline solution 
containing 1/100 n NH 4 CI (14 mg. ammonia nitrogen per cent) 
raised the metabolism very considerably while the higher concentra- 
tions consequent upon repeated washings in the same solution resulted 
in a very considerable though reversible inhibition of the oxygen 
consumption. 

Grafe’s second contribution to this question was his study of the 
relative specific dynamic actions of various amino acids and ammonium 
chloride upon both men and animals. From the combination of his 
own observations with those of Lusk, Grafe comes to the conclusion 
that the specific dynamic action of the various amino acids is closely 
related to their nitrogen content. This, taken in conjuncture with the 
observation that, though containing no calorie content available to the 
body, ammonium chloride produces a pronounced stimulation of 
metabolism in man, makes him suggest that aU these substances pro- 
duce their action by reason of the amino groups which they contain. 
His experiments with ammonium chloride on rabbits and dogs were 
inconclusive. 

I have carried out certain observations upon the effects of ammonium 
chloride at various concentrations upon the oxygen consumption of 
the red cells in the blood of anemic fowls. The solutions of ammon- 
ium chloride were made up and neutralized to a pH of 7.6 in exactly 
the same way as for the amino acids. The solutions in various 
concentrations were added to the concentrated ceU suspensions to 
replace the serum removed after centrifugalization. In this way they 
resemble the experiment of Grafe in which he observed a very con- 
siderable stimulation of metabolism. The results are to be found 
in Table V. 

The results of these experiments are somewhat equivocal. In all 
five the effect of the ammonium chloride was to produce a rise in the 
oxygen consumption of the cells. In two fowls, one examined twice, 
this stimulation was slight and attained a maximum at concentrations 
of between 1 and 2 mg. of nitrogen per 100 cc. In higher concentra- 
tions the metabolism of these bloods showed a progressive decline. 
Even at the maximum the elevation of metabolism was slight, being 
only approximately 5 per cent. In one fowl, also examined twice, 
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increase in the concentration of the ammonium chloride produced a 
rise in the oxygen consumption that continued as far as the maximum 
concentration used in experiments. The cause of the divergency in 
the reaction of the red cells to the ammonium chloride solutions is not 
evident and has not heen further investigated. One difference be- 
tween the blood of this animal and the others was the low oxygen 

TABLE v 


E^ect of Atnfnonium Chloride upon the Oxygen Consumption of Red Cells 


Fowl Number 

Ked blood 
corputelei. 
Miluoni per 
c.mm. 

Conce&tntioD of unmomum chloride (mf. K per cent) 

nil. 1 

> tag. 1 

2 rag. 1 

5 mg. 1 

10 ms. 1 

2S ms- 

C.mm.Ot connimed per billion ted cells per boar 

2 

2.36 

1 11-8 1 

19.0 




21.1 




(107) 

(III) 

(115) 

(113) 

(119) 

4 

1.54 

37.0 

38.1 

38.8 

36.3 

35.1 

34,7 






(98) 

(95) 

(94) 

5 ' 

1.91 1 

35.4 

37.2 

37.2 

35.6 

33.2 

33.0 




(105) 

(105) 


(94) 

(93) 

2 

1.98 

.57 

17.2 

17 9 

18 6 

18.9 

19.4 





(114) 

(118) 


(123) 

5 

1.74 

47.4 ' 

49.0 

48.6 

46.3 

42.3 

40.7 






(98) 

(89) 

(86) 


The figures in brackets represent the oxygen consumption in percentage of that 
taking place in the saline medium. 


consumption per billion red cells per hour, a figure only about twice 
that of the blood of normal fowls. 

Grafe (17) in his experiment used a solution of ammonium chloride 
to which a molecular equivalent of sodium hydroxide had been added, 
so releasing free ammonia in the solution. The concentration of this 
ammonia was 14 mg. of ammonia nitrogen per 100 cc. Such a solution 
must have had an alkaline reaction at the time of its addition to the 
cells, though the presence of carbon dio.xide in the cell suspension 
would ensure its rapid conversion into ammonium carbonate. In 
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his experiment with the red blood cells of anemic geese he observed a 
rise in oxygen consumption of 60 per cent. Such an elevation is far 
greater than any observed in the bloods of the fowls examined here. 
At concentrations of ammonia nitrogen comparable to his, two of the 
fowls’ bloods showed a decrease of about 7 per cent, while the other 
showed an elevation of about 17 per cent. 

CONCLUSIONS 

1. The oxygen consumption of normal and “primitive red cells” of 
fowls’ blood has been determined at intervals in the course of an 
anemia produced by the injection of phenylhydrazine. The "primi- 
tive red cells” have an oxygen consumption at least twenty to twenty- 
five times greater than the normal red cells. 

2. Suspension of the cells derived from the blood in anemia in 
sodium chloride solutions of various concentrations has comparatively 
little effect upon the oxygen consumption of the cells. 

3. The red cells from anemic blood are sensitive to variations in the 
reaction of the medium in which they are suspended. The maximum 
oxygen consumption, after addition of a saline solution containing 
variable amounts of acid to the blood, took place at pH 7.75. They 
appeared somewhat more sensitive to variations on the acid side of 
this reaction than on the alkaline. 

4. Addition of glucose to the medium increased the oxygen con- 
sumption of the cells. Their metabolism in a physiological saline 
solution containing 0.6 per cent of glucose was 15 per cent higher than 
in one in which no glucose was present. 

5. Certain amino acids in low concentrations had little effect on 
oxygen consumption, though at higher concentrations some of them 
definitely diminished it. 
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Cohnstein and Zuntz (1) were the earliest investigators who dearly 
pointed out that certain types of blood exhibit a metabolism involving 
the disappearance of oxygen and reduction of the hemoglobin. This 
metabolism was most evident in fetal blood, which, they observed, 
gradually darkened in color upon standing and upon evacuation lib- 
erated less oxygen than before. They ascribed this loss of oxygen to 
the action of the red cells, many of which, at the stage of development 
of the blood which they examined, still possessed large vesicular nudei. 

Since then the metabolism of the blood has been very actively 
studied, notably by Warburg, by Morawitz, and by Harrop. The 
rather extensive literature has been well reviewed by Morawitz (2). 
In general, it may be summarized by stating that it is now agreed that 
the normal orthochromatic erythrocytes, which form the vast majority 
of the circulating red cells of mammals, have a negligible if any 
respiration (Daland and Isaacs (3)). On the other hand the poly- 
chromatic cells, which have been recently liberated from the bone 
marrow and which are found in large numbers in young animals and 
during active blood regeneration, exhibit an easily measurable 
consumption of oxygen and formation of carbon dioxide. The earlier 
nudeated cells, ordinarily present only in the bone marrow in mam- 
mals, and the nucleated circulating erythrocytes of birds and amphibia, 
also respire very actively. 

With the exception of Warburg’s studies (4), which were largely 
concerned with the manner in which respiration was inhibited by 
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various narcotics, the factors which influence this metabolism have 
not been extensively investigated. This paper deals with the varia- 
tions in the respiration of the reticulocytes of the rabbit brought about 
by various alterations in the medium in which they are suspended. 

Methods 

The majority of the methods used in this investigation have already been 
described in the previous paper. The blood used was obtained from the ear vein 
and was dehbrinated as it was collected by shaking with glass beads. Before use 
it was filtered through cotton wool to remove the coagulated fibrin and with it 
the large majority of leucoc 5 ’’tes (Warburg (5)). 

The rabbits were made anemic by intraperitoneal injections of phenylhydrazine 
hydrochloride (15 mg. per kilo) dissolved in normal physiological saline solution. 
The anemia reached its greatest severitj’’ in about 7 days. The blood used in 
these experiments was removed from animals at a time when there was a large 
proportion of reticulocytes and consequently a high rate of respiration. 

The Respiration of the Blood during the Outset and Recovery Stages in 

Phenylhydrazine Anemia 

An injection of phenylhydrazine into a rabbit is rapidly followed by 
the development of anemia. With suitable quantities of the sub- 
stance (15 to 20 mg. per kilo) the red cell count may be caused to fall 
from its normal value of rather over five million to between one and 
two million red cells per c. mm. Regeneration, however, sets in very 
quickly, and by the time that the anemia has become most severe, 
between the sixth and eighth days, the blood may contain enormous 
numbers of reticulocytes. When the red cell count falls below two 
million per c. mm., more than 50 per cent of the cells may be reticulo- 
cytes, or more than one million per c. mm. More commonly the 
number lies between six and eight hundred thousand per c.mm. If 
the ox)’’gen consumption of such a specimen of blood be determined it 
w^ill be found to have a very much higher value than that from a normal 
rabbit. Harrop (6) has shown that a rough proportionality exists 
between the number of reticulocytes in, and the oxygen consumption 
of, various pathological human bloods. Similarly Derra (7) studied 
the ox}’’gen consumptions of blood during the remissions resulting from 
the administration of liver extract in patients suffering from pernicious 
anemia. He found a similar relationship, though not so close as that 
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observed by Harrop, between the oxygen consumption and the reticu- 
locyte content of the blood at various times in the remissions. 

In the following experiment two rabbits were made anemic by 
injection with phenylhydrazine. Red cell counts, reticulocyte counts 
and oxygen consumption determinations were made every second day 
until the main wave of liberation of reticulocytes had subsided. The 
observations are to be found in Table I and Fig. 1. 


TABLE I 

TJjs Oxygen Consimplien of JieiienJoeyJes at Vaeiaas Phases in the Anemia Induced 


hy the Infection of Pkenylhydrozine 


Ktbbit 

No. 

Diy 

Red Cells 
m mills 
per c mot. 

Reties 
per cent 

Reties, 
in mills 
per cjnm 

C mm. Oi censumed 

Per cc. 
blood 
per hour 

Per billion 
reties, 
per hour 

28 

before inject. 

5.49 

1.5 

0.083 

5.1 

63.0 


1st after inject. 

6.01 

3.2 

0 192 

11.1 

57.8 


3rd » ” 

2.85 

9.3 

0 265 

17.0 

64.2 


Sth » 

2.40 

27.0 

0 649 

41.9 

64.7 


7th ” " 

2.44 

33.0 

0.805 

52.9 

65.5 


9th ” ” 

3.80 

17 2 

0.654 

35.5 

54.3 


11th ” ” 

4 07 

10.2 

0.423 

25.4 

59.9 


13th ” » 

4.90 

9 6 

0.470 

26.0 

55.3 

40 

before inject. 

4.97 

2.0 

0.099 

5.3 

53.6 


Ist after inject. 

4.96 

3.0 

0.149 

8.9 

59.7 


3rd ” 

3.32 

9 4 

0.313 

14.9 

47.6 


Sth ” ” 

2 64 

23.9 

0 631 

40.0 

63 2 


7th ” 

3.15 

21.0 

0.630 

35.2 

55.9 


9th ” ” 

3.67 

13.1 

0.479 

25.3 

52.8 


llth » ” 

3 19 

9 1 

0 290 

15.2 

52.4 


13th ” ” 

3 61 

5.3 

0.192 

10.9 

56.7 


From Table I it can be seen that the actual number of reticulo- 
cytes per c.mm. of blood increased, in one animal to more than nine, 
in the other to more than six, times their initial figures, and that the 
o.xygen consumption of the blood underwent a concurrent change. 
But in spite of the very large alteration in both, the oxygen consump- 
tion for every billion (thousand million) reticulocytes was, within 
reasonably close limits, the same throughout the course of the 
experiment. 
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There are at least two possible explanations for this rather strikingly 
uniform relationship between oxygen consumption and reticulocyte 
concentration. In the first place it is possible that the reticulum in the 
cell either promotes oxidation or is itself oxidized at the same rate at 
all stages in its gradual disappearance. When taken in conjunction 
with the cytological appearances of the reticulocytes with their very 
variable content of basophil filaments, such an assumption seems 



Fig. 1. Showing the oxj^gen consumption of reticulocytes related to their 
concentration in the blood at various stages of an anemia produced by phenyl- 
hydrazine. 

hardly probable. A second and seemingly more likely explanation is 
that the reticulocyte stage of development is of comparatively short 
duration in comparison with the whole duration of the wave of reticulo- 
cyte production evoked by the phenylhydrazine. Under these 
circumstances the oxygen consumption curve for the blood would 
represent, at any one particular time, the summation of the oxygen 
consumption of reticulocytes at all stages in their life history. In this 
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event, though the total number of reticulocytes in the circulation 
might change greatly, the proportions of the various categories of cells, 
young and old, might not be very different at different times. 

Anaccurateestimationofthedurationof thereticulocyte stage ofde- 
velopment would determine this point. Subject to some assumptions 
which will be discussed below, this period can be indirectly estimated 
from a consideration of the regeneration curves for the blood of rabbits 
recovering from anemia. In the course of this recovery the red cell 
count of the animal rises from the day of most severe anemia until 
regeneration is complete. If daily total red cell counts and reticulo- 
cyte percentage counts be made, the actual number of reticulocytes 
per c. mm. of blood can be calculated for any particular day. Should, 
on an average, each reticulocyte retain its reticulum for only 1 day 
before developing into an ordinary orthochromatic erythrocyte, it 
will, taken in the aggregate, be only counted once as a reticulocyte in 
the daily blood examinations made. Consequently, if the life of the 
reticulum once the cell has reached the circulating blood be only 1 
day, the total daily calculated numbers of reticulocytes added together 
for the whole regeneration period should be equal to the rise in the 
red cell count during the same period. If the aggregate number of 
the reticulocytes so counted be greater than the number of new cells 
produced, as judged by the rise in the total red cell count, the average 
duration of the reticulum in the cells must be longer than 1 day, 
since they must have been counted more than once. 

Such a calculation obviously makes several important assumptions. 
First, it presupposes that all the red cells added to the circulation in the 
period of regeneration are liberated from the bone marrow as reticulo- 
cytes and not as the normal adult orthochromatic variety of red cell. 
It is impossible at the present time to be certain whether this is so or 
not, since there are no satisfactory ways of recognizing new cells other 
than those of vital staining. If considerable numbers of non-reticu- 
lated red cells are liberated the calculation just outlined will estimate 
the duration of the reticular stage of development at too brief a 
period. It further disregards any alteration in blood volume and the 
normal or abnormal destruction of red cells, either adult or reticulated, 
during the regeneration period. How far these might affect the result 
it is clearly impossible to estimate. 



TABLE in 


The Influence oj Hydrogen Ion AclivUy upon the Oxygen Consumption oj 

Reticulocytes 


Concentration of acid 
or alkali added 

C.mm. 
0« per 
bill, 
reties, 
hourly 

Per cent 
of value 
in 

serum 

saline 

pH 

c.mm. 
Oj per 
bill, 
reties, 
hourly 

Per cent 
of value 
in 

serum 

saline 

pH 

C.mm. 
Oi per 
bill, 
reties, 
hourly 

Per cent 
of value 
in 

serum 

saline 

pH 

NaOHl/50 N 1 

30.6 1 

89 





54.4 

92 

8.31 

1/100 N 

30.6 

89 

8.06 




54.8 

93 

8.16 

1/200 N 

32.0 

93 

8.02 


1 

1 

56.3 

96 

1 

8.04 

Neut. Sal 

34.5 

100 

7.96 

48.4 


8.10 

58.8 



HCl 1/200 N 

34.0 

99 

7.86 







1/100 N 

34.1 

99 

7.81 

46.8 

97 

7.89 




1/50 N 

31.9 

1 92 

i 7.68 

1 45.7 

95 

7.70 

55.6 



1/33 N 




44.5 

92 

7.55 




1/25 N 




39.4 

82 

7.34 




1/20 N 




36.8 

77 


48.5 

85 
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The results of the experiments will be found in Table III and inFi 

It will be seen that variations in the reactions of the medium 1 
considerable influence upon the reaction of the cells. The max 
oxygen consumption occurred about pH 8.0, which would corresf 
to a reaction in the interior of the cells about pH 7.75. The meti 
lism at pH 7.4, or that normally to be found in the blood, 'U’oul 
about 85 per cent of this maximal value. 

The Influence of Variations in Tonicity upon the Respiration of 
Reticulocytes 

Determinations of the oxygen consumption of reticulocytes i 
made in solutions of sodium chloride of various concentrations r, 
ing from O.Il molar (0.6 per cent) to 0.28 molar (1.5 per cent). T1 
solutions were added to the cells after they had been separated f 
their serum by centrifugation. 

The results are given in the following table: 


Ked celU !a milb. 
p«rcjnm. 

1 N&Cl; OQpetceot 

1 0.9 per cent 

1 1.2 percent 

j 1,5 per ceil 

1 C.mm Oi consumed per bUUoQ reticulocytes per hour 

2.75(14.2)’ 

32. S 

39.4 ' 

1 1 

31.2 

2.37 (25.4) 1 

38.5 

44.2 1 

1 39.6 1 

37.8 

1.96(39.0) 

38.9 

42.9 1 

i 1 

37.8 


* Reticulocyte percentages are given in brackets after the red cell counts. 


It can be seen that in alt three experiments the maximal respiral 
took place in a sodium chloride solution which was closely isotc 
with normal blood. The figures, however, suggest that slight degi 
of hypertonicity are less injurious to the cell respiration than 
reverse condition of hypotonicity. The cells in 0.6 per cent sa! 
have a metabolism 13 per cent below that in 0.9 per cent saline, wl 
those in 1.2 per cent saline arc only depressed to the extent of 7 
cent. 

The Influence of Glucose, Glycine, and Alanine on the Respiration o 
Reticidocyles 

In order to determine whether the presence of certain readily oxic 
able substances in the surrounding medium resulted in any accele 
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tion of the rate of respiration of the reticulocytes, they were separated 
from their serum and added to saline solutions containing variable 
concentrations of these substances. Glucose was used in concentra- 
tions varying from zero to 400 mg. per hundred cc. Glycine and 
alanine were used in solutions containing from zero to 28 mg. of amino 
acid nitrogen per hundred cc. These amino acid solutions had no 
perceptible effect upon the rate of respiration, while the glucose 
solutions progressively depressed it, the respiration in saline containing 
400 mg. per cent of glucose being on the average only 84 per cent of 
that in saline. Whether the glucose actually entered the reticulocytes 
is problematical. Kosawa (13), and Ege (14) found that the red cells 
of the rabbit are impermeable to glucose, but this may or may not be 
true of the reticulocytes. 

Since reticulocytes have approximately the same rate of respiration 
in normal physiological saline solution as they have in their own serum, 
it is probable that the substances oxidized are present in the cells as a 
residue from an earlier stage of development, and are not gaining 
access to them continuously from the exterior. The disappearance 
of the reticulum during the period in which respiration takes place 
suggests that it is part if not the entire material consumed. The actual 
quantity of this substance oxidized may be approximately calculated. 
Since the reticulocyte stage of development is about 50 hours, and the 
average oxygen consumption about 60 cm. per billion reticulocytes 
per hour, the total quantity of oxygen used by every billion reticulo- 
cytes will be about 3 cc. 

Unfortunately very little is known of the chemical nature of the 
reticular substance. Gawrilow (15), from a study of its reaction with 
vital stains, believes that it is partly protein, partly lipoid. Neither 
is there any consistent data upon the respiratory quotient of reticulo- 
cytes from which it might be possible to draw any conclusions as to 
its chemical constitution. Douglas (16) found an average respiratory 
quotient of 1.02 on three samples of citrated anemic rabbit’s blood. 
This is much too high a value to be accounted for by the oxidation of 
either lipoid or protein, though there is no reason to believe that other 
substances may not be oxidized in addition to the vitally staining 
reticulum. Harrop and Barron (17) (1928) found values from which 
they suggested that the respiratory quotient was between 0.75 and 
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0.80, and such a value would of course be in closer agreement with 
Gawrilow’s views. 

Should the material consumed in the reticulocytes be a fatty acid, 
3 cc. of oxygen would account for the oxidation of about l.S mg.; 
were it carbohydrate or protein, the weight would be greater. The 
weight of the dry material of one billion reticulocytes is about 40 mg., 
of which about 35 mg. is hemoglobin, so that the respiration of the 
reticulocyte must result in the destruction of a large proportion of its 
contents apart from the hemoglobin. This proportion is all the greater 
since more than 1 mg. of the residual S mg. is inorganic matter. 

DISCUSSION 

At the conclusion of this paper it is possible to compare the respira- 
tion of the mammalian reticulocytes and that of the normal nucleated 
and primitive red cells of the bird. Such a comparison is necessarily 
rough, but it may afford some indication of the solution of the problem 
which was raised at the commencement of the first paper of this series: 
the relative importance of the nucleus as the seat of cell oxidation. On 
the one hand, in the rabbit reticulocytes, we are concerned with a 
corpuscle entirely devoid of a nucleus; on the other, in the primitive 
avian erythroblast, a nucleated cell possessing an intensity of respira- 
tion not greatly inferior to that of a parenchymatous cell such as the 
liver cell. 

Since all the determinations were made at the same temperature 
(37.S°C.) no allowance need be made for the temperature coefficients 
of the respiratory processes. There are, however, considerable differ- 
ences in the sizes of the various cells whose respiration is to be com- 
pared. Consequently, in order to render the comparisons more 
satisfactory, the respirations should be considered not on the basis of 
cell number but rather upon one of celt volume. This is evident 
since the volume of the primitive red cell of the fowl is about twice as 
great as that of the rabbit’s reticulocyte. 

Hematocrit observations make it possible to determine the volume 
occupied by the various types of red cell. The volume of one billion 
red cells in the blood of anemic fowl is approximately 140 c.mm., in 
the blood of a normal fowl 100 c.mm., and of the reticulocytes of the 
rabbit 85 c.mm. In the blood of the anemic fowl about 50 per cent 
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ot the cells were the normal variety of adult erythrocyte, so that the 
volume occupied by one billion of the more primitive cells would 
be about 180 c.nun. The following table shows the relationship 
between the respiration of these types of cells, together with their 
volumes, and allows a comparison to be made of their respiration on 
the basis of an arbitrary unit volume of 100 c.mm. 


Type of cell 

i 

Volume occupied 
by one billion 
cells 

Oxygen con- 
sumption per 
billion cells 

Oxygen con- 
sumption per 
100 c.mm. cells 


C.mm, 

C.mm. 

C.mm. 

Fowl: Prim. Red Cell 

180 

250 

140 

Fowl: Norm. Red Cell 

100 

12 

12 

Rabbit: Reties 

85 

60 

70 


It is evident from this table that if the metabolism of the reticulo- 
cyte gives any indication of the intensity of oxidation taking place in 
the cytoplasm of a cell such as the primitive red cell of the fowl, that 
the oxidative processes of the cell are far from taking place exclusively 
in relation with the nucleus. The reticulum appears to be associated 
closely with the cell oxidation either as the material consumed or as the 
mechanism by means of which the process is effected. The possibility 
that the reticulum is in reality a nuclear remnant is now generally 
discredited. Both the primitive red cells of fowls and many of the 
normoblasts of mammals possess both a nucleus and a reticulum, and 
both are often present simultaneously in the cells as distinct structures. 
Further, their staining properties are dissimilar. It would seem prob- 
able, therefore, that in the primitive avian red cell oxidation processes 
are taking place both in the cytoplasm and in the nucleus and that the 
partition between the two may not be far from equal. Further, it is 
evident that though the definitive red corpuscles of the fowl are 
nucleated cells the respiration is small in comparison with the non- 
nucleated reticulocyte of the mammal with its residual cytoplasmic 
reticulum. 

SUMMARY 

1. The respiration of the reticulocytes of the rabbit has been 
measured during the period of an anemia produced by phenylhydra- 
zine. Though the respiration increased greatly during the phase 
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of regeneration, the oxygen consumption per billion reticulocytes 
throughout the period remained approximately the same. 

2. The respiration of the reticulocytes was affected by changes in 
the reaction of the medium in which they were suspended, and was at 
its maximum about a pH of 8, with a probable intracorpuscular pH 
of about 7.7S. 

3. Variations in the tonicity of the suspending medium did not 
produce any great change in the respiration of the reticulocytes. 

4. The presence of glycine, alanine, and glucose in the suspending 
medium resulted in no acceleration in the respiration of the cells. At 
higher concentrations glucose tended to depress the respiration. The 
material oxidized appears to be mainly or entirely contained in the 
corpuscles at the time they are liberated from the marrow. 

5. A comparison is made of the respiration of the reticulated nu- 
cleated red cells present in the blood of anemic fowls and the non- 
nucleated reticulated red cells of rabbits. On the basis of equal 
volumes of cells, the respiration of the former is about twice that of 
the latter, while this in turn is about six times as great as the nucleated 
but non-reticulated normal red cells of the fowl. 
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The internal salt, or "zwitter ion” theory of the structure of amino 
acids, has received increasing support of recent years. In the case 
of proteins, however, the data arc less certain. According to the 
classical theory, gelatin is neutral at the isoelectric point by virtue of 
being either completely non-ionised or else containing a minimum num- 
ber of dissociating groups, while the zwitter ion structure explains 
its behavior at this point on the basis of its possessing equal and 
maximal numbers of positive and negative charges. Such a molecule, 
with charges distributed over the surface, should be as capable of 
combining with a neutral salt as with an acid or base, and any such 
protein-salt compounds, since they involve at least one strong elec- 
trolyte, would be expected to be dissociated. Thus: 

— + + — + — + — 

protein + NaCl =• Na protein + Cl 

— + + — “+ — + 

protem + NaCl =» protein Cl + Na 

On the other hand, it is extremely difficult to postulate a mechanism 
whereby the neutral molecule of the classical theory could combine 
with neutral salt to produce a highly ionised compound, and even in 
the case of a molecule which bears a very small residual number of 
charges, any such combination could only be of a very slight order. 
The existence in considerable amounts of such compounds tvith neu- 
tral salts would therefore be indirect evidence for the zwitter ion 
structure of protein molecules. 

The purpose of this paper is to draw attention to the fact that much 
of the data already published, particularly by Loeb and his co-work- 
ers, contain implicit evidence that the addition of neutral salts to 
215 
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gelatin solutions increases the ionisation of the gelatin, ix., that the 
gelatin therefore combines with neutral salts to produce highly disso- 
ciated complexes. 

Now if a gelatin solution be contained within a membrane permeable 
to electrolytes which is immersed in acid, it follows from the Donnan 
membrane relationship that the concentration of dijffusible ions within 
the membrane is different from that outside it. 

In the case of gelatin-HCl solution, on the acid side of pH 4.7, the 
H-ion concentration is less within the membrane than without, and 
the Cl-ion concentration is hence greater within the membrane, since 

There is therefore an excess of the Cl-ions within the membrane, that 
is an excess of negative ions, and some of the gelatin must therefore be 
positively ionised to maintain electrostatic balance. If the H-ion 
activities are measured, the concentrations of all ions, including that of 
ionised gelatin, can be calculated. In the presence of known concen- 
trations of salts the conditions are the same, and if the gelatin solu- 
tion be at the same pH as when the salts are absent, then the compari- 
son of the amounts of gelatin ionised in the two cases would give the 
effect of the addition of salt on the ionisation of gelatin. f 

Data on this point are readily available in the literature. The 
measurements at pH 3.8 are taken from Loeb (1) and Loeb and Kun- 
itz (2). These determinations refer to the solutions at the beginning 
of the experiment, and in each case it has been necessary to assume 
that the pH of the outer solution has remained unchanged throughout. 
This is unavoidable since, not final pH measurements, but only mem- 
brane potentials, are given. Now the establishment of a membrane 
potential is merely the necessary consequence of a difference in con- 
centration of H+ or Cl“ ions, from whatever cause, since: 

E.M.F. = 59(pHy - pH^ 

The agreement between the membrane potential observed and that 
calculated from the pH difference does not therefore possess any 
special significance, since it does not of itself confirm the Donnan re- 
lationship, but only checks the accuracy of the measurements. Even 
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if measurements of final pH within and without had been available, 
however, the correction to be made for the probable slight change in 
the pH of the outer solution would have been unimportant, since it is 
merely a difference of pH that is involved. Furthermore the volume 
of the outer solution was much greater than that of the inner and the 
pH change was therefore probably slight. 


TABLE I 

Gelatin Chtoride and Sodium Chloride. (2) and (2). 2 per cent Gelatin = 
9 Mitticquivalents Per Litre 


Id presence ol sodiuo cMoride; 

outer pH 

« 3.8 


Id absence of sodium chloride; 

Yh “ 0.99 

g 

*o 

a 

B 

& 

i 

i 

i 

7 


1 

.as 

. t 

"a 
*1 ^ 

.s > 

V 

'o 

<J 

♦ a 
& 

1 

e 

+1 

u“ 

Membrane potential 
millivolts 

external 

.5 

s 

+1 

.2 

u:8 

0.9 

0.84 

n 

0 189 



91 

32 5 

0.S81 

2.11 

1.95 


u:16 

1.2 

0.87 

mm 

0.181 



iWirl 

32.5 

0.577 

2.10 

1.94 


u:32 

1.5 

0.90 

1.0 

0.172 

32.16 

30 53 

1.46 

32.5 

0 567 

FliH 

1.90 

QQI 

u:50 

1.7 


2 0 

0.164 

21 62 

18 66 

2.80 

33.0 

0.542 

1.97 

1.82 

NB1 

m:100 

2.0 

0.92 

3.5 

0.152 

11.54 

8 81 

2 58 

33. S 

0.518 

1 90 

1.76 

QQI 

u:200 

2.3 

0.95 

6 5 

0.131 

6.57 

3.93 

2.51 

33.5 

0.462 

1.70 

1.57 

HriI 

u:400 

2.6 

0.97 

11.0 


4 11 

1.62 

2 38 

33.0 

0.384 

1.40 


1.83 



0.97 

13 0 

0.099 

3 61 

1.20 

2 31 

33.0 

0.350 

1.26 

1.16 

1.99 

MtlOOO 

3.0 

0.98 

18 0 

0 0S2 

2.34 

0.497 

1.76 

33.0 

0.280 

0.99 

0.914 

1.93 

m:2000 

3.3 

0.98 

24 0 


1.67 

0.197 

1 41 

33.0 

0.231 

0.816 

).783 

llfgil 

ii:4000 

3.6 

0.99 

29.0 



mmm 

1.18 

32.5 

0.182 

0.656 


1.93 

if.8000 

3.9 





0.037 


32.5 

0.172 

0.621 

0.573 

1.52 

m:16000 

4.2 

H 





0.749 

32.0 

0.162 

0.596 

0.552 

1.36 


The first section of Table I gives the salt concentration and observed 
membrane potentials, the outer solution being at pH 3.8. From the 
membrane potentials were calculated the H-ion activities within the 
membrane, and from these the H-ion concentrations by use of Lewis 
and Randall’s figures (3) for the activity coefficients of the H-ions in 
solutions of various strengths (Column 3), neglecting, of course, the 
unknown contribution of the gelatin to the ionic strength of the solu- 
tion. The concentrations of the other ions, and therefore of the 
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gelatin which must be ionised to produce electrostatic equilibrium, 
follow. The second section gives the figures for a gelatin solution at 
the same pH as in the first section, but in equilibrium with HCl only. 
The last column shows the value of the ratio : 

Gelatin ionised in presence of NaCl. 

Gelatin ionised in absence of NaCl at same pH. 

This ratio is plotted in the curve, the abscissae being the negative 
logarithms of the molality of the salt solution; this scale is simpler 
than plotting direct reciprocals of molality and corresponds closely 
to the pH scale. 

The figures show clearly that apart from the depression of ionisation 
produced by very concentrated salt solutions in acid, the addition of 
salt to the gelatin-HCl or gelatin-NaOH systems increases the ionisa- 
tion of the gelatin. The variation of the ionisation ratio in the pH 
range 3.8 to 4.3 reaches a maximum corresponding to about m/1000 
NaCl solution. The curve is, however, the resultant of two effects, 
(a) of decreasing salt concentration from m/8 to m/16000 and (b) of 
increasing pH from 3.8 to 4.3, and at constant pH would be slightly 
flatter. 

The effect of salts in depressing the osmotic pressure, viscosity and 
swelling of gelatin, as shown by Loeb, is to be considered quite apart 
from this increase in ionisation of the gelatin, which is most simply 
explained on the formation of complex salts. 

The observations of Pauli (4) and (5) on electrolyte-free proteins, 
show from conductivity and ionic mobility measurements that pro- 
teins combine with zinc chloride to produce complex zinc-protein ions, 
positively charged, and also, under certain conditions, to give complex 
chlorine-protein ions. Northrop and Kunitz (6) also find that gelatin 
combines readily -with calcium, copper and other salts to produce 
positively charged particles, and that the combination even close to 
the isoelectric point, becomes, in high salt concentrations, stoichio- 
metrically equivalent to the combination with hydrogen. 

In this connection it is possible to show that gelatin possesses an 
effective combining power toward metal ions of from 2.5 to 3.6, for 
the formation of complex ions under the conditions of the experiment. 
In Table II are given the concentrations, in millimols per 1000 gm.. 
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for Bonnan systems of gelatin with calcium and copper chlorides. 
Column 1 gives the external concentration of the salt, as given by 
Northrop and Kunitz, and the second and third columns give the in- 



Fio. 1, Ionisation of gelatin produced by adding salt solution, from data of 
Loeb and Kunitz. The ratio of the amount of gelatin ionized in presence of NaCl 
to the amount ionized without NaCl but at the same pH is plotted against concen- 
tration of NaCi solution. 

temal concentrations of chloride and metal ions calculated from the 
membrane potential. Just as in Table I, there should be an excess of 
negative ion,s, and this is given by a (Column 6). Now the amounts 
of copper found, [Cu]-, are in excess of the theoretical by a consider- 
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able amount, [Cuja, wbich, since it is not subject to the Donnan 
relationship, cannot be present in the normal ionic form. It can only 
be present in association with the gelatin that has to be positively 


TABLE n 


Gelatin and Copper Chloride, pH 5.0** 


C(;^ external 

Cq] internal 

C(5a internal 
calculated 
= ICu], 

C(j^ internal 
found = ICuJ, 

Excess cT 
= ICu], 

Cci 

2 

(Cuji = a 

Effective 
combining 
power = 

a 

8.8 

19.6 

7.1 

10.7 

3.6 

2.7 

2.67 

8.05 

21.97 

4.32 

13.15 

8.83 

6.66 

2.65 

187.9 

391.5 

173.1 

204.6 

31.5 

22.7 

2.77 

178.0 

360.0 

174.0 

184.5 

10.5 

6.0 

3.50 

192.5 

389.3 

188.4 

199.5 

11.1 

6.3 

3.52 

485.0 i 

976.0 

479.0 

495.5 

j 16.5 

! 9.0 

3.66 


Copper Chloride -j- Deaminized Gelatin, pH 4.1\ 


191.8 

387.1 1 

188.4 

194.1 


4.7* 

2.46 

291.2 

i 584.7 

287.9 

294.0 


4.1* 

2.97 

383.9 

771.4 

380,4 

386.5 

6.1 

4.9* 

2.49 

500.0 

1014.0 

487.0 

515.0 

28.0 

19.6* 

2.86 

Gelatin + Calcinm Chloride, pH 5.0% 

C (;2 external 

Cq! internal 

CcT internal 
calculated 
“ [Call 

C(^ internal 
found =s |Ca]i 

E.xcess Ca 
= ICa], 

Cci 

2 

[Call = a 

Effective 

combining 

power 

ifiil* X2 

a 

295.0 1 

594.0 

291.0 

299.0 

mm 

6.0 

2.67 

494.0 

992.0 

490.0 

501.0 


6.0 

3.67 

744.5 

1495,0 

739.0 

751.0 

wsm 

8.5 

2.82 

984.0 

1976.0 

976,6 

994.5 

msm 

11.4 

3.16 


* Values corrected for concentration of H+ ion. 
** See Table I, Northrop and Kunitz (6). 
t See Table II (6). 
i See Table Vn (6). 


ionised to neutralise the excess of negative ions. In the first case, the 
excess of divalent negative ions is 2.7 millimols, which must therefore 
be neutralised by 2.7 millimols divalent positive ions. The excess of 
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copper over the theoretical is 3.6 miilimols, and these must therefore 
be absorbed into the formation of 2.7 miilimols divalent positive 
Cu-gelatin ions, so that the gelatin must be acting as though 


— X 2-vaIent. 
2.7 


This effective valency or combining power of the 


gelatin for comple.T ion formation is given in the last column, and is 
seen to increase slowly with increasing concentration of salt, from a 
value of 2.67 upwards. Calcium chloride yieids simiiar results; de- 
aminised gelatin shows a lower combining power. In this last case 
correction has to be made for the H-ion concentration ; at pH S.O this is 
negligible, at pH 4.1 it reduces the value of a by 0.4. 

As in the previous tables, the figures represent small differences 
between large values, and the agreement is therefore very satisfactory. 
The formation of ionisable compounds by the addition of salts goes 
far to explain the solubility of the globulins in neutral salt solutions, 
since the idea, so often put forward, that the ions are soluble and the 
non-ionised protein is not, now receives a definite mechanism for the 
production of ions by salt. As Vickery and Osborne (7) point out, 
this fact has been somewhat of a mystery until now. 

Furthermore, the formation of complex ions, while difficult to ex- 
plain on the classical theories of protein structure, falls readily into 
line with the zwitter ion conception and is in fact an expected corol- 
lary therefrom. 


SUMMAEY 

The effect of the addition of sodium chloride to gelatin solutions is 
shown from the Donnan relationship to increase the ionisation of the 
gelatin, the increase produced in acid solutions reaching a maximum 
at about 1/1000 molar salt concentration. This effect is attributed 
to the formation of compIe.x ions. 

From the similar action of calcium and copper chlorides the effective 
combining power of gelatin for complex positive ion formation is de- 
duced. The bearing of complex ion formation on the zwitter-ionic 
structure and solubility phenomena of proteins is pointed out. 

The author’s thanks are due to Dr. M. Kunitz for directing his 
attention to some of the published measurements, to H. M. Winegar- 
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den, and particularly to Dr. H. Borsook for his helpful advice and 
criticism. 
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The clearing of broth cultures of bacteria by an agent which pro- 
duces more of itself during the period of contact with susceptible 
organisms constitutes a striking phenomenon, a process obviously of 
great interest to bacteriologists and one which accordingly has been 
the subject of extensive study. However, attempts to analyze the 
mechanism of phage action upon bacteria have not resulted in general 
concordant interpretation of the basic experimental facts, and indeed 
many of the major facts themselves are wanting or are in dispute. 
This is due in part to the inaccuracies involved in determining phage 
quantitatively and to the difficulty of estimating bacteria in the 
presence of phage. One of us has described experimental procedures 
for determining phage (1) and for estimating bacteria in phage-con- 
taining suspensions (2), both being sufficiently convenient and accu- 
rate for use in a quantitative analysis of the phage-bacterium system. 
The present paper deals with such an analysis in the particular case of 
an antistaphylococcus bacteriophage acting upon a single strain of 
.S. aureus. 

General Description of the Reaction between Antistaphylococcus 
Bacteriophage and S. aureus 

Before going on to the reaction itself the terms and abbreviations 
used throughout should be defined. 

B; Bacterium, a 16 hour agar culture of a single phage-susceptible 
strain of 5. aureus suspended in saline. 

[B]; Total number of bacteria/ml. 

Bo: Initial value of [B], 

Be: [B] at maximal stationary phase of B growth. 
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P: A polyvirulent highly active antistaphylococcus phage. 

P.U.: Phage unit, 

[Pj or [p.u.] : Phage units/ml. 

Po: Initial value of [P]. 

Broth: Veal infusion, 1 per cent peptone, 0.5 per cent NaCl, pH 7.6. 
Standard phage: Antistaphylococcus bacteriophage prepared by 
suspending 2 X 10^ staphylococci per ml, in 1 per cent phage. 
The mixture is rocked at 36°C. until lysis is complete. The lysate 
is stored at 5°C. without filtering. 



Fig. 1. Normal growth curves of S. atireus in broth at 36°C. Plots of log [B] 
against i for two different values of Bo. Total cells estimated by turbidity 
method, Ihdng cells by plate count. 


For each experiment the following data were obtained at various 
time intervals: Total P/ml.; extracellular P/ml.; intracellular P/ml. 
(by difference); P/ml., in the P-containing suspension and also in the 
broth alone iwthout P. Essential conditions prevailing unless other- 
wise indicated were: Temperature 36°C. and constant agitation 
obtained by placing the test series in a mechanical shaker mounted in 
a water bath. The methods employed in making the various deter- 
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Fig. 4 Fig. S 

Figs. 2, 3, 4 and 5. FloXs of typical kinetic experiments. The curves of log 
total [F], log extracellular [FJ and log (BJ against / for different values of Fa and 
Bo at 36®C. are shown. 

A. Normal Growth . — Normal growth of the test organism in broth 
at 36°C. is shown in the plot of log \B] against time (Figs. 1 and 11). 
The usual features of a growth curve are observed here, namely, a 
period of lag (average about 0.5 hour), a brief phase of positive 
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acceleration, a relatively long period of logarithmic growth, a phase of 
negative growth acceleration and a prolonged maximum stationary 
phase. 

B. Growth in the Presence of Phage. — Bacteria grown in the presence 
of phage have failed to show any differences in their growth curves 
from those of broth cultures maintained under like conditions of 
temperature, pH, agitation, etc., except when the initial P/B ratio 
has been very high. That is, a normal growth curve is followed up to 
a certain point at which lysis begins explosively. There is no evidence 
that lysis is a continuous process from the time P and B are mixed or 
that B growth is stimulated by P. The special case of growth devia- 
tion seen in cultures containing very high [T]’s relative to [B] at the 
start of growth is considered below. 

C. Production of Phage Is Logarithmic. — In Figs. 2, 3, 4 and 5 the 
plot of log total [P] against t is a straight line rising to a maximum and 
dropping off thereafter. Since the growth of bacteria is also logarith- 
mic at first, it follows that the ratio P/B increases logarithmically with 
time. Fig. 6, containing the plots of four experiments, indicates that 
this is the case. One cannot say then that every time a B divides a 
certain amount of P is formed. If this ivere so the log plots of B and 
P against t would be parallel lines. Physically, the large value of 
d log P/dt as compared to d log B/d t signifies that the rate of P 
production is proportional to a power of the rate of B reproduction. 

The curves of Figs. 2, 3, 4 and 5 show no conclusive evidence of a 
lag in P formation corresponding to the lag in B formation. Fig. 7 
is a plot of two e.xperiments performed particularly to detect a lag 
and both show very definitely a slight lag lasting between 0.4 and O.S 
hour. Tliis would be overlooked in the ordinary run of experiments 
in which samples are taken at hourly intervals. 

The view that P production is a process independent of bacterial 
lysis has been put forward by several investigators (3)-(13). Others, 
chief of whom is d’Herelle (19), feel that lysis is the essential part of 
bacteriophag}' and that the accumulation of phage is dependent upon 
its liberation from lysing bacteria. 

D. Relation of Extracellular P to Total P. — Figs. 2, 3, 4 and 5 con- 
tain plots of log extracellular [P] against time. This represents the P 
content of the clear fluid left after centrifuging off B. Here again the 
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development of P is seen to be logarithmic, maintaining a constant 
ratio to the intracellular P as shown by the fact that the log plots 
of extracellular [P] and t.otal [P] against i are parallel. Fig. 7 indi- 
cates that at 0.4 to 0.5 hour from the time of mixing P and P 75 per 
cent of the P present in the mixture is within or adsorbed to the P 
while but 25 per cent is free in the supernatant fluid. Other e.xperi- 
ments of this sort give values of 70 to 90 per cent for the first and 
10 to 30 per cent for the second of these fractions. After O.S hour 

♦3 


-1 


Hoars 

Fig. 6. The development of bacteriophage per organism with time in four 
separate experiments; Jfo constant, Po varj-ing. The plots show that the forma- 
tion of P per A is a logarithmic process; also that lysis results when log P/B = 2.1. 

and until the ma.ximal [P] is approached there appears to be an equi- 
librium between the P associated with the P and that free in the 
suspension, i.e., the free [P] is a constant low percentage of the total 
[P]. In this respect the P distribution is quite what one would expect 
in the case of a relatively simple chemical compound and not what 
would be anticipated if P is a comparatively complex organized body. 
As the total [P] approaches a maximum (Figs. 2-5) the curve of 
extracellular [P] flattens and the total [P] curve descends from a 
maximum to meet it, indicating some destruction of intracellular P 

/1nrin<T lvci« ftf 7? 
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E. Gro-ivlh of B Essential for Production of P.— The logarithmic pro- 
duction of P during the log phase of B growth suggested that P forma- 
tion might be intimately associated with the growth of B. Several 
experiments have been undertaken to investigate this point. 



Fig. 7. Two e.’cperiments performed to detect lag in P formation and to establish 
the relationship between intracellular P and extracellular P early in the process of 
P production. A definite lag is evident, P production becoming logarithmic with 
I at 0.4 to 0.5 hour. By 0.5 to 0.6 hour the major percentage of total P has be- 
come intracellular P. The equilibrium between intracellular P and extracellular 
P established at this time is maintained up to Inysii). 

(a) P Fornwtion in P-B Mixtures toith Initial [B] Approaching Be 
and 'iL'ith Initial [B] > Be. B and P were mixed in broth in such 
amounts that the final respective concentrations were 1 X 10’-®^ 
P/ml. and 1 X lO'-® p.u./ml. The tubes were placed in the shaker at 
36°C. and the P and P curves followed. The [P] was already near the 
limiting value of the maximum growth stationary phase (9.4) and the 
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growth curve (Fig. 8) showed merely a short phase of negative growth 
acceleration before reaching this [Bj, after which no growth was 
detectable. The [B] meanwhile had increased one hundred times but 
as growth ceased the curve of P production flattened also. No demon- 
strable lysis occurred in this suspension and no further increase in 
[P] was noted. Fig. 8 represents another experiment of the same sort. 
Here the initial log [B] was 9.7 (considerably > Be) and the corre- 
sponding log (P] 9.S. The mixture was kept at 36°C. in the shaker. 



Hours 


Fig. 8. Relationship between F formation and B growth. In Experiment 1 
Be is not far from Be, growth of B is limited and P production occurs only during 
the short period required for Bo to rise to Be. In Experiment 2 Bo > Be, there is 
no B growth and no F formation. 

No growth of B took place and there was no production of P during 
24 hours. That the cells were living was demonstrated by plate 
counts on controls at the end of the e.xperiment. 

(b) P Formation in P-B Mixtures Made with Limited Supply of 
Nutrient Material and Kept at Moderately Low Temperature to Retard 
B Growth. Eject of Lncreasiiig Nutrients and Raising Temperature . — 
Standard P was diluted 1-1,000 with saline. To 4 ml. of this dilution, 
B suspended in saline were added. The final concentrations were 
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Days 


Fig. 9. Relationship between P formation and B growth. B growth inhibited 
by low concentration of nutrients and moderately low temperature. No P forma- 
tion occurs until broth added and temperature raised permitting B growth. 



0 20 40 60 80 


Hours 

Fig. 10. Relationship between P formation and B growth. B growth retarded 
by low temperature (10°C.). P production proceeds only when [B] is increasing. 
Lysis occurs when log P/P = 2.1. 
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respectively 1 X 10'-’ P.u./ml. and 1 X 10’-' 5/ml. The amount of 
nutrient material was greatly reduced to inhibit growth of 5 ; to further 
retard growth the tubes were kept at 21°C. Determinations of P 
and 5 at intervals indicated no rise in [5] or [P] up to 23 hours [Fig. 
9). At this time 1 ml. of broth was added to each of several tubes 
and they were placed in the shaker at 36‘’C. As controls some of the 
original tubes without the addition of broth were shaken at 36°Q, 
and others were kept at 21°C. The tubes receiving broth at once 
showed growth of 5 and the concomitant production of P. Lysis 
occurred as usual. In the control tubes no growth and no production 
of P were observed. 

(c) P Formation during Retarded B Growth at Very Low Tempera- 
ture. — Into a series of tubes P and 5 were pipetted in such amounts 
that final concentrations of 1 X 10’ p.u./ml. and 1 x 10’ * 5/ml. were 
attained. The tubes were maintained at 10°C. in a shaker. Fig. 10 
indicates no bacterial growth for 22 hours. Liketvise no P was 
formed. However, when 5 growth once began P production was also 
noted. Lysis eventually took place. 

(d) P Formation When Be Is Artificially Raised. — If the assumption 
that P is produced only during 5 growth is correct then any means of 
inducing the 5 of a 5-5 mi.vture to grow beyond the level of the 
usual ma.umum stationary phase should result in more than the 
ordinary amounts of 5 being formed. 

5 ml. of broth containing 1 X 10’ * 5/ml. were added to S ml. of P 
containing 1 x lO*’ p.u./ml. The mixture was dialyzed against 
broth through an acetic collodion membrane of such porosity that 5 
and 5 w’ere retained while metabolites and broth might be inter- 
changed. A control of 5 in broth reached a value of 1 X lO’-’ 5/mI, 
before growth ceased. In the 5-5 mixture the 5 rose to 1 X lO’-’/ral. 
and the 5 to 1 XIO"-’ p.u./ml., a [P] some one hundred times that 
obtained in the usual lysate. Lysis occurred at tliis point. 

In all these experiments then it was not possible to produce 5 
without growth of 5, indicating that 5 production is somehow condi- 
tioned by 5 growth. This intimate relationship between B growth 
and P production has been stressed in earlier work (4, 11, 14-18). 

5. Lysis Occurs When Log P/B — 2.1 {Ratio P.U./5 = 125). So 
far in this discussion there has been no reference to the mechanism 
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initiating lysis of bacteria. Turning again to Figs. 2, 3, 4 and 5,. it is 
evident that the decrease in [5] begins when the total [Pj reaches a 
point 2.1 on the log scale above the maximal [B]. Assuming for the 
moment that this relationship is significant and that lysis will begin 
in any culture when the ratio of P/B = 125 or log P/B — 2.1, it is 
obvious that those P-B mixtures in which the original [PJ is low com- 



Fig. 11. j5 growth in broth and in P-B mixtures made with log Bo = 7.4 and 
various Fo's (temperature od'C.). The growth curves are identical until lysis 
begins, /(ij.it) obwously depends upon Po, The process of lytic destruction of 
B is seen to be logarithmic with t and the values —dB/dl are constant for widely 
varx'ing Po’s. 


pared to [5] vill require a longer time to lyse than those having an 
original P/B ratio closer to the limiting value. This is e-xperimentally 
true. The assumption will also explain the lack of growth or at most 
ver}’ slight growth seen in cultures to which have been added very 
high [Pj's as in the first curves of Fig. 11. Here the initial values of 
log P -- loc P are 9 — 7.4, S.2 — 7.4 and 7.75—7.4 at the start of the 
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reaction. In the first instance lysis occurs very quickly for the ratio 
Po/Bo is near the critical value, in the second case there is slight 
growth until enough P has been produced to reach the limiting ratio 
and in the third instance even more bacterial growth is required. 

So far then the assumption is qualitatively in accord with experi- 
mental facts. A further prediction is that any culture of bacteria will 
lyse without further growth of B if we add to it 125 p.u. for each B. 
The folloiving experiments serve to substantiate the hj'pothesis and to 



Fig. 12. Lysis is conditioned upon the value log F/ii = 2.1. 4 K 10 ^ p,tj, 
(vot 4 ml.) were added to tubes of growing B (vot 4 ml.) at double the [FJ's indi- 
cated (volume doubled by P addition and (Hj halved). Lysis without growth 
occurred when log F/F = 2.1 or more. Below this value F growth proceeded until 
enough F was produced to reach the critical value. 

stress the significance of the P/B ratio as an essential condition forthe 
initiation of lysis. 

(a) Lysis without Further B Growth Follows the Addition of P to B 
in Amounts Effecting a P/B Ratio of 125 or More. — 4 ml. aliquots of 
B in broth (2.5 X 10’ B/rsit.) were grown at 36°C. in the shaker. At 
various points on the growth curve 4 ml. of P (titre 1x10” p.u./ml.) 
were added to the B. The course of events after the addition of P 
was {allowed and the results platted (Fig. 12). Lysis began imme- 
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diately in two instances, namely, when the F jB ratios at the time of F 
addition were 200 and 125. The addition of F at points higher than 
this on the [5] curve did not result in immediate lysis; rather growth 



Fig. 13. Plot of log intracellular [PJ against log [B], Lysis occurs when intra- 
cellular [P]/[B\ = 2.1. This value holds for the intracellular P/B ratio as well as 
for total P/B since intracellular P constitutes the major percentage of total P. 

continued with the concomitant production of F until enough was 
formed to attain the critical P/B ratio. 

{b) Lysis at Lo:v Temperature Occurs When Log P = Log B + 2.1 . — 
The experiments done at 10°C. show the same general trend, i.e., a 
F/B ratio of approximately 125 must be reached before lysis begins 
(Fig. !0). 
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The experimental data point definitely then to the attainment of a 
particular [P] per B, and not to a critical [P] per ml., as the condition 
responsible for the lytic process. It cannot be said at this time, how- 
ever, whether the ratio intracelliilar P/P, extracellular P/B or total 
P/P is the one involved. If a series of P-P mi-xtures are centrifuged 
at intervals shortly after the addition of P to P it is possible to sepa- 
rate the cells from P at various stages of the process of P diffusion 
into (or adsorption to) P. By observing the of such bacteria 
resuspended in broth and comparing with controls resuspended in the 
supernatant P it might be e-xpected that some information as to the 
relative roles of the intracellular and extracellular P fractions in the 
instigation of lysis could be elicited. Experimentally, the cells sepa- 
rated shortly after mixing P and P require considerably longer for the 
onset of lysis than those centrifuged from P when equilibrium between 
intracellular and extracellular P has become established (0.5 hour). 
The removal of the extracellular P after this time causes no change in 
fiiyiU). Further, if P-P mixtures are centrifuged shortly before lysis 
is expected to occur and the P are resuspended in broth, lysis com- 
mences at the same time in these tubes and in control suspensions 
centrifuged and resuspended in the supernatant P. 

This all might be interpreted as stressing the importance of intra- 
cellular P in bringing about P lysis were it not for the following facts: 
When equilibrium between intracellular and extracellular P once has 
been attained the value of extracellular [P] is very small compared to 
intracellular [P]. Therefore any difference in tuy.i,) occasioned by its 
removal is quite small and probably is within the limits of e.xperimental 
error. Also, shortly after resuspending the centrifuged cellsinbroth 
at any time after intracellular-extracellular P equilibrium has become 
established the extracellular fraction quickly appears again and equi- 
librium is maintained up to fiiy.,.,. The significance of the longer 
fiiyiu) noted in the case of cells centrifuged and resuspended in broth 
soon after the addition of P to P is likewise open to question. It is 
known that but a small percentage of total [P] comes down with the P 
at this time; again, extracellular P is present immediately after the P 
are resuspended in broth. Consequently the difference in fiiy.i.) may 
well be due to the lower value of total [P] or extracellular [P] and not to 
the smaller intracellular [P). 
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Obviously this type of experiment leads to no definite conclusions 
beyond the one established point that lysis follows the attainment 
of a particular P/B ratio. Empirically and rationally any one of the 
ratios intracellular [P]/[B], extracellular [P]/[B], or total [P]/[B] 
might represent the prime conditioning agent for lysis. 
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Fig. 14. B growth is not essential for lysis, P added to B during prolonged lag 
phase of B growth induced by low temperature (12®C.). Log P/B — 2.2 in both 
instances. Lysis occurred before B growth became evident in controls of P-B 
mbetures. 

G. Groivlh of B Is Not Essential for Lysis . — The question of whether 
or not B must be in the growth phase for lysis to occur is a difficult 
point to investigate experimentall}'. B which have reached the 
maximum stationary phase cannot be used because the addition of P 
dilutes the suspension below the ma.ximum [B\ and growth begins 
again. If the B are centrifuged from a fully grown culture and are 
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made up to the maximal stationary [^B] in P, the [P\ attainable will 
still be below the critical P/S ratio because log [P] of standard undi- 
luted P is only 10.0 and Be = 9.4. Consequently, one is force_d to 
inhibit growth by some artificial means, chemical or otherwise. It 
seemed best in the present case to avoid complications inherent in the 
addition of chemicals to the P-B system and rather to make use of 
the fact that the lag phase of B growth at low temperatures is very 
markedly prolonged. 

(a) B Can Undergo Lysis during the Lag Phase Before Growth 
Begins. — Tubes containing a total of 25 X 10’ £ in 1 ml. of broth were 
placed in the water bath shaker at 12‘’C- At various times 4 ml. 
portions of P (titre 1X10'” p.u./ml.) were added to the B suspensions, 
giving a P/B ratio of 160. Controls of B alone wthout P, both con- 
centrated and dilute, w'ere run at the same time. The B curves are 
given in Fig. 14 and indicate quite clearly that lysis had started before 
growth began. 

From this e.xperiment and the preceding ones it seems justifiable 
to conclude that the essential condition for initiation of lysis is a 
minimum P/B ratio of 125 and that B need not be growing for lysis 
to occur. This conclusion is made more tenable by the fact that 
lysis of cultures seeded with very small Po’s occurs when the growth 
curve is definitely well within the maximal stationary phase (Fig. 11) 
(a common observation). 

H. Lytic Destruction of B Is a Logarithmic Process. — From the graphic 
representation of [B] during lysis of a iJ suspension (Fig. 11) by vari- 
ous initial [P]’s it is apparent that B destruction is logarithmic with 
time, in this respect being analogous to most death rate processes. 
Further, the rate at which lysis proceeds with a given initial [B] is 
constant for widely varied Po’s. The temperature coefficient of the 
rate of lysis is remarkably high (compare Figs. lOand 11). 

I. The Major Portion of P Present at End of Bacteriophagy Is Set 
Free from Lysing Bacteria. — The plots of Figs. 2, 3, 4 and 5 are loga- 
rithmic and give a false impression of the conditions actually obt.aining 
during lysis. Fig. IS represents two sets of the same data plotted on 
an arithmetic scale. The lower points are of course meaningless be- 
cause of the large scale used, but the curves during the time of lysis 
show clearly that 30 to 50 per cent of the maximal total [P] or 40 to 
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60 per cent of tlie masmal intraceliular [P] formed in the course of the 
reaction are lost as the B are destroyed. Since at the maximum [P] 


AfextroLcllular [P] 


Fig. 15. An aritiimetic plot of total P and extracellular P agamst t in two 
different P-B mixtures to show relationship e.xisting at the development of maxi- 
mal [P] and 

attained, intracellular P constitutes the major percentage of total [P], 
it is probable that the chief loss in P during lysis takes place in the 
intracellular fraction. 
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J. End Tiire V allies after Bacleriophagy . — ^When the entire process 
of bacteriophagy is completed the lysate is left with a certain [P] deter- 
mined by the now completed P-B reaction and maintained at a con- 
stant level for long periods of time if the phage is stored at low tem- 
peratures. These final titre values for various initial values of [B] and 
[P] fall within a relatively narrow range. The explanation of this 
lies in the large value of d P/d t as compared to that of d B/d t. Fig. 
16 is a plot of B growth against time and -with it are curves of P 



Fig. 16. A plot of log [B1 against t, with plots of log [F] against t. The latter 
curves originate in various Fa’s and are assigned an average slope. The breaks 
at the origin allow for average lags in F and B development. Lysis is seen to occur 
when log [F]/[B] =2.1. is predicted fairly accurately (c/. Fig. 11). 


formation to which have been assigned the average slope of numerous 
experimental curves. Clearly, on all the log [P] curves originating 
in widely varying Po’s the points at which log [P] = 2.1 -f log B 
(lysis begins) lie within a narrow zone of log [P] values (10-11). 
That is, the maximal [P]’s resulting from the reaction of a constant 
Bo with different Po’s theoretically should vary only some ten times 
in titre. 

Figs. 2, 3, 4 and 5 confirm this prediction and numerous other 
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experiments show the same general grouping of maximal [Pj values. 
The destruction of P during lysis is sufficiently regular to maintain 
this relationship in the lysates after completion of bacteriophagy. 

Fig. 16 also predicts the time for lysis with reasonable accuracy 
(compare with Fig. 11) and brings out an additional point, namely, 
that for a series of P-B mixtures made with constant initial [P] and 
progressively larger Po’s the maximal [P]’s will be in the reverse order 
of magnitude of the initial [P]’s. That is, the larger the Po the 
smaller will be the maximal [P] reached during the reaction. Further, 
the regularity of P destruction during lysis should result in the lysates 
bearing the same titre relationships to one another as exist at the 
maxima when the reaction is completed. The experimental facts 
are in accord on both these points. 


TABLE I 

Tempcralure Coefficients of P and B Formation and P and B Destruction 



Tempera- i 
turei 

Velocity 

constant 

JTi* 

Tempera- 

turej 

Velocity 

constant 

K, 

Qio 


‘C. ! 


■i 

■■ 


B growth 

36 

0.6 



5.9 

P production 

36 

1.6 

mSm 


3.5 

B destruction 

36 

3.0 

IB 

mm 

6.9 

F “ 

36 

! 0.75 

IB 

0.025 

3.7 


K. The Temperature Coefficients of P and B Formation and P and 
B Destruction. — From the experiments already performed (Figs. 2, 3, 
4, 5, 10 and 11) it is possible to get some idea of the temperature coeffi- 
cients of the various processes included under “bacteriophagy,” 
Table I lists the essential data. 

These figures bring out again the fact that the P-B system cannot be 
analyzed from the wewpoint of a single reaction. The temperature 
coefficients for P and B formation differ significantly and in very 
nearly the same ratio as those for P and B destruction differ. P forma- 
tion has been shown to be conditioned by B reproduction but granting 
this intimate relationship, the difference in temperature coefficients of 
the two processes suggests that B growth and P formation are not 
one and the same reaction. P cannot be formed unless the B are 
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growing but once B growth has begun, and assuming that it continues, 
the reaction responsible for P production progresses as a concomitant 
process. 

In just this same sense P inactivation during lytic destruction of B 
is conditioned upon B dissolution. The simplest theoretical case 
possible would be the building up of an unstable P-B system which 
would go to pieces in toto; then for every B lost, a certain number of 
p.u. would disappear. Experimentally this is true only in so far as the 
processes of P inactivation and B destruction are concomitant. 
However, that they are separate reactions is suggested by their 
different temperature coefficients. 

DISCUSSION 

The essential points in the reaction between 16 hour cultures of 
staphylococci and antistaphylococcus bacteriophage in nutrient broth 
of pH 7.6 at 36°C. and with mechanical shaking to maintain a uniform 
B suspension may be summarized as follows: 

Bacterial growth in the P-B mixture does not differ from the 
growth of identical controls without P until such b'me as lysis begins, 
unless the initial P/B ratio is very high, an exception considered 
below. Both B growth and P formation exhibit a lag of approximately 
0.5 hour. During this time P is rapidly diffusing into or becoming 
adsorbed to B at such a rate that by the end of the lag period only 10 
to 30 per cent of the total P present is extracellular, the remainder 
being associated with the B. As the B growth curve enters the short 
phase of positive growth acceleration, equilibrium between the intra- 
cellular and extracellular P fractions becomes established and is 
maintained up to the time of lysis, extracellular [P] representing a 
small constant percentage of total [P], This distribution of P on a 
constant percentage basis is suggestive of the manner in which a 
relatively simple chemical compound would be distributed and is not 
at all typical of the distribution one would expect if bacteriophage is a 
comparatively complex substance. 

All experiments performed to investigate the relationship between 
B and P indicate that no P is produced without B growth, thus estab- 
lishing the latter process as an essential conditioning factor for P 
formation. During the period of logarithmic B growth P formation 
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is likewise logarithmic but proceeds at a much faster rate. That is, 
the rate of P production is proportional to a power of the rate of B 
reproduction, making untenable the usual statement that each time a 
B divides a certain amount of P is formed. 

When the value of log P/B = 2.1 {P/B - 125) lysis occurs. 
This statement would be true, with different numerical values of 
course, for log intracellular P/B, log extracellular P/B or, as written, 
log total P/B. That is, there is no conclusive experimental evidence 
at this time as to which P fraction constitutes the essential condition- 
ing agent for lysis. The most one can say is that lysis is not brought 
about by the attainment of a particular [P] per ml. but by a certain 
[P] per B. Obviously, this limiting value for any initial [BJ is reached 
sooner the higher the initial [P]. When log P/B at the time of mixing is 
already above 2.1 there is no growth of B and lysis soon occurs. The 
large value d P/d t z.s compared to that of d B/d t renders clear the 
experimental fact that the maximal [Pj’s attained during the reaction 
of a constant [P] with various [P]’s fall within a very narrow range, 
those having been made with high initial [P] having a lower maximal 
[P] value than those made with low Po. 

The lytic destruction of B is again logarithmic with time just as 
are most death rate processes and the value —d log B/d t for a particu- 
lar initial [P] is constant for various Po’s. There is good evidence 
that cells need not be growing in order to undergo lysis. As P are 
lysed a considerable percentage of the total maximal P formed is de- 
stroyed, the chie: loss probably occurring in the intracellular fraction. 
The destruction of P is sufficiently regular to maintain the relationship 
established at the maxima. That is, lysates made by mixing a con- 
stant Bo ndth various Po's vary only some ten times in [P] after 
lysis is completed. Just as in the case of the maxima, the final [P]’s 
vary in inverse order of the Po’s. The major portion (70 to 90 per 
cent) of the final P present after the completion of bacteriophagy is 
set free during the short period of bacterial dissolution. 

There is a marked difference in the temperature coefficients of P and 
P formation. Further, the temperature coefficients of P and P 
destruction during lysis differ in almost the same ratio. These data 
suggest that while P growth may be an essential condition for P 
formation the two processes are basically separate reactions. A 
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similar interpretation would hold in the case of B dissolution and P 
inactivation. 

Agitation of test series is a necessary condition in e.xperiments of the 
sort described in this paper. Without mechanical shaking of the tubes 
B settle out. As an e-ifample of what may follow it is obvious that the 
critical P/B ratio for lysis can be reached in the relatively sparse B 
population of the supernatant and the [B] considerably depleted by 
lytic action, whereas if measures are taken to maintain a uniform [B] 
such a sequence does not occur. Anomalous results of this sort have 
been observed whenever shaking has been omitted. 

The Kinetics of Bacteriophage Action 

(a) The Fundamental Relationship between B Reproduction and P 
Formation during the Logarithmic Phase of B Growth. — The following 
equation expresses the relationship between P formation and B growth 
during the logarithmic phase: ^ 

P/Pc » -■ ( 1 ) 

where P = Phage/ml. 
and B = Bact./ml. 



of which the differential form is: 

dP/dS - 13) 

From (2) 

P/B = Pa ( 4 ) 

The obvious step from this point is to solve Equation (8) below for 
B in terms of Bo, Be and t. Since it is e.xperimentally true that lysis 
occurs when log P/B = 2.1, substitution for B from Equation (8) in 
the right hand term of Equation (4) would make possible a direct 
solution for loni,). Practically, however, it is simpler to effect this 
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solution for t in two steps, first obtaining B (at lysis) from (4), sub- 
stituting it in Equation (8) and solving the latter for tayai^). 

(p) Determination of Log B at Lysis. — From Equation (4) it follows 
that: 

Log (P/jB) = log Po + (n — 1) log B — n log Bo 
At lysis log P/jB = 2.1. 


2.1 n log Bo — log Po 

lysis) = r31 


(5) 


(c) General Relationship between Po and /(lysis). — The plot of log B 
against t is similar to the curve of an ordinary autocatalytic reaction. 
If it is assumed that: 

dB/d t = gB {Be - B) (6) 


where Be is [B] at the maximum stationary growth phase and B the 
[P] at any time, it follows that: 


or 


dB/B {Be - 5) = gdt 


^ dB/B {Be - B) 


J 


gdt 



Be - B 
B 


g( + k 


1 , Be - B k 


Evaluation of k: When t — 0, B — Bo 


gBe 


log. 


Be — Bo 

io 



k 

s 


1 Be — Bo 

_ jog. __ 


(7) 


and 


Be 


, Be — Bo 
log. 


k 


Bo 
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Evaluation of gBe: From equation (6) 

dB/B dt= t (Be - B> 

But 

d los. B/dB = i 
B 

d log. B/dB ■ dB/di = g (Be - B) 

Hence 

d log. B/dt = g (Be — B) 

When 

B << Be, (Be - B) ~ Be 
A (t log, B/dt g Be 

From Fig. 11, the plot of logm B against t, d logu B/dt = 0.6 
.•. gBe = (2.3) (0.6) 
and 

_L = 1 

gBe “ (2.3) (06) 

Equation (7) then becomes: 

2.3 , Be - B . 2.3 , Be - Bo 

' " (2.3) (0.6) B ■*' (2.3) (0.6) Bo 


- 1,7 - to.. 5 :^] 

Table II lists the values of B at lysis calculated fromEquation (5) 
and the values for obtained by substituting the calculated [.5]’s 
in Equation (8). 

The values of [B] at lysis and t for lysis calculated from the two 
equations compare well ■with the observed figures over a range of 
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initial [P] values varying 100,000 times. Below log Po — 4.0 agree- 
ment is not good for two reasons; first, because Equation (7) becomes 
extremely sensitive to the value assigned to Be and second, because 
Equation (5) behaves similarly to values of n. However, Equation (7) 
predicts the experimental fact that with very low values of Po lysis 


TABLE n 

[j5] at lysis, observed and calculated from 

^ „ 2.1 -b M log Bo — log Po 

Log B = ; 

M — 1 

/(lysis), obsen’^ed and calculated by substitution of the value of log B 

1 , B (Be - Bo) 
g Be ^ Bo (Be - B) 


Log Po 

Log Bo 

[B] at lysis | 

1 

t (—0.5) for lysis 

Calculated 

Observed 

Calculated 

Observed 

9.0 

7.4 

7.6 

7.6 

0.30 

0.40 

8.2 

7.4 

7.8 

7.75 

0.70 

0.70 

7.75 

7.4 

8.0 1 

7.90 

1.04 

0.95 

7.20 

7.4 

8.2 

8.25 

1.40 

1.45 

7.0 

7.4 

8.25 

8.30 

1.50 

1.60 

6.4 

7.4 

8.43 1 

8.50 

1.84 

1.90 

6.0 

7.4 

8.6 

8.65 

2.16 

2.20 

5.0 

7.4 

8.9 

8.9 

2.86 

2.80 

4.85 

7.4 

8.95 

8.95 

3.00 

2.95 

4.40 

7.4 

9.10 

9.00 

3.13 

3.10 

4.00 

7.4 

9.20 

9.10 

3.98 

3.75 


(t — 0.5 hr.) is used to allow for the lag of 0.5 hr. in B growth. 


will never occur. That is, as B becomes large (Be—B) becomes pro- 
gressively smaller until finally it has a value of zero. Solution for / is 
then indeterminate. 

(d) Relationship bctivce7i Log Po and Taysii)for a Given Value of Bo 
during Logarithmic Gro'dsth Period -Vxom Equation (5) at lysis 

2.1 = log Po -T {r. — 1) log B — M log Bo 
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During the logarithmic phase of B growth 
B ^ Bo 


Log B s* log Bo + (0,43) gt 
Substituting this last value for log B in (S) ; 

2.1 «= log Po + (n — 1) (log Bo + 0.43 gt) — « log Bo 
or 

2.1 — (« — l) tog Bo — log Po 4- K log Bo 
(« - 1) (0.43) g 


9.5 — log Bo 

” Tt 

Equation (9) applies numerically to the value log Bo = 7.4 


TABLE in 

ilysu Observed and Calculated from Equation (P). 


Log Pd 

Csiculited 0(ij.s{j) — OS) 
OS-logPd/IT 1 

Observed (f(iyiii) — 0.S) 

7.0 

I 47 

I.S 

6.0 

2 06 , 

2.2 

5.0 

2.65 1 

2.7 


(t — 0.5 hr.) is used to allow for the lag of 0.S hr. in B growth. 


Equation (9) predicts that with a constant initial Bo the plot of 
against the log Bo values used, will be a straight line. The 
kinetic analysis of the B-B reaction thus rationalizes the method 
employed for quantitative B determinations (f.v. i. under “Methods”) 
(2), a procedure developed originally on the basis of experimental 
observation alone. 4Vhile Equation (9) deals with t values for the 
beginning of the lytic process and the t values utilized in the B 
determinations represent the time periods required to reduce the B 
suspension to a particular turbidity end-point, there is no discrepancy 
involved in applying the general relationship between Bo and /(n.i.) 
denoted in Equation (9) to the analytical method. Practically, the 
reduction of the heavy B suspension to a certain [5] end-point is much 
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to be preferred because the latter is technically convenient and 
decidedl)’- more accurate than is the fixation of [B] at the beginning of 
lysis. The t values so obtained give just the same type of plot against 
log Po’s as do the [Pj’s at the start of lysis. That is, for any Po the 
time consumed in reducing [P] at the start of lysis to the [P] used as an 
end-point is practically constant within the range used for P deter- 
minations. 



Fig. 1 7. Relationship between Po and t required to reduce [B] to a particu- 
lar turbidity end-point. This curve is used in the method for determining P 
quantitatively. 

It is also clear that theoretically the end-points given by log Po 
values < 5.0 should not lie on the standard plot of log Po against/ 
(a straight line), for P growth in such cases runs beyond the logarith- 
mic phase into the phase of negative growth acceleration. Experi- 
mentally this is found to be true and in making P determinations tlie 
standard log Po values used are 7.0, 6.0 and 5.0. The curve can of 
course be extended to log Po — 4.0 or even 3.0 but the points obtained 
will lie on a curve as indicated in Fig. 17. In the original description 
of the method for quantitative P determinations (2) the values of 
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standard log Po’s were 6.0, 5.0 and 4.0. The plot of these values 
against / (to reduce the [P] to a certain turbidity end-point) was 
shown as a straight line. Actually from log Po - 5.0 on do^VIl it 
begins to curve slightly although practically no great difference is 
made in considering it a straight line for carrying out P determina- 
tions {cf. Fig. 17). 

Methods 

Method of Delertnming Bacteria. — Routinely, cell concentrations were deter- 
mined by comparing the unknown with turbidity standards. The latter were pre- 
pared each day from cultures of the staphylococcus being studied and readings 
were made under conditions giving a maximum Tyndall effect (1). In the range 
from3*X 10^ 5/ml. to 15 X 10’ 5/ml. determinations can be made to within 
±5 per cent, a degree of accuracy entireb' sufficient for present purposes. With 
higher [FI's the unknowns were always diluted with broth so as to fall within these 
limits The centrifuged sediment method (1) was employed regularly to check 
the turbidity estimates. 

In the few instances requiring determination of living cell numbers the usual 
plate technic \7as followed. It wDl be noted in Fig. 1 that the living cell count as 
determined by plating is always slightly less than the total cell count as estimated 
by turbidity or centrifuged sediment measurements. This difference is probably 
due in part to the clumping together of cells, causing groups to appear as single 
colonies on the plate and to the fact that some cells of such preparations are 
not viable. 

Method of Determining Bacteriophage. — The procedure employed is based upon 
thefuepej-imentaJ observation that the time required to reduce aset concentration of 
grov-ing phage-susceptible bacteria contained in a \init volume of P-B mixture to 
an arbitrary turbidity end-point is a function of the amount of phage present at 
the start of the reaction. A detailed description of the method is given in a recent 
paper (2). The accuracy of phage determinations made by this procedure is d:3 
per cent in the range of standard F dilutions from 10~* to lO"® (corresponding to 
10’ to 10® P.u./ml.). In the present work P determinations were made on samples 
taken at various time intervals. Each unknown was at once diluted serially by 
tenths and 4 ml. aliquots of appropriate dilutions were mixed with 1 ml. portions 
of a freshly made staphylococcus suspension in broth containing 12.5 X 10’ 5/mI. 

The P'B mixtures were placed in the water bath shaker at 36®C. Heavy growth 
occurred in all tubes except those made with P of very high litre. Such tubes were 
disregarded. Tubes containing from I X 10® to 1 X 10’ p.u./ral. furnished at 
some time between 2 and 4 hours a sharp decrement in 5 for which the curve of 
[5] against time could be accurately fixed by turbidity readings at inten-'als of 0.1 
hour when lysis was definitely under way and [B] was <20 X lO’/ml. On the 
plot of [5] against time 8 X 10 5/mI. was chosen as an end-point and the time 
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required for the lysing suspension to reach this value was read directly. Referring 
to the control plot of log p.u. against the time to reach the same end-pomt, the 
log P.XJ. corresponding to the time figure of the unknown was determined. Con- 
verting to antilogs and multipb’ing by the dilution gave the value of the unknown 
in p.u. This value was automatically checked in nearly all instances by the fact 
that two or three tubes would give readings in the range from 1 X 10® to 1 X 10’’ 
p.xj./ml. 

The staph 3 dococcus suspensions used throughout a day’s work were prepared 
from a single saline suspension made earlj"^ in the day as described under "Set-up 
of kinetic experiments.” The cell content of the latter was accurately known 
(centrifuged sediment method, ±2 per cent), any required cell concentration 
could be made up readily, and control e.xperiments showed no appreciable change 
in the numbers of bacteria present over a period of 8 hours. Likewise no qualita- 
tive alterations in the organisms were demonstrable. Thus, a control curve for P 
determinations made early in the day with B from a particular suspension coxild 
be matched closely with known P dilutions and the same B at any time during the 
day. This point is of importance since P estimations were made as much as 7 
hours after the first control set was started. In order to rule out adequately any 
possible difficulty on this score two or three control sets of known [P]'s were run at 
various times during each series of P determinations. 

Set-Up of Kiuclic Experimails.— Unless otherwise noted all experiments were 
run as follows: A 16 hour culture of 5. aureus grown in a Blake flask was suspended 
in saline and the mixture filtered through a Schleicher and SchiiU Faltenfilter No. 
588. The cell content of the suspension was determined by the centrifuged sedi- 
ment method. Dilutions in broth were prepared and the bacteria immediately 
added to appropriate concentrations of phage contained in a series of tubes; con- 
trols without P were of course alwaj’s included. Volume was kept constant at 5 
ml. throughout. The tubes were placed in a shaker mounted in a water bath 
maintained at At required time intervals tubes were removed for estimat- 

ing the concentration of B and for making P determinations. After samples were 
pipetted ofi such tubes were discarded. Usually P determinations were made for 
total P/ml. and for extracellular P/ml. In the former case the contents of the 
tube were diluted by tenths in broth and 4 ml. aliquots of two or three serial dilu- 
tions were mixed with 1 ml. of a B suspension in broth made at this same time. 
The procedure outlined above was followed as to temperature, shaking, turbidity 
readings and calculations. 

As a rule the B present in the unknown did not interfere with the P determina- 
tion. This is quite what one would expect, for an average sample is diluted at 
least to 10“* or 10““ for analysis and the [B] required to yield barely visible tur- 
bidity is 1 X 10' B/ml. Hence a suspension to interfere in this way must contain 
1 X 10'® B/ml., a [B] four times the maximal value ordinarily encountered. The 
small residual [B]’s left in the dilutions usually used were negligible when com- 
pared to the 2.5 X 10' B/ml. added for the P determination. 
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For the estimation of extracellular phage, a term employed merely to designate 
that portion of the total lytic agent not in or adsorbed to bacteria, the sample was 
centrifuged at 2600 r.p.u. for O.I hour immediately after removal from the bath. 
There is an obvious inaccuracy here since the separation of B from the supernatant 
is only partial at best. However, the number of B remaining in suspension was 
shown by control experiments to constitute a negligible percentage of the R 
thrown down and no appreciable error was introduced by considering the super- 
natant as jB-free unless samples were allowed to stand a considerable length of 
time. 

The separation of B and P is a gradual process and the reaction between them 
does not stop during the interval required for fairly complete sedimentation. 
Consequently, as a mean, the middle of the time interval required for centrifuging 
was used as the sampling time. Dilutions of the supernatant were run along with 
the total P determinations and in an identical manner. 

SUMMARY AND CONCLUSIONS* 

The above data relating to the reaction between 16 hour cultures of 
S. aureus and antistaphylococcus bacteriophage in nutrient broth of 
pH 7.6 at 36®C. and with mechanical shaking to maintain a uniform B 
suspension, bring out the following points: 

(a) B growth in P-B mixtures does not differ from growth in con- 
trols without P except in the case of a very high initial P/B ratio as 
noted below. There is no evidence that lytic destruction of B begins 
shortly after mixing P and B nor that B growth is stimulated by P, 
for the B growth curves in the presence of ordinary [P]^s and in con- 
trols are identical. Only at the sudden onset of the rapid lytic process 
does the B curve of a P-B mixture deviate from the control curve. 

(b) B growth is an essential conditioning factor for P formation. 

(c) Both B growth and P production exhibit short lags. During this 
time P diffuses into or becomes adsorbed to B so rapidly that by the 
end of the lag period only 10 to 30 per cent of the total P present is 
extracellular, the remainder being associated with the B. 

(d) During the logarithmic B growth phase, P formation is also 
logarithmic but proceeds at a much faster rate. That is, d P/d t is 

• Symbols used: 

B *= Bacterium Bo — Initial value of [B] 

P “ Bacteriophage Be — \B] at maximal stationary phase of 

(BJ ■“ Bacteria / ml. B growth 

[P] “ Phage / ml. Po « Initial value of [PI 
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proportional to a power of d B/d t. Consequently the statement that 
each time a B divides a certain amount of P is formed is not correct. 

(e) As B growth enters the phase of positive acceleration equi- 
librium between the extracellular and intracellular P fractions be- 
comes established and is maintained up to the onset of lysis^ extra- 
cellular [P] representing a small constant percentage of total [P]. The 
distribution of P on a constant percentage basis suggests the manner 
in which a relatively simple chemical compound would be distributed 
and is not at all typical of the distribution one would expect if P were 
a complex organized parasite. 

(f) When the value of log P/B = 2.1 lysis begins. Obviously, this 
limiting value for any initial [B] is reached sooner the higher the 
initial [P]. When log P/B at the time of mixing P and B is already 
2.1 or greater, there is no growth of B and l3''sis soon occurs. 

(g) While there is good evidence that lysis is brought about by the 
attainment of a particular [PJ per B and not by a certain [P] per ml., 
it is not clear at this time which of the ratios intracellular P/B, 
extracellular P/B or total P/B is the major conditioning factor for B 
lysis. 

(h) E.xperimentally the maximal [Pj’s of lysates made by mixing a 
constant im’tial [P] with videly var}dng Po’s fall within a relatively 
narrow range. This fact is e.xplained by the large value of d log 
P/d t as compared to d \og B/d t. That is, the loci of points at which 
log P — 2,1 + log B (maxima-lysis begins) on the curves of log P 
against t originating in various [Pej’s will lie at a nearly constant 
lev’el above the abscissa. Because of this same relationship the 
maximal [Pj’s of such a series will be in the reverse order of magnitude 
of the Pa’s, i.c., the larger the Po the smaller will be the maximal [Pj 
attained during the reaction {cf. Fig. 16). 

(i) The lytic destruction of B is logarithmic with time, in this 
respect being similar to most death rate processes. The value —d log 
B/d t for a particular initial [P] is constant for various initial values 
of [P]. There is good evidence that cells need not be growing in 
order to undergo lysis. 

(j) During P lysis a considerable percentage of the total maximal P 
formed is destroyed, the chief loss probably occurring in the intracel- 
lular fraction. The major portion (70 to 90 per cent) of the final P 
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present after the completion of bactcriophagy is set free during the 
brief phase of bacterial dissolution. 

(k) When the entire process of bacteriophagy is completed the 
lysates are left with certain [PJ’s determined by the foregone P-B 
reaction. The destruction of P during lysis is sufficiently regular to 
maintain the relationship established at the maximal [P]'s. Therefore 
the final [i^J’s have the same points in common that were noted in “h” 
as applying to the maximal [/"J’s. That is, they all are grouped with- 
in a narrow range of [P] values, those having been made vrith high 
Po’s being of lower titre than those made with low initial [P]’s. 

(l) There is a significant difference in the temperature coefficients 
of P and B formation. Further, the temperature coefficients of P 
and B destruction during lysis differ in almost the same ratio. Conse- 
quently, while all e.xperimental evidence postulates B growth as an 
essential conditioning factor for P formation, the temperature coeffi- 
cient data suggest that the two processes are basically separate 
reactions. A similar interpretation holds in the case of B dissolution 
and P inactivation. 

(m) The major events in the complete process of “bacteriophagy” 
are mathematically predictable. The [B] at which lysis occurs under 
certain standard conditions for given values of Bo and Po may be 
calculated from the equation; 

' 2.1 + « log Bo — Jog Po 

Log B « 

» — 1 

Substitution of this value for log B in the equation : 

, 1 r, B {Be - Bo)l 

c Bl Bo (Be - 5) J 

gives satisfactory agreement with observed values for 

(n) The kinetic analysis of the P~B reaction predicts that the values 
of log Po plotted against /(iy*i«) for a constant Bo will give a straight 
line. This plot is employed in a method for the quantitative estima- 
tion of P described in an earlier paper on the basis of experimental 
observ'ation alone. Its use is made more rational by the facts given 
above. 
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ELECTROMETRIC DETERMINATIONS OF THE DISSOCIA- 
TION OF GLYCOCOLL AND SIMPLE PEPTIDES' 
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Because of their importance in biochemistry and in the theory of 
amphoteric electrolytes, the acid and basic dissociation constants of 
amino acids and polypeptides have been measured by numerous 
investigators. A summary of available data has been published by 
Kirk and Schmidt (1). The agreement among the results of the 
several investigators is not very good. This is due to numerous 
causes, chief among them being the ever present uncertainty of the 
liquid junction potentials in the potentiomctric studies, the difEculty 
of preparing compounds of sufScient purity and the neglect of certain 
corrections due to ionic activity. 

The first two named difficulties are mechanical in nature. A 
method of obviating the last was undertaken by Simms (2) in a series 
of titration experiments wherein he employed the Bronsted and 
LaMer (3) limiting equation to obtain the activity coefficients of the 
ionic species involved. He worked with glycocoll and studied its 
dissociation in the presence of NaCl and BaCb. The further electro- 
metric titration of glycocoll and gelatin was conducted in the presence 
of certain antagonistic salt mi.xtures. The effect on the pH of the 
solution was complex. 

The present paper reports the potcntiometric determination of the 
apparent acidic and basic dissociation constants of glycocoll and 
several peptides in aqueous solution. Measurements were also made 
in the presence of KCl or of K 2 SO 4 at equal ionic strength. Two 
methods, hydrolysis and titration, were employed. Hydrolysis 
afforded a basis of comparison of order of magnitude with the results 

' This paper reports work done lor a thesis submitted by Jesse P. Grecnstein in 
partial fulfillment of the requirements for the degree of Ph.D. at Brown University. 
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of titration. This was desirable because uncertainties involved in 
determinations of hydrogen ion activities in a range far from the 
buffer region are clearly recognized. The hydrolysis method was 
suggested by the work of Denham (4) on inorganic salts. He pointed 
out that the potentiometric determination of the degree of hydrolysis 
constituted the most satisfactory method for this type of study, 
particularly in solutions of low hydrogen ion activity. 

Winkelblech (5), on the other hand, employed the Bredig method 
of conductance to determine the degree of hydrolysis and studied 
several of the amino acids in this manner. But difficulties involved 
in the conductance method make it a rather unsatisfactory means for 
the study of the dissociation of these substances. 

Materials and Apparatus 

The following peptides were synthesized according to the general methods of 
Emil Fischer: glycylglycocoil (6), alanylglycocoll (7), leucylglycocoll (8), methyl- 
leucylglycocoU (9), valylglycocoll (10), phenylalanylglycocoll (11) and glycylgly- 
C 3 'lglycocolI (12). AU compounds were carefully boiled with absolute alcohol 
until no trace of chloride remained. They were then crystallized twice from pure 
distilled water in some cases under addition of alcohol and were dried at 100°C. 
Most of the intermediates were likewise crystallized from the appropriate solvents 
or eke fractionally distilled. Previous to use in the e.'cperiments the peptides 
were kept for several hours over phosphorus pentoxide. No specific tests for pur- 
ity could be made inasmuch as the compounds exhibit a wide range of fusion with 
decomposition within the fusion interval. 

The usual scheme of measuring hydrogen electrode potentiak was employed 
with a T}T>e K potentiometer, a carefully calibrated Eppley standard cell and a 
reflecting tj-pe of galvanometer with lamp and scale. A saturated calomel 
electrode was used. All materiak for its preparation were carefully purified. 
Its constant, determined by checking against a tenth normal calomel electrode, 
was 0.2454. 

Hydrochloric acid was prepared by distilling a high grade commercial product 
and taking the middle fraction. It was standardized against carefully dried, pure 
sodium carbonate using methyl orange as indicator. Sodium hydroxide was pre- 
pared according to the method of Cornog (13) and was standardized against the 
standard hydrochloric acid. The K.C1 and KiSOj were from LaMotte and Kahl- 
baum stock respectively. The water was distilled from a Barnstead still and had 
a specific conductance of 1 X 10~® mho. The salt bridge was the saturated ICCl 
model recommended by Michaelis (14). This seems eminently satisfactory in 
comparison with other types in common use. The recent work of Guggenheim 
may be referred to in this connection (13). 
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All measurements were made In a thermostat at 2S®C. ± 0.1°. Readings were 
taken until potentials checked to 0.2 mv. The value of pKw at 25°C. was taken 
to be 13.895. 


Hydrolysis Studies 

The method of hydrolysis involves, essentially, the potentiometric 
determination of the hydrogen ion activity (aB+ or pH) in equimolar 
mixtures of the peptide and either HCl or NaOH. Luden (16) has 
given a theoretical treatment of this type of reaction but his formula- 
tions were made some time before the advent of the modern theories 
of solution. 

The following method of formulating the reactions involved was 
suggested by the work of Fenwick and Gilman (17) on the dissociation 
of the salts of certain complex organic compounds. 

It is assumed that the acid reacts with the compound to form the 
hydrochloride whereas the base reacts to form the sodium salt. Com- 
plete dissociation of the salt in either case is taken for granted. 

Letting R represent the general molecular grouping of the ampho- 
lyte, the reactions occurring in acid solution may be given thus: 

R<- -f Cl- -k HOH ROH -t- Cl- -k H+ 

°R* ^ °non ^ ^ °R* ^ _1_ 

“roh ^ ‘hi- ^ir “roh ^ “ii- 

It is assumed that water possesses unit activity although Harned 
(18) in a series of calculations on the vapor pressure of water, showed 
that its activity at ordinary temperatures was slightly less than this 
value. 

The degree of hydrolysis of the salt, represented by X, will be: 



where C is the total concentration of ampholyte, reckoned on a molal 
basis, and Tjjt [g the activity coefficient of hydrogen ion concentra- 
tion. Substituting in the mass action equation: 

(1 — X)C 1 


2R0H * ‘‘h- -^-IV 
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TrOH 

Converting the expression into logarithmic form, 

log [7 h+ Tr - log 7 roh + 2pH = pK^ 

The values of the mean activity coefficient of hydrogen ion, 7 ^+, 
were taken from Schatchard’s data (19) on solutions of HCl. It is 
assumed that, within the experimental error, the activity coefficient 
of hydrogen ion in the presence of ampholyte is approximately the 
same as in pure acid solution. 

In order to determine the activity coefficient of the ampholyte ion, 
the ionic strength of the solution must be taken into account. Debye 
and Hiickel (20), employing the assumption of complete dissociation 
of strong electrolytes, elaborated a theory which accounts for the 
deviations from the ideal state by taking into consideration the elec- 
trical forces among the ions. Their mathematical treatment was 
further simplified by Bronsted and LaMer (21) who found that the 
activity coefficient was related to the ionic strength, ju, of the solution 
by the equation : — log 7 = where ^4 is a coefficient depend- 

ing upon the dielectric constant of the medium and the absolute 
temperature and z refers to the valence. This equation is employed 
in the following formulation. The coefficient, A, at 25°C., is very 
nearly 0.5, so that, log 7 j^+ = — 0.5 s-\/m = — 0.5\/C, and assuming 
that the activity coefficient of the undissociated portion of a weak 
electrolyte is very nearly unity, the working equation is obtained; 

log [7n+ C — — 0.5 \/c + 2pH — pK^ 

A similar equation, based on reactions in alkaline solutions, is: 

log hoii-C — OqjjJ — 0.5 Vc -f 2pOH = pKj 

Values of 70 K- are the mean values taken from Harned’s data on 
NaOH solutions. 

The following compounds were studied by the hydrolysis method: 
glycocoll, glycylglycocoll, alanylglycocoll, Icucylglycocoll, mcthyl- 
leucylglycocoll, valylglycocoll, phenylalanylglycocoll, and glycylgly- 
cyl glycocoll. 
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The experimental procedure consisted in making up a normal solution of either 
HCl or NaOH in a volumetric flask and adding an equivalent normal weight of 
ampholyte. In some cases the initial solution was O.In, in others, particularly 
among the less soluble variety, the normality was lower. 50 cc. of the original 
solution were removed, transferred to another flask (100 cc.) and made up to the 
mark with distilled wafer. Several successive dilutions were made in this manner 
whereby the equivalence of peptide to reagent was kept constant and the concen- 
tration halved at each successive dilution. The pH of each dilution was de- 
termined at 25®C. and the dissociation constants calculated. 

The potentials obtained in the case of phenylalanylglycocoll were erratic and 
considerable time elapsed before equilibrium was reached. Believing this to be 
an effect of the platinum black, we employed a quinhydrone electrode arranged 
according to Biilmann (22) in the hope of attaining equilibria more rapidly. This 
electrode yielded no better results, however, and it was discarded. Abderhalden 
and Suzuki (23) have shown that peptides containing aromatic radicals are rapidly 
split at the imide linkage in the presence of dilute acid and alkali even at ordinary 
temperatures. 

The measurements by the hydrolysis method and the computed 
constants, pK* and pKt, are presented in Tables I and II. The results 
for glycocoll are less consistent than those for the peptides. This is 
probably due to impurity of the glycocoll. 

A consideration of the deviations of the dissociation constants with 
variation in ionic strength, indicates in general a decided shift toward 
higher values of Ka and lower values of as the ionic concentration 
is increased. These constants should give, if the formulations were 
adequate, a uniform value in the case of each compound. The mass 
action law has been stated in the requisite terms of activities; the 
failure to yield constants of more uniform character merits a critical 
analysis of the method of formulation. 

It has been assumed that the activity coefficient of the ampholytic 
ion R, may be expressed in terms of the limiting law: 

— log = 0.5 s* 

whereby the activity coefficient is solely a function of the valence and 
the ionic strength. Such a relationship will hold only in extremely 
dilute solutions where the ionic diameters may be neglected. 

In the case of long ions, the fundamental equations of Debye and 
Hiickel must be modified although as jret no theoretical treatment of 
the spatial distribution of charges has been attempted. 
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TABLE I 


Measurements by the Hydrolysis Method in Acid Solution 


c 

o.sV^ 

GlycocoU 

GlycylglycocoII 

Valylgly cocoll 

Alanylglycocoli 


pH 

pHa 

pH 

pRa 

pH 

pRfl 

pH 

pRa 

O.IOQ 


1.778 

2.238 

2.116 

2.958 



2.159 

3.048 

Hn 1 

0.110 

1.949 

2.293 

2.277 

3.023 



2.328 

3.129 


in 

2.138 

(2.372) 


3.087 

2.478 

3.148 

2.477 

3.145 

0.012 

! 9 

2.304 

2.331 

2.637 

3.158 

2.656 

3.201 

2.637 

3.158 



2.490 

2.322 

2.785 

3.134 

2.810 

3.193 

2.795 

3.154 



2.702 

2.331 

2.974 

3.175 

3.021 

3.292 

2.967 

3.161 

C 

osVc 

LcucylglycocoU 

MethyUeucylgly- 

cocoU 

Phenylalanylgly- 

cocoll 

Glycylglycylgly- 

cocoll 



pH 

pEfl 

pH 

pRa 

pH 


pH 

pRa 


0.157 

2.165 







2.191 

3.114 

0.050 

0.110 

2.324 

3.121 

2.465 

3.398 




2.355 

3.186 



2.467 

3.123 

2.587 

3.384 


2.118 

2.524 

3.249 


QR ! 9 

2.632 

3.148 

2.715 

3.334 

2.204 


2.666 

3.226 


QR ! 9 

2.796 

3.156 

2.869 

3.332 

2.416 


2.832 

3.248 


IbH 

2.959 

3.146 


3.294 

2.648 

2.046 

3.003 

3.256 


TABLE n 

Measurements by the Hydrolysis Method in Basic Solution 


c 

0.5 

GlycocoU 

Giycyiglycocoll 

ValylglycocoII 

Alanylgtycocoli 


pOH 

pRft 

pOH 

pRj 

pOH 

pK6 

pOH 

pRj 


0.110 

2.879 

4.293 

3.687 

5.920 




6.287 

0.025 

wiWtUtm 

3.019 

4.309 

3.824 

5.933 


6.383 


6.157 

Eua 

0.055 

3.159 

4.296 

3.987 

5.976 

4.175 

6.355 


6.147 


0.0385 

3.312 

4.317 

4.166 

6.056 

4.312 

6.348 

4.193 

6.111 


0.0275 

3.432 

4.251 

4.301 

6.036 

4.479 

6.393 

4.323 



ojVc 

Leucylglycccoil 

Metbyllcucylgly- 

cocoll 

Phcnylalanylgly- 

cocoll 

Glycylglycylgly- 

CDCOll 


pOH 

pRj 

pOH 

pRj 

pOH 

pRj 

pOH 

pRj 

0.050 

0.110 

3.907 

6.361 

3.811 

6.169 



3.912 

6.371 

0.025 

o.oso 

3.975 

6.235 

3.895 


3.202 

4.680 


6.339 

0.012 

0.035 

4.100 

6.205 



3.542 

5.982 

4.165 

6.335 

0.006 

0.03S5 

4.251 

6.227 

4.175 


3.894 

5.505 

4.313 

6.351 

0.003 

0 0275 

4.405 

6.245 


6.075 

4.215 

5.865 

4.461 

6.357 
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Simms has suggested an empirical formula to apply to certain large 
organic ions. His equations however are confined to those concen- 
trations where ji varies from 0.01 to 0.1. 

In the application of the fundamental equation, it has also been 
assumed that the peptide ion is univalent. Such a conception, in 
view of the several reactions described in the Introduction, seems 
somewhat doubtful. While the monovalent hydrochlorides of the 
peptides may be easily isolated, it is uncertain that such combinations 
are strictly stoichiometric. However, the question of extra valencies 
within the peptide molecule is so far from being settled that it need not 
be further considered here. 

This leaves the problem of the ionic diameters to be considered. 
Probably this is where the present calculations are most in error. 
The simple limiting equation holds in concentrations where y <0.01. 
Above this limit, the activity coefficient of an ion must be a function 
of some value characteristic of aU the ionic diameters in the solution. 
Where this factor is considered, the activity coefficient is defined by 
HUckel (24) as follows: 


- log y 


0.5 y/j, 
t + 3.3 X 10' r 


+ B ( 2 «) 


Here r may be interpreted as the average effective diameter of all the 
ions. Data relating to this variable are meager in the case of inorganic 
ions and are practically non-existent in the case of organic ions. The 
second term on the right hand side of the above equation represents 
the effect of the solute concentration on the dielectric constant. The 
zwitter ion with its dual charge and permanent moment might be 
expected to influence the dielectric constant considerably, and the 
experiments of Bliih (25) indicate that its value increases progressively 
with the concentration. Beyond the fact that at higher concentra- 
tions the dielectric constant of the solution is no longer the same as 
that of the pure solvent, little hope of arriving at the nature of the 
solute from capacity measurements can at present be held. It may be 
that the zwitter ion is an association coraple.x in the sense of Bj'errum 
(26). Recent very accurate measurements (27) indicate that aqueous 
solutions of strong electrolytes slightly depress the dielectric constant 
of the solvent. 
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In view of the paucity of our knowledge concerning this problem, 
it seems best to leave the dissociation constants in their present form, 
referring to them as “apparent” constants since they are functions 
of several variables. 

Turning our attention to tlie relative order of magnitude of the con- 
stants of the various compounds, we see a partial proof of the con- 
ceptions of Bjerrum and Adams. 

Considering acid constants alone, their relative order of magnitude 
may be represented as follows: 

Phenylalanylgycocoll > glycocoll > glycylglycocoll > (alanyl- 
glycocoll, leucylglycocoll, valylglycocoll) > glycylglycylglycocoll > 
methylleucylglycocoll. 

Bjerrum and Adams postulated a high degree of acidity for the 
glycocoll molecule in consequence of the presence of the highly 
electronegative group. The latter will further the dissociation of the 
h^'drogen ion from the carboxyl group, such influence decreasing as 
the amino group is removed further from the carboxyl. 

Representing the electronic structure of acetic acid and glycocoll 
thus: 


H;C; C:0— H , H:C : C:0— : H 

H H:N: 

H 

it is apparent why glycocoll is a far stronger acid than acetic (some 
100 times) and yet is neutral in pure water solution. The highly 
electronegative amino group will effect a deformation in the electronic 
nucleus, causing a’ shift in the position of the electron pairs about the 
carbon and o.x>'gen atoms of the carbox>d group. This shift is toward 
the amino group. In the case of the o.xygen-hydrogen linkage of the 
carbox}'! group, the electron pair is drawn closer to the oxygen and 
farther away from the hydrogen. This amounts to a decrease in the 
strength of the bond, and an increase in the degree of dissociation of 
the acid. The proton thus set free combines immediately "with the 
two unshared electrons of the nitrogen, forming the dipolar molecule, 
or zv.'itter ion. 
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H:C: C:0: “ 

H:N:H -i- 

ii 

It is apparent therefore that the farther away the amino group is 
from the carboxyl (the greater the number of carbon atoms inter- 
vening), the smaller will be the deformation of the electronic nucleus 
and the slighter the dissociation. Hence the observed decrease in 
the relative magnitude of the dissociation constants. 

Two apparently significant exceptions occur to this rule, namely, 
in the case of phenylalanylglycocoll and of methylleucylglycocoll. 
In the former compound it is to be expected that the very strongly 
electronegative character of the phenyl group would be sufficient to 
make the compound a stronger acid than glycocoll. In the latter, 
introducing a methyl radical into the amino group decreases its elec- 
tronegativity. This lowering of hydrogen-accepting capacity is 
apparently decreased as the dilution increases, and the compound 
forms an apparent e.xception to the rule of increased value of acid 
dissociation constant with increasing hydrogen ion activity. 

In alkaline solution, the basic dissociation constants in general 
show a decided increase in value as the ionic strength decreases. 

As a result of these particular studies, the generalization may be 
advanced that the dissociation constants are functions of the hydrogen 
ion activity and the ionic strength. 

Tilralion Studies 

The following methods of formulating the reactions involved in 
titration measurements were suggested in part by the work of Simms 
and the discussions of Kolthoff (28), but several modifications have 
been introduced. If we consider the reaction in acid solution, we may 
formulate the equilibrium thus: 

+X- -t H* = H’X 

where ■*'X~ refers to the znitter ion, NHjRCOO”. In consequence 
of the small ionic product of water, the concentration of ampholytic 
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anions in tiie presence of acid will be negligible. In mass action . 
form, the equation is: 


H+ X -^x- 
H+x 



If a represents the apparent “degree of dissociation” or the mol 

fraction of ampholj’-tic cations (a = — where C is the total con- 

C 

centration of ampholjde) then the mass action equation may be 
written thus: 




a 


H*- 


(1 - a) 


a 


and in logarithmic form: 

pK' = pH - log 

a 

For electroneutrality in the solution the sum of the concentrations 
of cations must equal that of the anions or: 

H+ + H+X = OH- + el- 


and, assuming complete dissociation of HCl and negligible concentra- 
tion of hydrox)d ions, 

H+ + H-X = A 

where A is the total concentration of acid. 

It follows that : 


H-^ -f aC 


A and a = 


A 


- H^ 
C 


but, inasmuch as a is to be expressed as concentration, the values, 
observed as acti\'itie5, must be converted to concentrations by means 
of the equations: 


TX»- — 

•ti — and la? = — 0.5 V p 
■> 11 * “ 
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In basic solution, the reactions may be formulated thus: 
+X- + OH- = XOH- and — JXS: — = 


XOH" 

Representing a as the mol fraction of ampholytic anion, a = — — — , 

(1 - a) , „„ , (1 - o) 

= “oh- — ~ — “""I pK» “ pOH ~ '“s — - — 

For eiectroneutrality ; 

H-^ -P Na+ = OH- -p XOH- 


and assuming the sodium hydroxide, B, as completely dissociated: 
H+ + B = OH- + a c 


whence 


B + H<- - OH- 

c 

Hydroxyl ion concentrations were calculated from the concentrations 
of hydrogen ions by means of the ionic product of water at 25°, 
= 1.27X10-”. 

The dissociation constants so calculated are of a hybrid or "appar- 
ent” character, inasmuch as the expression log ^ is expressed as 

a 

concentration while pH is the negative logarithm of the hydrogen ion 
activity. 

In order to obtain the “true” dissociation constants which shall be 
independent of the ionic strength of the solution, it is necessary to 
have an accurate knowledge of the activity coefficients of the ampho- 
lyte ions. Any attempt to derive a value for these coefficients on the 
basis of the Debye-Hiickel theory involves certain a priori assumptions 
which have been considered in the previous section on hydrolysis. 

The experimental technique consisted in adding acid or base to a constant 
quantity of ampholyte alone in solution, and in the presence of salt. A 0.002 N 
solution of either HCl or NaOH was made up in a 200 cc. volumetric flask. To 
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this was added a weighed amount of amphol 3 'te so that its concentration would be 
0.02 M. 25 cc. samples were placed in 50 cc. volumetric flasks with the desired 
amormts of 0.1 n HCl or NaOH, and with 5 cc. of 0.5 u KCl or 0.166 M K 2 SO 4 , 
or with no salt. The aliquots were then made up to the mark with distilled water. 
The ionic strength, then, of each of the salts was the same (O.OS/n). The final 
concentration of total amphoh'te in each sample was 0.01 ir. 

Potentiometric data were obtained on the following compounds: glycocoll, 
glyc 5 'lglycocoll, alan 3 ’lglycocoll, leuc 3 dglycocoll, methylleucylglycocoll, and gly- 
c 3 -lglyc 3 dglycocoll. The dissociation constants of each ampholyte were calculated 
b 3 ' means of the above formulae. The results are reported in Tables TTT -\TTT. 
The lack of a sufiicient supply of glycylglycylglycocoll was the cause of the paucity 
of data on this compound. 


TABLE ni 


Elcctromclric Titration of Glycocoll {0.01 m) 
With HCl ' 


A 

HCl without salt 

j HCl vrith KCl = 0.05;! 

HCl with R. 

•SOi = 0.05^ 


pH 

pH'a 

pH 

pH'a 

pH 

pH'a 

0.001 

3.419 

2.232 

3.495 

2.292 

3.614 

2.484 

0.002 

3.123 

2.262 

3.182 

2.295 

3.279 

2.461 

0.003 

2.973 

2.335 

2.979 

2.271 

3.093 

2.480 

0.004 

2.818 

2.311 

2.849 

2.289 

2.962 

2.506 

0.005 

2.707 

2.314 

2.725 

2.257 

2.852 

2.516 

0.006 

2.612 

2.311 

2.029 

2.244 

2.744 

2.502 

0.007 

2.511 

2.264 

2.539 

2.209 

2.668 

2.526 

O.OOS 

2.450 

2.287 

2.467 

2.200 

2.597 

2.540 

1 


Titration ivitlt NaOH 


5 

NaOH without salt 

NaOH with KCl = O.OSji 

NaOH with KsSOi *=* 0.03;* 


pH 

pK'i 

pH 

pK'i 

pH 

pK'ft 

0.001 

8.715 

4.226 

8.656 

4.285 

8.697 

4.244 


9.116 

4.174 

9.033 

4.257 

9.059 

4.231 

0.003 i 

9.319 

4.204 

9.262 

4.271 

9.267 

4.256 

0.004 ^ 

9.526 ' 

4.185 

9.456 

4.257 

9.462 

4.251 

n 005 

9.678 

4.20S 

9.621 

4.267 

9.631 

4.257 

O.O'OG 

i 9.842 

j 4.215 

9.773 

4.289 

9.792 

4.268 

0.037 

1 10.003 

i 4 2.3S 

9.942 

*}■ .30^ 

9.974 

4.271 

O.OOS 

! 10.1S4 

) i 

1 4 26S 

10.133 

4.330 

1 

10.135 

4.328 
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TABLE IV 

Electrometric Titration of GJycylglycocoll {0.01 ii) 
With ECl 
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TABLE V 


Electrometric Titration of AlanylglycocoU {0.01 ii) 
TT"i7/; HCl 


1 

A j 

HCl without salt 

1 

HCl with KCI = O.0S;i 

HCl with K; 

:SO( = O.OSft 

.. . i 

pH 1 

1 

pH 

pR'a 

pH 

pE'a 

0.001 



4.164 


4.206 

3.211 

0.002 

3.773 

3.123 

3.813 


3.857 

3.205 

0.003 

3.571 

3.143 

3.610 

3.176 

3.649 

3.219 

0.004 

3.399 

3.143 

3.423 

3.156 

3.473 

3.217 

0.005 

3.248 

3.141 

3.275 

3.154 

3.326 

3.220 . 

0.006 

3.106 

3.132 

3.126 

3.129 

3.204 

3.237 

0.007 

2.967 

3.110 

2.976 

3.084 

3.064 

3.217 

O.OOS 

2,839 

i 3.085 

2.866 

3.058 

2.964 

3.246 


Titration xoitk NaOE 


1 

B 

XaOH without salt 

KaOH with KCI = 0.05|i 

KaOH with KiSO* « O.OS^i 


pH 

pK'6 

pH 

pK'i 

pH 

pR'i 

0.001 

7.331 

5.610 ! 

7.260 

5.681 

7.277 

5.664 

0.002 

7. 688 

5.605 

7.619 

5.674 

7.629 

5.664 

0.003 

7.886 

5.641 

7.839 1 

5.688 

7.844 

5.683 

0.004 

8.071 

5.648 

8.011 

5.708 

8.033 

5.686 

0,005 

8.248 

5.647 

8.186 

5.709 

8.211 

5.684 

0.006 

8.423 

5.648 

8.377 

5.694 

8.380 

5.691 

0.007 

8.631 

5.632 

8.570 

5.693 

8.588 

5.675 

O.OOS 

8.837 

5.660 

8.778 

5.719 

8.792 

5.705 
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Elcclromelric Tif ration of LeucylglycocoU {0.01 m) 
With HCl 


A 

ilCl irithoul salt 

HCI with KCl = 0 05/1 

HCl with KiSOj =■ 0 05;i 

pH 

pH'o 

pH 

pH'fl 

pH 

pK'fl 

0.001 

4.152 

3.163 

4.176 

3.181 

4.194 

3.199 

0.002 

3.798 

3.151 


3.151 

3.849 

3.197 

0.003 

3.577 

3.149 

3.609 

3.173 

3.M9 

3.219 

0.004 

3.392 

3.136 

3.434 

3.171 

3.477 

3.221 

O.OOS 

3.252 

3.147 

3.275 

3.154 

3.328 

3.222 

O.OOd 


3.127 

3.132 

3.f39 

3.191 

3,219 

0.007 

2,978 

3.127 

2.988 

3.103 

3.072 

3.230 

0.008 

2.S10 

3.090 

2.874 

3.094 

2.969 

3.255 


Titration with NaOU 


NaOH xrith KCJ • 0 05tf 


NaOHwith EiSOi-OOIm 
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TABLE \ni 


Eledromeiric Titration of Mcthylleucylglycocoll {0.01 u) 
With HCl 



HCl tvithout salt | 

HCl vritli KCI = 0.05;i 

HCl with KsS 04 = 0.05;x 


pH 

pR'a 

pH 

pK'o 

pH 

pR'a 

0.001 

4.216 

3.232 

4.226 

3.237 

4.184 

3.189 

0.002 

3.S46 

3.205 

3.890 

3.243 

3.913 

3.269 

0.003 

3.631 

3.212 

3.665 

3.237 

3.698 

3.275 

0.004 

3.453 

3.208 

3.490 

3.236 

3.521 

3.273 

0.005 

3.304 

3.212 

3.331 

3.225 

3.377 

3.281 

0.006 

3.154 

3.196 

3.184 

3.210 

3.233 

3.275 

0.007 

3.011 

3.175 

3.040 

3.182 

3.109 

3.283 

0.008 ^ 

2.879 

3.155 

2.912 1 

1 

3.162 

2.996 

3.298 


Titration with NaOH 


B 

\ 

NaOH without salt 

1 

KaOH with KCI = 0.05ju 

KaOH with KsSOi = 0.05^ 

pH 

pK'i 

pH 

pR'i 

pH 

1 

pR'i 

0.001 

7.340 

5.601 

7.289 

5.652 



0.002 

7. 680 

5.613 

7.636 

5.657 

7.648 

5.645 

0.003 i 

7.891 

5.636 

7.849 

5.678 

7.851 

5.676 

0.004 

8.089 

5.630 

8.032 

5.687 

8.037 

5.682 

0.005 ! 

8.257 

5.638 

8.208 

5.687 

8.213 

5.682 

0.006 1 

8.434 

5.637 

8.396 

5.675 

8.387 

5.684 

0.007 

8.629 

5.634 

! 8.575 

5.688 

8.587 

5.676 

O.OOS 

8.840 

5 . 657 

8.797 

5.700 

8.800 

5.697 
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TABLE VIII 


Electromelric Tilration of Glycylglycylglycocoll {0.01 ii) 
With HCl 


A 

HCI m'diout suit 

HCl with KCl - 005/1 

pH 

pK'a 

pH 

pK'a 


4.209 

3.225 

4.236 

3.247 


3.648 

3.231 

3.671 

3.246 


3.318 

3.229 

3.353 

3.252 


3 032 

3.204 

3.052 

3 199 


Titration vnlh NaOB 


B 

j KaOH without salt 

1 NaOII with KCl - 0 05 m 


pK'ft 

' pH 

pH'j 

0.001 


(5.938) 

1 7 032 

5.909 

0.003 


5.871 

7 615 

5.912 

0.005 

8.035 


7.978 

5.917 

0.007 

8 390 

j 5.873 1 

8.372 

(5.891) 
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DISCUSSION 

On an examination of the data, the following facts are brought to 
light. The first is that in general the dissociation constants are a 
function of the hydrogen ion activity. They show definite trends: 
the values of Ka and of each compound increasing with increasing 
hydrogen ion activity in solution without the presence of salt and in 
the presence of KCl; while Ka in the presence of K2SO4 decreases with 
hydrogen ion acti\nty whereas Kh in the presence of K2SO4 increases. 
At equal ionic strengths the acid constants in the presence of KCl are 
greater than in the presence of K2SO4, the reverse holding true of the 
basic constants in alkahne solution. 

The follovnng chart indicates the trend of the apparent dissociation 
constants in each titration series with H+ ion activity and ionic 
strength: the arrows pointing upwards indicate increasing values, 
those dovmward, decreasing values. 


Without salt 


T 

1" 
M I 


V 

V 

A 

With KCl 


‘^na 



V 

V 

li 

With KjSO, 


“h* T 

a 

Without salt 


“h* T 

A i 


V 

A 

A 

With K:S04 


“na 

i 


V 

A 

il , 

With KCl 

^a 

%a' 

y- i 


A satisfactory' explanation of the de^^atio^s of these constants is 
difficult to give on purely theoretical grounds. It is known that the 
apparent dissociation constant of a weak electrolyte is markedly 
dependent upon the ionic strength of the solution, and in the case of 
the ampholyte should decrease in absolute value on the addition of 
other electrolytes. 

Stated in terms of the simplified Dcbye-Hiickel theory: 

- I05 */ = 0.5 Vn , 

if the equilibrium of the ampholyte be represented as above, 

(1 — 
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where K'a is the apparent dissociation constant, then the true dis- 
sociation constant based on activities will be 7v„ = K\ i, assuming 

T 

that the activity coefficient of the undissociated ampholyte is equal to 
unity. 

Therefore 

log X' = log — O.S i’ 

Inasmuch as K„ is a constant, the apparent dissociation constant 
should decrease as the ionic strength increases. The same relation 
should hold for K't. 

On the contrary, in acid solution in each titration series with the 
exception of those involving KjSOt, we observe an increase of the 
apparent constant with increasing ionic strength. Furthermore, 
according to the principle of ionic strength, the constants in the 
presence of the salts should be equal at equal ionic strengths. It must 
be remembered, however, that this law is of limited validity, holding 
only in such very dilute solutions that specific ion effects are negligible. 
In the present studies, the difference in the specific effects of the 
sulfate and chloride ions is clearly evidenced. The work of Harned 
(29) on the activity coefficients of sulfuric acid in the presence of 
sulfate ion is illuminating in this regard. He found a decreased 
activity of the acid in the presence of this ion as the latter’s concen- 
tration increased. It seems probable that the decrease is due to the 
formation of HSO4 ions. Kraus (30), listing the activity coefficients 
of KjSOj solutions, indicated the very low activity coefficient of this 
salt as compared with that of KCl. The latter, for e.\'ample, at 0.01 
M has a value of 0.922, the former at the same concentration a value 
of 0.687. Sulfuric acid yields a coefficient of 0.617. The effect of the 
sulfate ion will be to lower the ionic activity of the medium; increase 
in ionic strength will then so favor the formation of ampholyte ions 
that their excess will outweigh the effect of reduced hydrogen ion 
activity on the magnitude of the apparent constant. This is indicated 
by a comparison of a values and H’*' ion activities in acid-ampholyte, 
KCl-ampholyte, and KjS04-ampholyte solutions: 

“KjSO, ^ "noBlt > “xci 
Ilk > “n*KCi > “h* k,soi 
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It may be that the loivering of the degree of dissociation in the 
presence of KCl is due to a common ion effect. The apparent dis- 
agreement of K'a M-ith the Debye-Hiickel equation co nfir ms the work 
of Simms on glycocoU. 

The agreement of the equation with theory in the case of the ap- 
parent basic constants is substantially good. Here the constants in 
general decrease as the ionic strength is increased. 

It would be unwise to speculate further on specific ion effects in 
\*iew of the slight amount of data now available in the literature. The 
present paper is simply a contribution to the study of ampholytes in 
salt solutions, and a more nearly complete elucidation must await 
further theoretical advances. 


SUMMARY 

1. The apparent acid and basic dissociation constants were deter- 
mined potentiometrically by the methods of hydrolysis and of titration 
for the following ampholytes: GlycocoU, glycylglycocoll, alanylgly- 
cocoll, valyl glycocoU, leucjdglycocoU, methylleucylglycocoll, phenylal- 
anylglycocoll and glycylgl 3 'cylglycocoU. The constants were also 
determined in the presence of KCl and of K 2 SO 4 at equal ionic strength. 

2. In general, the relative order of magnitude of the constants de- 
creased as the number of carbon atoms between amino and carboxjd 
groups increased. An e.xplanation of this is offered on the basis of 
theories of electronic structure. 

3. The application of the modem concepts of solutions to the case 
of the amphol^'tic ions is discussed. The inadequac}’' of the present 
theories is pointed out. 

4. The constants were found, in general, to be functions of the 
hydrogen ion activit}' and the ionic strength of the solutions. Appar- 
ent contradictions to the Debye-Hiickel theory are pointed out and 
partially e.'cplained on the basis of specific ion effects. 
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THE KINETICS OF PENETRATION 
HI. Equations for the Exchange of Ions 
B y W. J. V. OSTERHOUT 

{Prom the Laboratories oj The Rockefeller Institute for Medical Research) 
(Accepted for publication, August 1, 1930) 

The assumption is frequently made that an exchange of ions occurs 
in living cells. Since thermodynamics affords no test of this assump- 
tion the problem must be attacked kinetically and a mathematical 
treatment is therefore necessary. The brief outline given here is a 
preliminary attempt in this direction. 

In the subsequent treatment we shall for convenience assume that 
the activity coefficients equal unity, that the electrolytes are mono- 
valent, that when the concentrations of electrolytes are not the same 
within and without the osmotic pressures are rendered equal by the 
presence of non-electrolytes,* and that conditions are such that if a 
non-electrolyte penetrates, the time curve is of the first order. It is 
also convenient to assume that the solutions are not buffered so that 
when H+ enters it appears as such inside.* 

Supposing an e.xchange of cations, the protoplasm being imperme- 
able to anions, it is evident that, other things being equal, the rate of 
exchange will be proportional to the activities (here equivalent to 
concentrations). For e.xample, if we have chiefly H+ outside and K+ 
inside the rate at which H"*" passes inward in exchange for K+ will be 
proportional to HJC(, where Ho is the external concentration of H+ 
and Ki is the internal concentration of K+. The outward passage 
of H+ (in exchange for K+) will be proportional to H(K„, so that the 
net rate will be proportional to the difference between the two, or to 
HoK( - H,Ko. 

* In case a divalent cation is exchanged for 2 monovalent cations there will be 
a change in osmotic pressure and a corresponding movement of water. 

* In case the solutions are buffered we can put H, equal to the titratable acidity 
in place of the concentration of Hk 
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2 78 

Let us now consider conditions at equilibrium.^ Since all tbe 
anions are indiffusible we shall have a special kind of Donnan equi- 
librium with the relation (quite the opposite of that where the anions 
are diffusible) 

•if = ^ 

Ai ~ Ci 

where A is the total concentration of (monovalent) anions and C is 
the total concentration of (monovalent) cations. If the anions con- 
sist of several species Ai, A:, etc., we shall have 

A Iff Acd Ao 

An Au Ai 

and in the same way 

^10 Czo Ao 

Cii Cu Ci Ai 

Presumably the rate of e.xchange, other things being equal, will 
depend on the slower ion. Assuming that K+ moves more slowly 
through the protoplasm^ than H"*" we may say that since H+ cannot 
pass through the protoplasm unless K+ passes through at the same 
time in the opposite direction we need only consider the rate of move- 
ment of K"^. We may define the permeability to K"*", which we may 
call Pk, as the amount of passing through the protoplasm into 
the vacuole in unit time under standard conditions, i.c., when the 
protoplasm has unit surface and when the value of HoK,- — H,Ko 
equals unity.* 

We may then put® for the net amounts passing through 
- ^ ^ = Tk KHo) (K.) - (H.) (K„)] 

Cl Cl 

® Cf. Xctter, H., Arc!:, ncs. Physiol., 1928, 220, 107. 

^ The rr.overacnt through the entire protoplasm (consisting of both aqueous and 
non-aqueous layers) is here referred to: it may be complicated by chemical com- 
bination, adsorption, etc. 

* C/. Osterhout, W. J. V., J. Ga;. Physiol., 1929-30, 13, 261. 

‘ Here 

cfK,- dV.0 

~ 17 ^ IT 

and as the solutions are not buffered 

dli, _ dll, 
di “ d: 
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If the amount of K,- at the beginning be called Kii we may say that 
(since K.+ must go out when H+ comes in) K,- must equal K.,j 
less the net amount of H+ which has entered, which is H,- — H(i 
(where H.-j denotes the amount of H,- at the beginning). Hence we 
have 


K.- = K.i - (H, - H.i) 

Substituting this value we have’ 

= Pz [(a) (K,,) + (a) (a») - (a) (a) - cao (an 

at 

If the external volume is sufSciently large H„ may be regarded as 
constant and if the concentration of K+ is sufSciently small we may 
put Ko = 0. We may then write 

K,6 -b at = C (which is a constant) 

and we have 

= peju (c - a) 

at 


^ For e-tample, if the internal and external volumes are equal and we put 
95, H,> » 10, = 37.5 and K,» == 0, then when 25 H+ has gone in and 

25 has come out we have eqiulibrium and 


df iL 

A{ “ 47.5 


, , Ho 70 , . Kq, 25 

2; also = 2, and - — 

III 35 rki 


12.5 


Hence we have at cquih'brium 

= Pk ((H.) (K,i) + (H.) (Hn) - (H.) (H.) - (H,) (K.)] 
at 


= Pk (70) (37.5) + (70) (10) - (70) (35) - (35) (25) 

= Pk. (0) 

« 0 

In dealing with equilibrium Fk plaj’s no part but it would of course determine 
the course of the time curv'e since it is the apparent velocity constant of the 
process. 
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Putting = V we have 


V = 



It is evident that practical!}’- all of the K will leave the cell before 
equilibrium is reached.® 

If the concentration of K. in the external solution is not negh'gible 
but the external solution is relatively large the amount of El'*' coming 
out will make practically no change in the external concentration so 
that we may regard K<, and H,, as constant. We then® have (start- 
ing with the equation already given) 

^ = Fk f(Ho) (K.») + (Ho) (H.-fc) - (Ho) (H.-) - (H.) (Ko)] 

al 


® If, for c.xample, Hos = 100, Ha = 0, Ka = 10, and is constant we should 
have at equilibrium Ha = 10, and in order to arrive at this all of the K'*' inside 
would have to be replaced by H-*-. Theoretically, however, the entrance of H'*' 
would diminish H, slightly so that H,-?, at equilibrium would be slightly less than 
ten and this slight margin would allow a ver>' small quantit,v of K'*' to persist inside. 

The values at equilibrium would be determined by the values of the anions A, 
and A ,• (sec p. 27S). In this case Ac = 100 and A ,• = 10 so that at equilibrium we 
should have 


'Is 

A, 


= 10 and (approximately; — 



The value of must also equal 10 but since K« and K,- are exceedingly small they 

K,- 

may be neglected and we may put (approximately) 


C il ' 

-—1 = TkIH(K.i -f Hii - II.) 
cl 


= FF.n»(io + 0-10) 

= FkIH(O) 

c= 0 


® To test this numericaliy let us put H,* = 50, = 50, K.a = 10, and Hiv 

0. .-■■t equilibrium v.c have 

A} >1 + 50 H-i 50 Kci 50 

— 1 = = 10 ard = — = 10; alio = — “ 10 

H.t 5 ’ lbs 5 


10 
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■ Pk [(H.) (C) - (H,) (tt) - (H.) (K.)) 
.P.B, [■;-(. + §)(«.)} 


Putting 1 + — = D (a constant) we have 

Ha 


^ = -PkH, IC - 

and putting Pk(Hii) = F we have 



In case the external solution is relatively small the case is more com- 
plicated but if the permeabilities to the two ions are not very different, 
so that we may put as an approximation Pj; = Ph (where Ph is the 
permeability to H), we can simplify the treatment as the total quan- 
tity (not the net amount) of cations passing in any one direction, 
which we may call Q, will be approximately constant (since, other 
things being equal, the exchange of K+ for H+ will go on at 
approximately the same rate as the exchange of H’’" for H+, etc., and 
in any case the total concentration of cations, both inside and outside 


We then have 


0 
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remains constant). The total quantity of H+ passing inw 
time will be 


\h. + K.J 


+ KtlJ 

and that passing outward will be 

qI 


\H, + K,J 


and for the net amount passing in we may write 

OTs ^ g(Ho) _ Q(Hi) 

dt H<, + K^, H< + Kv 


Since Ho 4- Ko is a constant, we may call it A and in the sam 
Hi + Ki = so that we have^° 

dl A B 


Q_ 

AB 


[(Ho)3 - (H.Ml 


Q 

A 


Ho 


A 

B 


(H.) 


To illustrate numerically we may put Hti = 95, = 0, Ko = 

10, When 25 has gone in and 25 K'^ has come out we have equ 

A, 95 ^ IIo 70 ^ , Ko 25 

.1, 57.5 A- 10 H. 35 ' K.- 12.5 “ 

We then have 

IT -T- Ko 70 -f 25 _ ^ 

H, -f Ki ” 35 4- 12.5 “ “ 

so that 

cll- 

— ‘ «= t’l [Ho — 17;(Hi)] 
c: 

«= I'l [70 — 2(35)1 

« i\m 
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Regarding Q as constant and putting 

~ = £^1 and — = £/, 
A B 


we have 


— ‘ = £/, IH, - V, 1(H.)] 

If the external solution is well buffered so that H„ is relatively con- 
stant we have 


,, 1 , H, 

‘ a, ~ ct.(H.) 

When H« is not constant the treatment is still comparatively simple. 
For convenience the net amount of H+ which has entered at the time 
t is called x and it is assumed that the internal and external volumes 
are equal (e.j., 1 liter). Using the subscript b to denote concentra- 
tions at the beginning we have the following:'* H« = H.j — xj K,- = 
K.j — x\ K, = -I- X, and H.- = Hit + x. Substituting these 

values in the equation" 

^ = Pk [(H.) (Ki) - (K,) (H,)] 


we have 


— - i’sCHas — — x) — + x) (H.b -f x) 

at 


« (HflsKfs — KfljHfj) — X (Krt 4* 4* 4* 


If the volumes are not equal another coefficient is needed. If, for example, 
the internal volume is half the external a gram mol of entering will have twice 
the concentration inside, so that if we put x = 1 we must put Hj = Hii 4- 2x. 
Here jPk is (as before) the permeability to the slower ion K*. 
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Putting HobKii, — K-obHii, — F and -{- Hob ■{■ H,-;, + Kob = G 
we have’’ {F and G being constants) 

~ = Pk{F - Gx) 
at 


Pk 



F 


F - Gx 


We thus arrive at a more general equation involving no assump- 
tions except those made at the start. 

All that is said regarding exchange of cations of course applies 
equally well to e-xchange of anions when the cations are indiffusible. 

SUMMARY 

Equations are given for a variety of cases when ions of the same sign 
are exchanged between the interior of a living cell and the external 
solution. 

” To illustrate numerically we may put = 95, = 0, K<6 = 37. S, 

H,i = 10. At equilibrium a; = 25 and we have 

^ = Pk-SF — 

at 

= Tk lH«bKib — H,»Kob — 3:(K(» Ilcb -f- H.j + Kob)] 

= Pk [(95)(37.5) - (10)(0) - 25(37.5 95 -f 10 -f 0)] 

= Pk (0) 

= 0 



THE ACCIBIULATION OF ELECTROLYTES 

II. SUGGESnONS AS TO THE NATURE OF ACCUMULATION IN VaLONU 
By W. J. V. OSTERHOUT 

{From the Laboratories of The Rockefeller Insliiiitc for Medical Research) 
(Accepted for publication, August 1, 1930) 

It is a familiar fact that electrolytes often appear to contravene 
physical laws by diffusing against a gradient* and attaining a higher 
concentration inside a living cell than outside. 

This happens in the multinucleate cell of the marine alga Valonia 
inacrophysa, consisting of a film of protoplasm (only a few microns in 
thickness) surrounding a large vacuole filled with dear watery sap 
(outside the protoplasm lies a cellulose wall, but it is so permeable to 
electrolytes that it need not be considered in this discussion). 

Striking differences are seen on opposite sides of the protoplasmic 
film; for example we find only 0.012 m KCl in the sea water but there 
may be more than 40 times as much in the sap. We may therefore 
say that KCl accumulates^ to a marked degree. 

It is natural to enquire whether this can be accounted for by the 
Donnan principle, but Table I indicates that this is not the case. 

* In some cases an ion may appear to go against a gradient ■when in reality this 
is not the case. It has been shown (Osterhout, W. J. V., and Dorcas, ]VL J., J. 
Gen. Physiol., 1925-26, 9, 255) that undissociated CO 2 comes rather quickly into 
equilibrium across the protoplasm. Let us suppose that owing to differences in 
pH value the dissociation in the sap is 20 per cent and in the sea water 80 per cent. 
If the concentration of undissociated COs is the same inside and outside and is 
called 100, TV'e have for the total inside 100 + 20 »= 120, and outside 100 4- 80 *= 
180. If the amount of sea water outside is small and the cell produces enough 
CO 2 to raise the undissociated CO3 on each side to 200 we shall have (let ussay) 
30 HCO3” inside and 160 outside. 

* The term ‘‘accumulation” is used to denote the process by which a penetrating 
substance reaches a greater concentration inside the cell than outside. 
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TABLE I* 
llolar Conccntralions 



Bermuda sea 
water 

Valonla 

macrophysa 

Cl -f Br 

u 

0.58 

0.5 j 

0.012 
0.012 
0.057 
0.036 
10-s 

u 

0.60 

0.09 

0.5 

0.0002? 

Trace? 

Trace? 

10-5.5 

1.433 

Na 

K 

Ca 

Mg 

SO. 

H 

Organic matter, parts per thousand 


“ C/. Osterhout, W. J. J. Gciu Physiol., 1922-23, 5, 225 (where the value of 
Ca in the sap is erroneously given). 


The Donnan principle requires the relation K,- -f- Ko = Na< -r- Na^ = H,- -f- 
Hi. = CL + Cli (where the subscripts i and o refer to inside and outside activities 
respectively) but these conditions are not fulfilled for according to Table I the 
obser%-ed values* are as follows: 

K<^K, = 0.5 -r- 0.012= 41.60 

Na.- Na„ = 0.09 0.5 = 0.18 

H.- -s- H, = 10-5-’ -T- 10-5 = 15S.49 

Cb ^ Cl; = 0.5S -t- 0.6 = 0.97 

Let us sec whether we can cmploj’ the Donnan principle to explain the accumu- 
lation of K by making certain modifications. IVc might get rid of the necessity 
of putti.ng Ki K., = Xa, -t- Na, by regarding Na as indiflusible since it enters 
more slowly than K but then wc should still be unable to e.xplain the facts for the 
concentration of indiuusible ions would not be high enough to account for the 
obscr.-ed value of K. K,. Suppose wc regard the Na of the sea water as in- 
dirTusible and neglect the counter-efTcct of the Na inside^ (/.e., suppose that wc 


* The vah 
50 that the : 
vcaienre we 

* Neglect; 
compensate 

■.ar.^aut 


res can only be appro.Timatc since they vaiy with c.tternal conditions 
'alio of K + Na may be as low as 2.55 or as high as 5.72, For con- 
cm.plcy concentrations in place of activities. 

r.g the countcr-cUcct of the Na inside (about 0.1 ir) would more than 
for reelecting the in.duTusible cations outside, i.e., the Mg in e.xccss of 
0/>57 — 0.056 = 0.021 ”) .and the Ca (about 0.012 m) and would 
ver the attempt to use the Donnan principle more than would be 
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have only KCl inside). We should then have (K,) (Ch) = (0.012) (0.S8) = 0.007 
and {K() (Cl,) = (K,)- — 0.007 whence Kf = 0.084. This is far below the ob- 
served value of K, (which is 0.5) and unless we should assume an impossible con- 
centration of an indiffusible anion inside* we could not account for the observed 
value of Kf on the Donnan prindple.® 

The difficulty becomes still greater when we consider Cl for if KCl is diffusible 
we must put at equilibrium K< -r K* = CU CI<. Evidently in order that Val- 
onia may exist at all the osmotic pressure outside cannot be greater than inside 
so that CU cannot be greater than Cl,. If we say that Cb must be approximately 
equal to Cl< then at equilibrium K, must be approximately equal to CU. 

We escape these difficulties if we abandon the notion of equilibrium 
and say* that KOH and NaOH are constantly entering^ the cell because 
their thermodynamic potential is greater outside than inside. 

*The internal concentration of anions other than Cl is extremely small. 

*Osterhout, W. J. V., Proc. Soc. Exp. Bwl. and Med., 1926, 24, 234; BiiUetin 
National Research Council, No. 69, 1929, 170. 

^ The assumption is made later on (p.294) that the entering KOH combines with 
a weak acid H/1 produced by the cell. This process may be regarded as practi- 
cally equivalent to exchanging K+ for if we consider only the thermodynamic 
situation which takes no account of how substances go through the protoplasm. 
For example (neglecting effects of hydrolysis) we may say that starting with 10 
mols of HA inside and 2 of KOH outside and allowing 1 mol of KOH to enter there 
woiJd be outside 1 of KOH and inside 1 of KA plus 9 of IL4; this is equivalent 
to letting 1 equivalent of H'*’ pass out in exchange for 1 of K+ going in. 

In the brief preliminary paper® this was not discussed because ionic exchange is 
regarded as relatively unimportant but it now requires mention since Brooks 
(Brooks, S. C., proc. Soc. Exp. Biol, and Med., 1929, 27, 75; Protoplasma, 1929, 
8, 389; and in Contributions to Marine Biology, Stanford University, California, 
1930) states that as H+ tends to pass out and anions cannot accompany it, K+ 
comes in to maintain electrical neutrality. But then, in order to explain the 
behavior of Cl, it is assumed that HCOj*" and CI“ are diffusible, in direct con- 
tradiction to the former assumption. It is said that anions do not travel in the 
same paths as the cations but this really makes no difference since thermod>’nara- 
ically it does not matter how the ions get through. If H^ and HCOj" pass out 
by different paths they can do so simultaneously and thus maintain electrical 
neutrality without intake of K'*' or CI~. That H+ + HCOs** can pass rapidly 
through the protoplasm (as such or in the form of neutral molecules) is shown 
by the work of M. Brooks {Public Health Reports, Washington, D. C., 1923, 
38, 1470). 

The statement that HCO^" exists at a much higher concentration in the sap of 
Valonia than in the sea water is not borne out by the analyses of Dorcas (c/. 
Osterhout, W. J. V., and Dorcas, M. J.,/. Gen. Physiol., 1925-26, 9, 255). 
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The thermodynamic potential of KOH is higher outside as long as 
the ionic activity product (uki,)(uohJ is greater than (%,■) (ooh,-)- 
Assuming for convenience that the activity coefficients equal unity we 
may say that when the pH value of the sap is 5.8 and that of the sea 
water 8.0, we have OH,- = 10“®-* and OHo = 10“® so that we may write 
as an approximation (Ki)(OHf) = (10‘®--) = 10"®-® and 

(Ktf)(OHo) = (10"-) (10"®) = 10~®. In order to produce equilibrium 
we should have to raise the internal concentration of K to 1.585 M 
(so that (Ki)(OH,-) = (10 (10~®--) = 10"®) or raise the internal 

pH value to 6.3 (so that (K.) (OH,-) = (10"®-®) (10"’''®) = 10"®). 

Thus we can predict that if w'e raise the internal pH value higher 
than 6.3 K should begin to come out, and experiments carried out by 
Dr. Cooper and jMr. Jacques, in collaboration -noth the writer, show 
that this actually happens when the internal pH value is sufficiently 
raised by the entrance of NHj.® This, of course, does not apply to 
NaOH since we have approximately (Na(,)(OHo) = (10"®-®) (10"®) = 
10"®-® and to get equilibrium we should have to raise the internal 
concentration of Na to the impossible figure of 79,5 m (so that (Na,-) 
(OH,-) = (10’-®) (10"®-®) == 10"®-®) or raise the internal pH value to 
8.7 (so that (Nav)(OH,) = (10"’) (10"®-®) = 10"®-®). Hence if the 
internal pH value is raised to the point where K begins to come out Na 
should continue to go in, as was actually found in the experiments 
just referred to. 

Let us now consider the relative permeabilities to KOH and NaOH, 
If and OH" penetrate by combining at the surface of the proto- 
plasm to form molecules or enter as the ion pair K’’" -f OH", as sug- 
gested elsewhere,® the quantity passing in will be proportional to the 


The Ir.-potlicsis ipiorcs the fact tluit the thermoclj-namic potenti,il of KCl is 
rr.-ech hipher inside than o-alsidc, .a m.-ittcr of vital import.-incc in connection v/ith 
the in-.'T.rd movement of K which tends to maintain or increase this diflercncc. 

Timrc 're.m? to he no pro'jnd for assumin" that at equilibrium If* would be 
prc.-.tl>- in c-cce.' j of II, b’ut if it were Cl. would have to be frre.itly in excess of Cb 
and Cl v.x-d'l ha-.-c to he rccenlcd r.s indnlusible in order to exphin the ratio of 
11. + H.- 

’ C/. Cy:pe:, \Vr.:. C.. Jr., .and Oiterhout, W. J. Y.. J. Gan Physiol., 1930-31, 
14, 117. 

’ f, v-terhrjt. tV. J. V.. Prc:. .Vr:. Exf.. cm/ MoL, 1920, 24, 234; Bulktln 
d .- f.'. No. !92>, 170;/. On:. Physiol., 1929-30, 13, 261. 
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number of collisions and hence to the ionic product'" (K„) (OH„) : 
the quantity passing out n-ill be proportional to (K.) (OHj) and the 
net amount passing, or Qkohi will be proportional to the difference of 
ionic product" (which we may call p) so that we may put p = B 
[ (K„) (OH„) — (Ki) (OH,)] where B is a proportionality factor (which 
may be omitted in comparing strong electrolytes in the subsequent 
discussion). 

If we define the permeability to KOH (or Pkoh) the amount 
passing through unit protoplasmic surface into the vacuole in unit 
time with unit difference of ionic product (i.e., when ^kqh = (K») 
(0H„) — (Ki) (OHi) = 1) the amount passing in will be proportional 
to P, p, surface, and time, so that we may write" 

ton - Pkoh PkohH and fKOH = .252" 
fsomi 

where i is surface, / is time, and Q is the number of gram mols passing 
in the time (. We may put as an approximation”"* p^on ~ (K») 
(OH.) - (K,)(OH() = 0.012 (10-*) - 0.52 (10-'") = 87.2 (10-'»). 

In the same way we have for NaOH the value ps,on = (Na.) 
(OH.) - (Na,) (OH.) = 0.5 (10-«) - 0.09 (10'*") = 4994.3 (lO-'”). 

It might seem that the amount entering would be proportional to the differ- 
ence between the therraodjTiamic potential inside and outside or to 

^ln[CflK.) (aOH»)] — ^In f(oK() (oohJ] 

r r 

but this is not the case (c/. van Laar, J. J., Lehrbuch der theoretischen Elektro- 
chemie, Wilhelm Engelraann, Leipsic, 1907, pp. 85 ff.)* 

That p is analogous to an osmotic pressure gradient is evident from thefollow- 
ing: If we assume that K+ and OH*" colliding at the outer surface of the proto- 
plasm form molecules of KOH the number produced in unit time will be pro- 
portional to (K,) (OHj and at the inner surface the number will be proportional 
to (K<) (OH,). This also applies if we have to do with the formation of an ion 
pair K*** -1- OH"* {i.e., K+ and OH” entering together). 

This resembles the formula of Northrop (Northrop, J. H., J. Gen. Physiol., 
1928-29, 12, 435). See also Osterbout, W, J. V., J. Gm. Physiol., 1929-30, 13, 
261. 

** The value is an approximation because we should use activities and also for 
other reasons. Cf. Osterbout, W. J. V., J. Gen, Physiol., 1929-30, 13, 261. 

The pH value of the sap is taken as 5.8. 
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Let US now consider the \'alue of Q. If a cell is in \'igorou5 growth, 
increasing 1 per cent a dayd® the volume of the sap being 1 cc. and 
containing 0.52 ii KCl and 0,09 ir XaCI, the amount of Iv passing in 
per day may be regarded as (Okoh = (10'*") mol and in the same 

&iOH = 0-09 (10“^) mol. 

We now have (if s- and / are the same in both cases) 

P.SOH ^ QKOn-^fXOK _ 0.52 (IQ--) 87.2 (IQ-'Q ^ . 

P.xaOH OXiOH .^'XtOH 0.0? (10~0 -t- 4 , 994.3 (lO'-') 


In other words, the protoplasm appears to be about 331 times as 
permeable to KOH as to XaOH.’® 

Xot much quantitative significance is to be attributed to tliese 
figures and in any case they can apply only where sucli factors as tlie 
movement of KCl. XaCl. and ionic c.^change can be neglected. 

This diiTerence between KOH and XaOH is greater than would be 
e.tpocted if these substances entered in ionic form with tlie mobilities 
now assigned to them. ^Measurements'* indicate that if we put the 
m,obilily of Cl’ in the outermost layer of protoplasm equal to I. that 
of Xa (or L\-.) is 0.2: in general, all the anions seem to have about the 
same mobility so that we may assume that of OH (or Toh'' to he 
cqua.1 to 1. The m.obility of K (or is not yet accurately deter- 

mined. but even if we put it as high’-^ as 30 the figures do not corre- 
spond to those given above for we have (if we may use the same for- 
mula as for aqueous mcdi.a' for Ukoh- the dinusion coefficient'^ of KOH 
in the outer layer of the protoplasm. 
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Dkou = RT 


2Pk roil 

PK+roii 


= RT 


2(80) (1) 
80+1 


2Rr 


and for ZJ^aon. the diffusion coefficient of NaOH, 


AvaOlI ~ RT 


2Uli:tV0U 

+ Voii 


RT 


2(0.2) (1) 
0.2 + 1 


0.35 RT 


Hence 


Jkoh 2 ^ ^ 
iliVaOII 0.33 

According to this the permeability of the outer layer of the proto- 
plasm to KOH is 6 times as great*® as to NaOH but we have calculated 
earlier that of the protoplasm as a whole to be about 331 times as 
great. The calculation which gives the value 6 assumes the penetra- 
tion of ions only; the other calculation applies whether molecules or 
ions penetrate but if ions alone penetrate it should agree with the 

If it were assumed (cf. Brooks, S. C., Proloplasma, 1928, 8, 389) that !!■*• 
inside is e.xchanged for K+ outside and that K‘*‘ docs not tend to pass through the 
protoplasm more rapidly than H'*’ we might calculate the permeability (Pk) to 
as follows: We put 




Qk* 

pK*sf 


where Pk.* ~ (Kj) (H,) — (K.) (IL), Qk* is the number of equivalents of K"*" 
passing in during the time t, s is surface, and Pr* (the permeability to K"**) is the 
number of equivalents of K+ entering in unit time when j = 1 and Pz* = 1. We 
should then have appro.ximately (puttings = landf = 1) 

Pk- 0.52 (lO-Q (0.012) (iQ-i «) - (0.52) (IQ-*) 

PNa* “ 0.09 (10-») -T- (0 5) (I0-* ») - (0.09) (10-*) 


Since unpublished measurements indicate that Uz in the outer layer as not 
more than 80 times it might be necessary to assume a considerable diUcrcnce 
between the concentration of K+ and Na+ in some part of the protoplasm to give 
the 6gure obtained by this calculation. 

This calculation agrees with that given on p. 290 since thermodynamically the 
two cases arc alike. 
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calculation which gives the value 6 and since it does not we may 
suppose that it is principally molecules that penetrate, or that concen- 
tration (and perhaps reaction) in the protoplasm plays a more im- 
portant role than diffusion constants. 

It has been shovni elsewhere-^ that the mobilities of ions in the pro- 
toplasm do not follow the same order as in water. This (and other 
evidence) points to the fact that the protoplasmic surface is non- 
aqueous and it therefore seems quite probable that K+ and OH" com- 
bine at this surface to pass through as molecules just as H+ and Cl" 
combine at a water-air surface to pass through the air as molecules 
and dissociate again on reaching ah aqueous medium. For if the 
surface of the protoplasm forms a non-aqueous layer the concentra- 
tion of molecules of KOH in this layer vnll in all probabilit}'^ be mucli 
greater than that of the ions K+ and OH" so that, other things being 
equal, the permeability to molecules will be much greater than the 
permeabilit}’ to ions. 

For the same reason it does not seem probable that excliange of 
ions--'-^ plays a great role though the cell can of course produce H"^, 
NH4+, and organic anions which are available for exchange.-^ 

This point of view is in harmony with the fact that the effective 
resistance of the protoplasm is high.-* 


Osterhout, W. J. V., J. Gen. Physiol, 1929-30, 13, 715. 

-• In tlie experiments with NIT 3 the amount of K coming out docs not corre- 
spond to the amount of XH^appearinginside and the process docs not appear to be 
ionic exchange (Jacques, G., and Osterhout, W. J. V., J. Gen. Physiol, 1930- 
31, 14, .’01). 

For ti;c b'nctics of ionic exchange see Osterhout, \V. J. V., J. Gen. Physiol., 
1930-31, 14, 277. 


'* Earlier results v.ith NilcUa indicating slow ionic penetration were prohabh’ 
due largely to reversible injury- (<•/. Osterhout, \V. J. V., J. Gen. Physiol, 1921-22, 
4, 275). 

For a discussion of ionic exchange in Valonia sec Huber, R., and Huber, J., 
.Are':, grr. Physic!., 192S, 219, 260, If the entrance depends on ionic radius (in an 
aqueous medium) as {'‘•O'tub.tcd by Huber, Cs should go in more rajjidly than K but 
this IS r.ji the case (cf. Coog)-.-.', V/m. C., Jr., Dorca.s, M. J., and O.Uerhout, \V. J. 
V.. J. Gen. iV;y.':V;..'l92--29, 12, 427). 

See als-e Bra;’-_=, S. C, Pro!:;! ssr: s, 1929, 8, 359. 

-- BLial-S L. P.., /. G:n. Ph;. sir!.. 1929-30, 13, 361, 495. 0 ne elective re.sistancc 

— p 

i: mm- !. e remar Je i as K i-ere / is the current, E is the K.is.r. ijroducin;; 



W. J. V. OSTERHOUT 


293 


The idea that there is little or no penetration of ions is supported 
by experiments with COj. It is found*' that if the concentration of 
undissociated molecules of CO2 or HjCOj is kept constant the rate of 
penetration remains constant even though great variations occur in 
the concentration of ions. The behavior of the time curves at high 
and low pH values leads to a similar conclusion.'* 

In this paper we shall for convenience speak of the penetration of 
electrolytes in molecular form without implying that ionic penetration 
does not occur but only that it must play a subordinate role owing to 
the non-aqueous character of the protoplasmic surfaces. 

These remarks do- not affect anything that is said concerning equilib- 
rium since this is in no way dependent on the mode of entrance. But 
it should be remembered that in a living and growing cell no equilib- 
rium is possible, the nearest approach to it being the sort of pseudo- 
equilibrium observed with certain rapidly penetrating substances" 
such as COj and HjS. 

We may sum up by saying that penetration in ionic form would 
seem to be much slower than in molecular form. If penetration 
occurs by means of ion pairs (e.g., as K+ -t- OH-) we should have the 
equations already given but this would not be the case if it occurs by 
exchange, e.g., if K+ enters in exchange for H+ the amount passing 
through" would be proportional to (K,) (Hi) — (Ki) (H«). 

Let us now consider the distribution of anions. Evidently the 


the current (whether an applied potential or one existing in the plant or a com- 
bination of both), and F is the polarization or back E.u.F. produced by the plant 
during the passage of the current (opposing the passage of the current). In 
most cases F accounts for most of the observed resistance. 

The effective conductance is I + R. 

" Jacques, A. G., and Osterhout, W. J. V., J. Gen. Fkysiol., 1929-30, 13, 695. 

** It is often assumed that if a weak acid penetrates more rapidly at low pH 
values it must enter chiefly in molecular form but this is not justified since, for 
example, lowering the pH value increases undissociated CO2 or H2CO3, and 
the product (H) (HCO3) in the same proportion (since (H) (HCO3) = C(H2COs) 
where C is the dissociation constant). See Osterhout, W. J. V., J. Gen. Physiol., 
1929-30, 13, 261. 

"Osterhout, W. J. V., and Dorcas, M. J., J. Gen. Physiol., 1925-26, 9, 255; 
Osterhout, W. J. V., J. Gen. Physiol., 1925-28, 8, 131. 

" CJ. Osterhout, W. J. V., J. Gen. Physiol., 1930-31, 14, 277. 
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penetration of KOH and NaOH would raise the internal pH value 
if the cell were not continually producing acids (c.g., carbonic and 
other organic acids).® If we lump these acids under the term 
we may say that the entering KOH will produce K+ -h A~ thus in- 
creasing the concentration of if IL4 is a weak acid, as is probably 
the case. As this process continues A~ will increase and will tend to 
pass out of the celP^ either as or as undissociated HA which will 
dissociate on reaching the sea water. If, for example, we imagine a 
cell having as the only solute in the sap KA at a concentration of 
0.6 II (with a small amount of undissociated HA) there will be a 
tendenc)" for A~ to go out and for Cl~ to move in. This could be 
effected by exchange of A~ for Cl", passing through the protoplasmic 
surfaces as such or as undissociated IL4 and HCl (which dissociate 
again after traversing the surface). In the absence of complications 
this might go on until A.- became equal to Ao. 

When Donnan constraints are present the exchange will tend to 
produce a condition where A{ -h Cl,- — Ao - 7 - Ch. Such constraints 
arc present in ValoniaP’- for we have in tlie sea water indiffusiblc ions 
such as and S07 (the latter in small concentration), which 

are normally not found in the sap,“ and Ca++ which, if present at all 
in the sap, is found only in traces. We also have Na+ which enters 
so slowly that it may be regarded as practically indiffusiblc in com- 
parison with ions which enter rapidly. If HCl and HA~ (or Cl" and 
A~) exchange prompt!}' we might expect them to distribute themselves 
without much delay according to the Donnan principle so that in the 
absence of complications there would be a tendency to make A,- -r- 
Cb = Ao Cl,. 

When the exchange has raised the value of (K.-)(Cli') to the point 
where it is equal to (K„) (CL), i.c., to (0.012) (0.5S) = 0.007, the 
difference of thermodynamic potential of KCl may be regarded as 

Tl'.e conccntrr.tioa of IL-I v.'ill presumably be small owing to the fact that it 
is cor.stanlly leaving the cell. 

“ v.ill tend to pass out -ivhen (II,) (.-1.) is greater th.an (IL) (A.) or (K.) 
i- greater than !K'} (A,) even though As be Ics.s than A, (1). 

■- 'rr.-.-v ca r. )t bring th-_- systc.m into Donnan equilibrium because the continual 
j r. ■: c: ac: 1 and o‘h':z metaDolIc activities prevent it. 
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approximatdy zero and iny further exchange of HA for HCL (or of 
Cl" for A~) will increase the difference of thermodynamic potential 
of KCl and lessen that of (since the value of owing to tlic large 
external volume, must be very small and in consequence the product 
(K„) (d„) must be nearly zero). How far the energy of the ktter 
process is available for increasing the difference of thermod}Tiamic 
potential of KCl is not certain but in any case there must be an abun- 
dant supply of energy for this purpose in the metabolism of the cell. 
This will be discussed in subsequent papers when additional data are 
presented. 

Since K is found in the sap in combination with Cl it is evident that 
if it really enters as KOH and reacts to form KA there must be an 
exchange oiA~ for Cl" or of HA for HCl. 

We may sum up by saying that under normal conditions the differ- 
ence of thermodynamic potential of KOH tends to drive K in’* and that 
of KCl tends to drive K out: if the latter be greater” metabolic 
energy would be required to drive K in and this case may have some 
relation to that described by Straub.” 

Turning to a consideration of Cl we may say that the difference of 
thermodynamic potential of KCl tends to drive Cl out and that of 
NaCl tends to drive Cl in and that these forces seem to be not far 
from equal.” 

It may be noted that the production of HA and the e.xchange of a 
weak acid for HCl tend to depress the pH value of the sap; on the 

’* The entrance of KOH would temporarily disturb the existing appro-ximate 
osmotic equilibrium. This might be compared to the well knonm experiment in 
which a closed porous pot containing air and fitted with a manometer is placed in 
an atmosphere of hydrogen. The entrance of hydrogen is more rapid than the exit 
\ of air and in consequence the pressure rises temporariiy in the pot. The bursting 
of cells in dilute alcohol may be due to a similar cause. 

” The difference of thermodymamic potential of KCl is approximately pro- 
portional to CK,)(C1,) - CK,)(cg - (0.5) (0.6) - (0.01) (0.58) = 0.2942, and 
that of KOH to (K.) (OIK) -(K,)(OH.) - (10-’) (10"’) - (10-’-’) (lO"’-"-) = 
0.684 (10-’). 

” Straub, J., Rcc. grav. chim. Pays-Bas, 1929, 48, 49. 

” The difference of thermodynamic potential of KCl is approximately pro- 
portional to (K.) (Cl.) - (K.) (Cg = (0.5) (0.6) - (0.01) (0.58) = 0.2942, and 
that of NaCl to (NaJ (Cg - (Na.) (Cl,) = (0.5) (0.58) - (0.1) (0.6) = 0.23. 
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otlier hand the entrance of KOH and XaOH tends to raise it. A 
balance appears to be struck between these antagonistic processes so 
that the pH value of the sap does not var\’ widely and this (as sug- 
gested elsewhere-') may be due to a regulator}* process. 

We might therefore, as an alternative h}-pothesis, regard H,- as 
appro-vimately constant and since is constant we could say that the 
ratio Hf ~ He is fixed and therefore produces a constant potential 
difference'^ across tlie protoplasm so that all the other ions (whether 
passing through in ionic or molecular form) will strive to conform to 
it"- so that Kj Ke and Xa,- ^ Xa,, will tend to equal H,- -4- Ho.-*® But 
tills would involve the necessity of making CI„ Cl,- tend towa,rd the 
same value which is e-vddently not possible if the cell is to exist -mth 
practically no anion except Cl~ inside. 

It should be emphasized that the normal ratio of H,- ■- Ho (T.-hich is 
far from equilibrium) is maintained at a high value (about 160) by 
the energ}- of metabolism which continually produces HL-l and which 
maintains the ratio of K,- ~ and Cl,- -t- Ck. It is quite possible 

This vrould be small compared that due to K since the concentration of 
11 is so small, for a change in the pH value of the sea water produces little change 
in th.e rm. across the protoplasm. 

The n.ted rauo H. Ho impUes a p.d. across the protoplasm which would act 
or. all ior.s present. 

This is in harmony with what has preceded. If. for e.’tample. we say that 
KOH tc.rds to enter until (Kol (OH,) = (K.) (OH.) it is equivalent to S3>-ing that 
K Icn.ds to enter until K. H. = K.- IC since if we put 

OIL = ^ and OH. = ^ 
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that when IL4 is once produced the transfer of molecules and ions, 
e.g., exchange of HA for HCl or of for Cl', follows without further 
expenditure of energy. 

As another alternative it may be suggested that as HA and KOH 
are present in such small amounts they may be neglected and KCl 
may be considered to move in as such. But this scheme would not 
present so clearly the role of the pH value of the sap which, as will be 
shown in subsequent papers, is very important. 

Let us now consider how we may picture the process of penetration 
and growth. The production of a weak acid HA inside the cell adds 
to the existing osmotic pressure which is further increased by the en- 
trance of KOH and NaOH, transforming H.4 to its salts, and under nor- 
mal conditions water will enter until the internal pressure nearly equals 
that outside, as the cell wall is too elastic to offer much resistance. 

The entrance of water will dilute any electrolytes which have already 
reached a pseudo-equilibrium with the outside solution and will 
therefore favor an inward“ movement. 

With the growth of the cell proceeding in this manner the total 
concentration of electrolytes inside should be approximately constant 
as appears to be actually the case. 

It seems probable that the rate of penetration will be influenced by 
the activity of the cell (e.g., by production of acid, or of substances 
which increase osmotic pressure and absorption of water (such as 
sugars) or of those which promote the expansion of the cell wall (such 
as carbohydrates); possibly also substances may be formed which 
directly influence penneability. 

Should the activity of the cell (production of acid, etc.) decline the 
tendency will be to approach a true Donnan equilibrium, with the 
same ratio of K to Na inside and outside.^ In consequence, the 
ratio Ki Na,- will fall off and this is actually observed when activity 
of the cell is lowered by cooling. 

The e.\'planation given here is merely a working hypothesis which 
must be tested experimentally. Many tests have been made during 
the last five years which support the hypothesis and which will be 

The dilution of Cl inside may thus favor its entrance in exchange for A ". 

o Death leads to a different condition with the inside and outside exactiy the 
same, and injury tends to produce this condition. 
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discussed in subsequent papers. For the present we may confine our 
attention to a consideration of e.Yperiments Math NH3 such as have 
recently been described.'*^ 

\Mien NH4CI is added to the sea water it soon makes its appearance 
inside where its concentration may become man}" times as great as 
outside. According to our h}’pothesis we should expect undissociated 
molecules of NH3 or NH4OH to enter more rapidly than ions and this 
is e^^dently the case since the pH value of the sap rises rapidly, appar- 
ently because the penetration of FTHs or KHjOH is more rapid than 
the production of acid in the cell : this accords vdth the fact (shown 
by analysis) that the total NH3 (by which is meant HH3 undisso- 
ciated XH4OH -f NH4) enters the cell much more rapidly than is 
normally the case with K or Na. 

According to our hypothesis the entering NH3 or NH4OH combines 
with Hvi to form and at first there is little e.\'change but after 

a few minutes Hyl begins to be exchanged for Cl" so that there should 
be a steady increase of XH^Cl in the sap. This is found to be the 
case; as a result of this exchange and of the production of acid by the 
cell the pH value of the sap soon stops rising since the result of the 
exchange is to replace the weak acid HA by the strong acid HCl; if 
this went far enough it would cause the internal pH value to fall off 
again after its original rise (when the cell is first put into sea water 
containing XlHCl) and such a falling off is commonly observed.'" 

The rise in pH value will affect the entrance of KOH and NaOH. 
The penetration of KOH should begin to fall off much sooner than 
that of XaOH and as the pH value of the sap continues to rise K 
should begin to come out while X'a continues to enter. This is be- 
cause the ionic activity products differ as explained on p. 288. Tiic 
experiments show rhat this prediction is correct." 


" Co-p' 

IIT; Kc'p 

-■O!' ir. th' 
r.'.> NH; V 
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, .".nd 0:-tcrhout, W. J. V., J. Go:. Physiol, 19.S0-31, H, 
i O.^terhout, W. J. V., J. Go:. Physiol, 19.t0-31, 14, 
5 the cell; lived ir.de.'lnitely and ^re-.v better than when 

i; occur; 'iepend; in fact on the r.ate of entrance of IsHj 
the exit ( f KOH. It fhonid be remembered that when 
rr.h r i C* b may move i.nv. ard from the sea w.ater since the 
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If we now consider effects upon growth we see that even if the rise 
in pH value due to NHj does not stimulate the production of acid by 
the cell the rapid entrance of NHj will cause a quicker rise in osmotic 
pressure than is normally the case. The result will be an increased 
entrance of water and distension of the ceilulose wall. Before NH3 
is added the entrance of KOH and NaOH and consequent absorption 
of water seems to be slow enough to permit the cell wall to stretcli and 
keep pace with the entrance of electrolytes and in consequence the 
internal concentration of Cl remains relatively steady. But NHj (or 
NHiOH) enters much more rapidly than K or Na so that it seems 
possible that the cell wall cannot stretch rapidly enough to keep up 
and in consequence the total concentration of electrolyte should 
increase somewhat. This is apparently the case. At first the total 
concentration increases from about 0.6 11 to about 0.61 li after which 
a balance appears to be struck between the pressure and the elasticity 
of the cell wall so that the total concentration of electrolyte becomes 
relatively constant. 

This increase of pressure explains in part at least the more rapid 
growth which we observe when NHjCl is present in the sea water. 
It is also quite possible that NHj contributes to this by increasing 
permeability. 

It is evident from all that has been said that we can predict the 
behavior of K better by disregarding the movement of KCl and paying 
attention to that of KOH. It may be remarked incidentally that 
such evidence as we have" (which is not conclusive) indicates that 
the permeability to KCI is not greater than to NaCl and that in conse- 
quence the movement of KCI may be neglected. 

The e.xperiments with NH4CI seem therefore to support the hypoth- 
esis devised to explain what occurs under normal conditions. This 
hypothesis may be summarized by' saying that the energy necessary 
to produce the accumulation of K is furnished by metabolism in 
connection with the production of a weak organic acid Hzf produced 
in the cell, and HA is e.xchanged for HCl of the external solution (or 
A for Cl) so that it is very mucli as if the cell produced HCl continu- 
ally and maintained an internal pH value of 5.8 (that of the sea water 
being about 8). Under these circumstances KOH diffuses in to 
neutralize the acid inside. This tends toward a condition in which 
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the product (K)(OH) is the same inside and outside so that if the 
internal pH value remains 5.8 K,- must become greater than K,,. If 
KCl is formed in the sap faster than it comes out there must be an 
accumulation and this is understandable if KCl passes chiefly in 
molecular form and permeabilit}” to molecules of KCl is low. 

This is not an equilibrium condition for if the expenditure of energ}' 
stops and acid is no longer produced in the cell the internal pH value 
vrill fall and K will come out so that eventually the distribution of 
electrolytes inside and outside wiU tend to become nearly equal.-*® 

It may be added that experiments on artificial models show that 
when a difference of pH value is maintained on opposite sides of a 
partition an electrolyte may pass over from the alkaline to the acid 
side and accumulate to a marked extent even though no indiffusible 
ions are present. These experiments will be described in subsequent 
papers. 


SUMiLYRY 

It is suggested that K enters cliiefly as KOH, whose thermodynamic 
potential (proportional to the ionic activity product (uk) (<^on)) js 
greater outside than -ndthin. As this difference is maintained b}'- the 
production of acid in the cell K continues to enter, and reaches a 
greater concentration inside than outside. KOH combines with a 
weak organic acid which is exchanged for HCI entering from the sea 
water (or its anion is exchanged for Cl"), so that KCl accumulates in 
the sap. 

Xa enters more slowly and its internal concentration remains below 
that of K. 

'I'he facts indicate that penetration is chiefly in molecular form. 

.-\s the system is not in equilibrium the suggestion is not susceptible 
of thermodynamic proof but it is useful in predicting the behavior of 
K, Xa, and Xlb. 

^ Tr.i* eicc55 o: Me — over SOj" ir. the sea %v 2 ter vould tend to produce a 
equIMrMn;. 
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As Stated' elsewhere, we should theoretically expect that when 
NHs enters the cell and raises the pH value of the sap beyond a certain 
point K may come out while Na continues to go in. 

E.xperiments carried out by Dr. Cooper and the senior author’ 
showed that the entrance of NHj was accompanied by the exit of K 
but the behavior of Na was left uncertain. It was not realized at that 
time that the K -f- Na ratio in the sap could be so easily affected by 
external conditions, c.g., by handling the cells or by changing the sea 
water or by illumination. But in the present experiments conclusive 
results have been secured by controlling the conditions more carefully, 
e.g., by keeping the cells continuously in running sea water,’ avoiding 
the handling during the experiment and taking care that in each 
experiment all the cells were equally illuminated. 

The effect of light is important since a moderate amount of illumination (but 
not direct sunlight) promotes growth.’ For example, when cells were kept side 
by side in ordinary sea water in the open but not in direct sunh'ght, one lot in a 
glass container gained 13 per cent in 20 days but those in a similar container which 
was painted black outside made no gain.* Under natural conditions the cells 
grow in clumps several layers thick and the illumination therefore varies from 

> Osterhout, W. J. V., J. Gen. Physiol, 1930-31, 14, 285. 

^ Cooper, Wm. C., Jr., and Osterhout, \V. J. V., J. Gen. Physiol, 1930-31, 14, 
117. For effects of Ught on absorption in Nitella see Hoagland, D. R., and Da>TS, 
A. R., J. Gen. Physiol, 1923-24, 6, 47. 

’ Brooks, S. C., {Proloplasma, 1929, 8, 389) states that the K -i- Na raU'o is 
increased by increase or decrease of the normal amount of K, in the sea water. 

* The difference in temperature in the two tubes was probably small. 

30! 
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layer to layer, so that we should anticipate marked variations in a group of cells 
collected at one time and place. 

To tl'.is variation in the natural state wc must add the possibility of changes 
brought about by handling. Blinks^ has shown that in Valoiiia vcnlricosa and 
NitcUa the direct current resistance is reduced to a very low value by mechanical 
shock, and that even handling is sufficient to produce marked effects which may 
last a surprisingly long time. All this suggests the necessity for reducing the 
handling to the minimum, and allowing a period of rest after collection in order 
to get rid of the effects of pulling the clumps apart. 

The first step in our work was the separation of the cells (immediately after 
collection); this produces a slight softening of most of the cells, and subsequently 
about 10 per cent die. Fortunately it is possible in Bermuda to get cells free from 
sponges and algae, so that the problem of cleaning is not troublesome. 


TABLE I 



K 

Average 

PiGcrcncc 

Na 

Average 

Dificicnee 


u 


ftr cent 



fer ce<ft 

.1 

0.4002 

0.4S97 

0.4900 

0.1 
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0.1296 

0.1293 ! 

1 

0.6 

/>• 
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0.5004 
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0.4 

0.1210 
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0.1205 

0.8 

iluvrge 

'(Small 

0.4743 

0.5111 

0. .1927 

7.S 

0.1378 

0.1138 

0.1258 

22.0 


After separation the cells were stored out of doors (not in direct sunlight) in 3- 
gallon gl.iss bottles. .-M inteiwals the sea water was cliangcd, the ceils being 
(iisturbed as little as possible during this operation. The sea water was changed 
d.diy during the fir.-^t few d.ays after collection, in order to avoid undue contamina- 
tion \<y pot.'.5>ium-rich sap from injured cells, and dead cells were removed .as 
d'-coverLd. Subsequently the change was made every 3 to 5 day.s. 'j'hc cells 
V. ere st.-'rt'i under these conditions for at least a montli (in .some c.xpcrimenls 
much kmuer;. 
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enough for analysis in duplicate for K and Na in each sample. Selection C was 
divided into two parts, the one containing enough large and medium cells for a 
single determination of K and Na, and the other comprising the remainder (small 
cells). The results are given in Table I (which shows that with lots A and B the 
difference between duplicate analyses was less than 1 per cent but that the differ- 
ence between large and small cells is much greater, indicating that the K. Na 
ratio is higher in small cells, i.e., K -r Na Is 3.44 for large and 4.49 for small cells, 
as would theoretically be e.xpected*^ if the small cells, being younger, are in a more 
active state). It therefore seemed best to use for each e.'cperiment a typical lot 
of cells, i.e., a lot graded as to size in deffnite manner, arbitrarily called typical so 
that any typical lot vdll be comparable with any other. 



Flc. 1. Tube containing cells exposed to a solution constantly flowing through 
the tube from the reservoir A. The cells lie in a glass trough with perforated end 
walls (c) and perforated partitions (b). 

In each experiment two typical lots of cells, alike in number and size, were 
exposed imder exactly similar conditions to (o) sea water, and (6) sea water 
containing a small concentration of NHiCI. A certain number of cells in each 
group were selected for determination of volume, since it is not desirable to subject 
all the cells to the handling necessarj' for such measurements. At intervals ceUs 
were withdravTi from each group and the following determinations were made: 
K, Na, NHj + NHi, total halide, and pH value. At the same time the changes in 
volume were measured. The total length of exposure was usually 30 days. 
The concentration of the NH4CI in the sea water ranged from 0.0025 to 0.001 ir. 

The work was carried out in Bermuda during the spring of 1930. During 
the period the lowest temperature recorded was 16®C. and the highest 26*C., 
the average temperature was 21‘'C. The procedure and results for a typical 
experiment are desaibed in detail below. 

A group of 650 cells were selected and dlWded into two groups, the first con- 
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sisting of a t3pical Jot, to be used for volume measurement, and the second con- 
taining the remainder (also a hpical lot). The cells were placed in a pj'rc.'? glass 
trough, which was cssentiaUv a half glass tube of about 1 inch radius. Tlus 
trough was blocked at both ends witli parafiin wax partitions, perforated to .allow 
the sea water, but not the cells, to pass through, with two similar partitions (d 
and hi. Fig. 1) cutting off a portion of the trough near the center. In this portion 
the volume control cells were e.xposed, while the other cells occupied tlic portions 
on either side. This arrangement was designed to give the volume cells an 
e.xposurc similar to the average exposure of tlie other cells. The trough, 34 inches 
long, w.as placed in a pj'rcx tube of 21 inches diameter, 36 inches long. The 
tube was fitted with one-hole rubber stoppers, through one of whicli was tlirust a 
tube drawn down to a capillarj* at the end and connected by rubber and gl.iss 



Fio. 2. -^pp.iratus for determining the volume of living cells (e.xplanation in 
te.xt). 
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K, Na, NHg + NH 4 , total halide and pH value. This set of determinations, 
called hereafter the initial values, serves as the reference point to which all sub- 
sequent determinations are referred. 

The initial voltimes of the two tj^pical lots of cells were next determined in the 
apparatus shown in Fig. 2. The volume tube was a U-tube with one wide arm 
and a capillary arm of about l.S mm. radius. A stopcock at the bottom was 
added for convenience in calibrating and cleaning the apparatus. The apparatus 
was held by a ring stand clamped to a solid table— and readings were made by 
means of a 1-meter brass scale cathetometer, reading to O.OOS cm. (made by 
Gaertner). This also was fixed in position. 

In making a determination, the volume apparatus was first partially filled with 
sea water and inserted in its clamps. All the volume cells for the particular 
determination on hand were then poured out on nichrome gauze, allowed to drain 
for a moment, and then transferred one at a time to several layers of filter paper 
where they were allowed to drain for from 30 to 60 seconds. During this time the 
level of the meniscus in the capillary arm of the U-tube was read, and the distance 
between two marks “a” as a check of the mechanical operation of the cathetom- 
eter. Finally the cross hairs were set on one of the reference marks. The 
cells were then dropped in the wide arm of the U-tube, one at a time. When all 
the cells had been added we first ascertained that the level of the apparatus had 
not changed (by noting that the cross hairs were still on the reference mark), 
and determined the change in level in the wide tube by observing the distance 
that the meniscus had risen in the capillary arm. There was of course a capillary 
effect but as both the wide and capillary arms of the U-tube had been selected for 
uniformity it is reasonable to assume that this would be the same for all readings. 
To make it possible to transform the cathetometer readings to cubic centimeters 
the tube was caUbrated by weighing the distilled water corresponding to changes 
in the meniscus level for several inter\’als. 

In measuring the volume of the cells the errors involved are, the error of setting 
the cathetometer, error due to difficulty in determining the bottom point of the 
meniscus, error due to lack of uniformity in the cross sections of the arms of the 
U-tubes, and the error due to incomplete drainage of the cells. The first of these 
errors can be practically eliminated by carefully levelh'ng the telescope at each 
reading. The second was made negligible by reading the meniscus in the narrow 
arm where its width is so small that the lowest point can be located v,ith ease. 
The third error was made small by using in the construction of the apparatus 
tubes which had been gauged for tmiformity. The last error is the most im- 
portant. It is not desirable to wipe the cells dry with cloth or filter paper, since 
this procedure has been found to result in the death of a fairly large proportion of 
them. We have, therefore, to depend on drainage on filter paper to dry them. 
We have estimated the total error to be expected from aU the causes above by 
making three complete measurements of the same group, wetting them thoroughly 
between measurements. The measured volumes were: 6.015, 6.040, 6.020, ghing 
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an average of 6.025, a maximum de^^ation from the mean of 0.42 per cent and an 
average de\'iation from the mean of 0.17 per cent. These dexdations are negligible 
compared with the de\'iations of the anah-ses due to lack of uniformity of the 
cells. 

During the course of a volume measurement, a cell occasionally died. We 
allowed for this by measuring the volume of the dead cell at the time of death, 
and the volume of all the cells, and in subsequent measurements we added the 
former to the foimd volume of the remaining cells. It is clear that when this 
procedure becomes necessary, the measured volume plus the correction for any 
subsequent point in a run will be too small bj- an amount equal to growth rvluch 
the dead cell would have experienced from the time of death until the time of the 
measurement in question, had it not died. No doubt a correction to the correction 
could have been estimated, based on the growth of the whole group for any 
period. But the ad^-isabiht}- of attempting this in view of the magnitude of 
other errors in the work seemed questionable. In the detailed experiment, in 
fact no volume cells were lost so that qrror from tins cause does not enter. It is 
estimated that it did not in any case exceed 0.5 per cent. 

The analyses for K and Na were made in the following manner: The sap was 
centrifugalized in covered tubes for 20 minutes to remove chloroplasts and as much 
as possible of the jelly-like clots which are always present in the expressed sap. 
Two 5-cc. samples were then taken and evaporated to dryness on the water bath, 
dried in the oven and finally ignited at 300® to 350®C. to remove all traces of 
carbon, and in the case of the ammonia group the NH^Cl also. The residue was 
weighed and the assumption was made that it was a mixture of NaCl and KCI 
only. Occasionally a sample of sap was found to have a trace of SOr on testing 
with acidified BaCl;, and at one time our procedure involved the removal of this 
and of any possible traces of Mg and Ca before evaporation. comparison of the 
results obtained after removal with those obtained without removal suggested 
that this extra labor was not worth while. 

The K was determined as KCIOi in the usual way, and the Na was c.alcu- 
latcd by difTcrcnce from the weights of the total clilorides and the weight of KCI 
corresponding to the weight of K-perchloratc found. 

determination of the acairaca* of our method of analysis made on a known 
mixture of K-. Na- and NlK-chlorides resembling sap of cells after e.xposurc, gave 
the follov.i.ne results: 
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with necessity for making the weighing of the combined salts verj’ rapidly, in 
order to prevent the absorption of weighable amoimts of water in the very moist 
atmosphere of Bermuda, throws a considerable burden on the accuracy of the 
Na analysis. 

The halide was determined by Mohr titration with AgNOj, on a duplicate pair 
of 1-cc. samples. 

The pH value was determined in a single 1-cc. sample as a rule, but occasionally 
the sap of a single cell was compared against a like volume of buffer solution. 
Chlorophenol red w’as the indicator used. 

A single analysis for ammonia was made on the sap of the cells before exposure. 
It was found that the amount present was less than could be determined satis- 
factorily by our usual method. A trial later on other imexposed cells, using the 
much more delicate Nessler’s reagent, indicated that there is less than 0.0005 mols 
per liter normally present in cells which have been stored in changes of sea water 
obtained far enough from land to be free of contamination. 

The usual method of determining ammonia was distillation of the free ammonia 
into a known amoimt of standard acid, and determination of the amount used up 
by titration of the unused acid with standard C 02 -free alkali using methyl red as 
inchcator. An estimation of the accurac>' of the method in our hands was made by 
determining ammonia on a kno^m sample containing 0.0500 mol of ammonium 
chloride per liter. The results are: 


NHi, 


Founi 

0.0500 


Actual Ptrttnt 

dtuahon 

0.0510 2.0 


(Duplicate 1-cc. samples were used tor ammonia determination.) 


Tables II and III and Fig. 3 show the results of an e-xperhnent in 
which sufficient 0.6 m NH,C1 was added to bring the concentration of 
NHiCl in the sea water up to 0.001 M. 

If we suppose, as stated elsewhere,' that KOH enters,' and assume, 
for convenience, that the activity coefficients equal unity' we may say 
as an approximation that equilibrium will be reached when (K.)(OH,) 
= (K,)(OHi), where the subscripts i and o refer to the activities 
(concentrations) inside and outside. Under normal conditions (when 
the pH value of the sea water is 8 and that of the sap S.9) we have 
(K,)(OH«) = (10'')(10"') = 10”'. In order to produce equilibrium 


' cy. Osterhout, W. J. V., J. Gen. Physiol., 1929-30, 13, 261. 

'This makes practically no change in the present case where only relative 
activities and concentrations are considered, *.e., where different activities or con- 
centrations are compared. 



TABLE 11 

L liiunys in IhrSnp of Valoitia Protliiccd by Exposure to Sea Water at pll S Coulahiiug 0.001 .u N1I.\CI 
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we should have to raise the pH value of the sap to 6.3 (so that (K.) 
(OHi) — (10""'^)(10''-’) = lO"*). In other words, if we raise the 
pH value of the sap above 6.3 we should expect K to come out because 
the thermodynamic potential inside, which is proportional to (K.-) 
(OH(), would be greater than outside. 

Fig. 3 shows that K comes out and Table H shows that the pH value 
of the sap has risen' as the result of penetration of NHj to about 
6.3, but this value is probably too low as previous determinations' 
gave 6.6. It may be said that the determinations of pH value are 

TABLE in 
Gram MoU in Sop 


Gram mofs (10') BconceotratloQ X volume ia cc> 
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0.7430 
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not very accurate owing to the high concentration of salt and the 
fact that the sap is practically unbuffered. 

Let us now consider the behavior of Na. The external ionic 
product is (NaJ(OH(,) = (10'®-^)(10"*) = which is greater 

than the internal or (Na,-)(OHi) = = 10"®®^ even 

when the pH value of the sap is 6.3 (Lc., when OH,- = 10“ Hence 
we should expect Na to go in. As a matter of fact Na does continue to 
penetrate and at a greater rate than before.® This might be attributed 
to injury but as a matter of fact these cells lived indefinitely and grew 
better than cells not exposed to ammonia and microscopic examination 

® It happens that these controls ^ow wry slight gdn in mols of Na in 30 days 
but in other experiments there was more. 
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showed nothing abnormal. It might, however, be thought that a few 
injured cells which allowed Na to enter and K to come out were 
responsible for the result. This seems improbable in view of the 
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not above the normal. It may be added that similar results have 
been gotten repeatedly in other experiments which would imply the 
same degree of inj'ury in all cells exposed to ammonia (if the result 
were attributed to injury). 

The rate of penetration of Na would tend to rise above the normal 
due to the dilution of electrolytes inside caused by the entrance of 
water (which is more rapid than normal as shown by the increased 
rate of growth) but on the other hand the rise in the pH value of the 
sap would tend to depress the rate since it would decrease the driving 
force (which is proportional to the difference between the external 
and internal thermodynamic potential). 

The increased rate of entrance of Na may be due to an increase in 
permeability caused by NHj and this would harmonize with the fact 
that the exit of K is more rapid than would be expected from its 
normal rate of penetration. We note that (0.002806 — 0,002683 =) 
0.000123 mol of K entered the controls but in the same period the 
e.xit of K from the cells exposed to ammonia amounted to (0,002683 — 
0.002260 =) 0.000423 or more than 3 times as much. Before con- 
cluding that this is due to increase in permeability we must consider 
the ionic products. If we neglect the effect of the cell wall (as seems 
justified in the case of Valonia macrophysa under normal conditions, 
on account of the great elasticity of the wall) we may put,' as stated 
elsewhere, ‘ 


J'Kon 


Qkoh 

^KOH'* 


where Pkoh is the permeability’ to KOH, Q is the amount passing in 
during the time I, and j is surface. For the entrance of K during 30 
days the value of Q is 0.000123 mol, and for comparative purposes 
we may put x = 1 and t = 1. The value ■’ of p is taken as (K,)(OH„) 
- (Ki)(OH,) = (10-’)(10-«) - (10-“’)(10-’') = 6 (10-’). We 
then have 


J’Kon = 


0.000123 

6(l0-») 


20500 


’ I.c.y the amount passing through the protoplasm in unit time, through unit 
surface with unit value of p (f.c., when (K,) (OH,) — (K,) (OH;) = 1). 

This is an appro,ximation, since strictly speaking we should employ activities, 
and for other reasons. Round numbers are here employed. 
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In the same way for the exit of K, when the pH value of the sap is 
taken as 6.6 and the concentration of K in the sap is given for con- 
venience an average value for the whole period of 0.43 m, tlie value of 
to is (K.) (OH.) - (K„)(OHo) = - (10-"-)(10-“) = 

0.7 (10"®). Hence for the exit of K we have (neglecting an}’- difference 
in s) 




0.000423 

0.7(10-^) 


= 60429 


According to this the permeability during the exit” exceeds the per- 
meability during the entrance by (60429 20500) = 2.9 times. 

These figures indicate a decided increase in permeability but their 
quantitative significance is not very great as some of the data arc 
uncertain” and, moreover, a part of the increase might be due to 
enlargement of the surface. 

It might be suggested that the rapid exit of K is due to an exchange 
of K* for NHr but if the entrance of NHi-^ depended on such ex- 
change we should not find the rate of entrance increasing with the 
external pH value” as is actually observed.- We note also that the 
amount of ammonia entering is considerably less than the amount of 
K coming out: for example, in the first two days 0.020S mol of K 
has come out and only 0.0161 mol of NH< has gone in. 

An c.xchangc of for Na+ might be assumed but this would not 
be a rapid process. 

Moreover the internal pH value would not rise (as it is seen to do) 
if only MR and not MIj or MI 40 H went in; nor would the total 
halide increase. 

It may be of interest to calculate permeability to XaOII going in 
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as compared with that to KOH coming out. We have (taking the 
figures for 7 days and using average values for Kj and Na,- during tliis 
period) 

fKOn _ QkOH outward -i- ^OII outward 
t’rfaOH QrJaOII iaward H- ^NaOH Inward 

0 000128 [(0.463) (IQ-' Q - (10-») QQ-^)] 

“ 0.0001457 ^ [(0.5) (I0-«) - (0.141) (lO-' O] 

= 51.7 

This is much less than the value of 331 calculated elsewhere for 
normal conditions’ when both KOH and NaOH arc entering. 

Under normal conditions we cannot calculate permeability to KCl 
since the internal ionic product is greater than the external but in this 
case if we suppose KCl to pass out we can compare the value of 
Pkci going out with Pnaci coming in. We have 

PkO ^ QKCI outward 4- /KCl outward 
PNaCl CNaCl inward d- #NaCl inward 

0.000128 d- [(0,463) (0,618) - (0.01) (0 58)] 

“ 0.0001457 -i- [(0.5) (0.58) - (0.141) (0618)] 

= 0.64 I 

This has not much quantitative significance since it involves the 
assumption that the per cent of Na moving in as NaCl is the same as 
the per cent of K moving out as KCl. 

A similar calculation for the figures at the end of 30 days gives 
■Pkci T’njci = 1-S- Hence if the calculations mean anything they 
signify that in the e.xperiments with ammonia permeability to KCl 
is about the same as to NaCl. 

In considering the increase in permeability due to the presence of 
ammonia we may recall Loeb’s” suggestion that the protoplasmic 
surface may resemble a soap whose viscosity depends on the cation 
(thus NH 4 makes a softer soap than K, also K a softer soap than Na, 
and Na a softer soap than Ca). 

It is also possible that the presence of one substance in the surface 
layer of the protoplasm may affect the solubility of other substances. 

” Loeb, J., The dynamics of living matter. The hfacmillan Co., New York, 1906 
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It may be desirable to add a word regarding the increased growth in 
the presence of ammonia.^ Theoretically this would be expected^ 
if we suppose that NHj or NH^OH on entering combines with a weak 
organic acid II4 changing it to NH 4 + A- and so increasing osmotic 
pressure. This would also happen with the entrance of KOH under 
normal conditions (in absence of ammonia) but much more slowly for 
it is evident that the entrance of KOH is much slower than that of 
ammonia. 

It is also possible that ammonia aids growth in other ways, c.g., 
by increasing the production of acid in the cell or of substances which 
promote the expansion of the cell wall or increase permeability. 

In view of the more rapid increase of osmotic pressure due to the 
entrance of ammonia it would not be surprising if the cell wall failed 
to stretch rapidly enough to keep up so that the total electrolyte 
inside would increase. This seems to happen- as shown in Table II. 

The fact that the pH value does not rise beyond a certain point 
(c/. Irwin, ’5 Brooks*®) may be due to the production of acid on the part 
of the cell and this might possibly take place in a regulatory' manner. 

As stated elsewhere* we assume that there is an exchange of HA for 
HCl (or of A ~ for Cl") of the sea water so that there is an accumulation 
of NHiCl: this would aid in keeping down the pH value as it is in 
effect the exchange of a weak for a strong acid. 


SUMMARY 


When 0.001 M NHiCl is added to sea water containing Vnlonia 
ir.acrophysc there seems to be a rapid penetration of undissociated 
XH- (or Xri(OII) wliich raises the pH value of the sap so tliat the 
thermodynamic potential of KOH becomes greater inside than outside 
and in consequence K leaves the cell: X'aOH continues to go in 
because its thermodynamic potential is greater outside than inside. 

XHiC! accumulates, reaching a much higher concentration inside 


.'ith a weak organic acid produced in the ceJ! 




than outside. 

This mig! 

after entering, combines v 

whose anion is 

e.xchangc 

probably; the o 

.'ganic aci' 


G P'. d; 


.. Ih:: 


11 c:::^ K't \Vc.5h;r.;Tto.n, D. C., Vj2-l, 38, 207 !. 




ANNOUNCEMENT 


CORRECTION 

In foot-note 25, on pages 292-293, Vol. 14, No. 2, November, 1930, the first line should 
read: "The effective resistance is y; the ohmic resistance." The iast line of this foot- 
note, reading "The effective conductance is I 4* R,** should be omitted. 
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THE ORDER OF DEATH OF ORGANISMS LARGER THAN 
BACTERIA 

Bv OTTO RAHN 

{From the laboratory of Bacteriology^ New York State College of Agriculture^ 
Cornell University, Ithaca) 

(Accepted for publication, November S, 1930) 

In two papers in the preceding volume of this Journal,’ the author 
has tried to show that the logarithmic order of death in bacteria can be 
accounted for by assuming in each cell one or several especially sensi- 
tive vital molecules, the inactivation of any one of which will prevent 
multiplication of the cell. 

The order in which organisms would die is different whether 1, 2, 3, 
etc., molecules must be destroyed before the orgam'sra is dead. A com- 
putation gave the result that if death is caused by inactivation of one 
molecule, the order of death is logarithmic, and the logarithms of sur- 
vivors, plotted against time, show a rectilinear function. If two or 
more molecules must be inactivated to cause death, the logarithmic 
survivor curve is “bulging” above the straight line, and there is a short 
period of no deaths which does not exist if the inactivation of one cer- 
tain molecule is sufEcient to cause death.® 

The formula for the order of death developed is probably more 
complicated than the one given in the first paper,® but is correct for 
one reacting molecule. 

It has been shown that bacteria die in the logarithmic order which 
indicates that the inactivation of one certain molecule in the cell causes 
death. The second contribution dealt with exceptional survivor 
curves of bacteria, and tried to show that they are also essentially 
logarithmic. 

‘ Rabn, Otto, 1. Gen. Physiol., 1929-30, 13, 179, 395. 

® Viv.tm,Otto,J. Gen. Physiol., 1929-30, 13, 396, Fig. 1. 

® According to a letter by Dr. A. IV. Cressman, randomness should be con- 
sidered, and it should also be included that the probability of molecuies reacting is 
less for injured cells than for uninjured. 
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The existence of a logarithmic order has been contested by a number 
of biologists. To settle this point, Table I brings a compilation of all 

TABLE I 


Surrey of Expcrin:cnis on the Order of Death of Bacteria 



Number of ciperiments 

.Author 

With initial 

With death rate 


missicR 

Decreasing 

Constant 

Increasing 

Death by Doans 

Paul (1909) 

4 




Paul, Birstcin, and Reuss (1910 a) 

10 




Madsen and Nyman (1907) 

2 










Deith by Htat 


Chick (1910) 

21 

__ 



Reidhenbach (1911) 

— 

3 

9 

2 

Eijkman (1912-13) 

— 

3 

4 

2 

Saltier (192S) 


62 

1 

8 


Death by Ch«n:cal roUoninK 


nnd Xj’mn.n (1^7^ 

13 


8 


Chick (190S)..* 

12 

5 

2 

_ 

Chick (1910) 

6 



3 



_ 

1 

2 

P.-tnl (1010 

72 

_ 



Eiilonan (1912-13) 


1 


1 

L« and Gilbert (1918) 


2 

2 

Wirs’ovr and Fa!’; (1926) 

. 

5 

4 

2 

Mj-ers (1929) 

! 


1 

17 




Drtt-h ly Irridiit'cn 



1 


__ 

Lee a-d Ci’.b-ert (1918) 

_ 

1 

•>i~ 

..M 


_ 


_ 

2 







140 1 

E.3 

32 

39 



the more extcn?i%'e experiments on the order of death of bacteria known 
to the author. Tne death-rate K is computed from the formula 


r 


! 
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The rate is constant for one reacting molecule, and increases if more 
than one molecule must be inactivated to cause death. 

Experiments in which the initial number of cells is unknown, cannot 
be used as a proof either for or against the logarithmic order, because 
they give no information about the most important part of the survivor 
curve, t.e., the possible period of no deaths.^ 

Of the 154 experiments remaining, only thirty-two have a constant 
death-rate indicating one reacting molecule. The majority, 83, show a 
decreasing death-rate, or a sagging survivor curve. It has been 
demonstrated* that this indicates one reacting molecule, but a mixture 
of individuals differing in resistance. 

The few cases with increasing death-rates seem to indicate that more 
than one molecule must be destroyed to cause death. But the alterna- 
tive explanation that these cases, observed mostly with staphylococci 
and spore formers, are due to a clustering of the organisms in the plate 
count method seems more probable.® 

Some recent experiments with light of short wave-lengths point in the same 
direction. 

One series of experiments, made by Holweck (1929), described by Lacassagne 
(1929) and interpreted mathematically by Curie (1929) was carried out with a 
3 hours old broth cultureof Ps. />>wj’a«easpread on an agar surface, and irradiated 
with x-rays. With light of 4 A.u. wave-length, the number of survivors decreased 
in exponential ratio to the dose, which indicates that a single quantum is sufHdcnt to 
kill the cell. With rays of 8 A.u . wave-length, 4 quanta are required to kill the cell. 
No data are given, only two survivor curves, and these not logarithmic. Holweck 
computes from his experiments that the bacterium has a “sensitive zone” of 0.43 n 
diameter in the one and of 0.55 n diameter in the other experiment. If bacteria are 
hit by quanta outside this zone, they do not seem to be killed. The average 
dimensions of the cells are given as 0.7 x 4.0 /i. This sensitive zone corresponds 
quite well with the author’s assumption of one reacting molecule. 

lime. Curie computes a general probability curve for survival of organisms 
if different numbers of quanta are required for death. If one quantum is sufficient 
to kill, she finds the proportion of survivors 

P = c~’“ 
or 

— Kt log (survivors) 

which corresponds with the author’s formxda. 


* Rahn, Otto, J. Gen. Physiol., 1929-30, 13, 202. 
® Rahn, Otto, J. Gen. Physiol., 1929-30, 13, 405. 
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Wyckoff and Rivers (1930) studied the influence of cathode rays upon bacteria 
and found that a hit b 3 ' one electron is sufndent to kill a cell of Bad. colt or Bad. 
acrlrykc, but the same did not hold true with staphylococcus because the micro- 
scopic investigation showed that this organism was clustered even in verj- high 
dilutions. This verifies the author’s c.vplanation that increasing death-rates and 
bulging survdvor curves in bacteria are due to clustering, and not to a larger num- 
ber of reacting molecules per cell. Wyckoff and Rivers proved this by incubating 
a plate inoculated with Bad. coli before exposure to cathode rav’s; the result was a 
strongly bulging sur\dvor curve. 


There can be no doubt that the number of molecules in a cell is 
quite large. A cell of Streptococcus laclis ferments about 12 x 10”‘® 
mg. of sugar per hour, or one million molecules per second. This fer- 
mentation must require a considerable number of zymase molecules. 
But the essential growth mechanism is condensed in the chromosomes 
which are but a verj' small part of the cell, and the chromosomes are 
believed to be subdivided into genes each of which represents a special 
property, i.c., they are all different chemically. Probably, the inac- 
tivation of only one such gene would prevent growth. 

The number of different genes is so large and the space, especially in 
bacteria cells, so small, that each gene can consist only of a very few 
molecules. 


Allowing, then, that the exddence permits the assumption that death 
of bacteria is brought about by the destruction of only one definite 
gene-like molecule in the cell, it is of greatest interest to see what this 
status would be with other organisms. Only very few facts on dcath- 
curx’cs of other organisms are available, and we shall analyze them 
beginning with the simplest forms. 

Of all unicellular organisms, the yeasts are usually considered to be 
the closest relatives of bacteria. There have been several c.vperimenls 
published on the death of yeast. Eijkman (1912-13) gives no data, 
but merely the survivor curx'cs which are copied in Fig. 1 drawn to 
standard scale as well as that is possible. These curves, together with 
Fij'unan’s statement that yeasts always give this t}7)e of curve, suggest 
that more than one molecule must be destroyed in yeast before the cell 



Imer and Buchanan (192.3; on the death of yc.ist by 
IrO brines only cirves and no data. Tlie indicator 
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for death in these experiments was the staining with methylene blue. 
This means a new definition oi death. All previous discussion was 
based on the standard plate count method of bacteriology, and this 
implies the definition that a cell is dead if it loses the power of mul- 
tiplication. Fulmer and Buchanan define a cell as dead if it turns blue 
in methylene blue solution. We have no definite knowledge of the 
relation between these two reactions. It seems most probable, at 
least to the author, that increased permeability indicates a very late 
stage in the death process of a cell while loss of multiplying power is 
probably one of the first stages. There are many intermediate stages 
between the active, living cell and the absolutely dead cell. We 



Fig. I. Order of death of a pink yeast on standard scale. 

know, e.g., that yeast cells which have lost permanently the power to 
multiply may still be able to ferment, and such cells will not take the 
stain. If the symptoms of death as defined and measured by Fulmer 
and Buchanan do not appear until one or two minutes after the loss of 
multiplication, a “period of no deaths” must be expected. The time 
difference between the two symptoms of death has not been determined 
and therefore, the survivor curves given by these authors cannot be 
used for interpretation of the essential point. It may just be sum- 
marized that about one-third of these curves suggests a logarithmic 
order of death, while 18 per cent are bulging, 15 per cent have 2 
maxima, and the others are irregular. 
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Sattler’s data (1928) on the death of pink 3 'east b}’ heat are too in- 
complete for conclusions to be drawn, the yeast dying too fast at the 
pasteurizing temperature of milk. It is therefore impossible to state 
accurately the order of death of yeast until more data are available. 

Mr. J. A. Woerz has studied in this laboratory the order of death by 
heat of a small j'cast, Torula cremoris, which does not cluster, and he 
found the logarithmic order well established at temperatures consider- 
ably higher than the maximum temperature of growth. At tempera- 
tures veiy* near the maximum, a complication sets in which we have not 
as yet been able to account for. 



Fig. 2. Order of death of spores of Bdry'.h cir.crea, on standard scale. Left: 
death by di.'Icrent concentratio.ns of phenol; right: death by dincrent temperatures. 


Of the molds, only the spores are fit objects for a study of the order 
of death. We owe to J, Henderson Smith a verv* thorough investiga- 
tion on death of sjxircs of Botrylis cincrca through phenol (1921) and 
throuch heat (1923). The rcsultsof most of these e.Kperimcnts are pre- 
sented in the two sot.s of cur.x-s of Fig. 2, drawn as logarithmic survivor 


cur.-fs to standard scale. 

Smith calls attention to the observation that with increasing jdienol 
conccntralio.n. the su.wivor curve approache.; the logarithmic ordc.'. 
He a!=.> compares, in his Fig. 7. two ditTercnt concentration'^ on 
star.'iard scale. Frc-.m the Fig. 2 above, it seems, however, that only 


the curve fer 0.7 t;-:r cent phenol shows a rdativelv sho.'"! perivl of f.o 
deaths while the other concentrations arc fairly uni;’orr.n. and r-how no 
at-: r , a:?;. No: d o the carves on death by heat shov.- any indication of 
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The period of no deaths is very large in both sets of data, and sug- 
gests a fairly large number of reacting molecules. It must be kept in 
mind, however, that individual variation may influence survivor curves 

TABLE n 


Result of Tossing Ten Coins 1152 Times 


Heads 

Number of occurrences 

Number of chances left 

■ihi-t 




ptr ctni 


0 

0 

1152 » 

100 

— 

1 

15 

1137 

98 7 

0.006 

2 

54 

1083 

94.1 

0.013 

3 

138 

945 

82.0 

0.029 

4 

238 

1 707 

61.4 

1 0.053 

5 

269 

438 

36.1 

1 0.084 

6 

234 

204 

17.7 

0.125 

7 

134 

70 

6.1 

0.174 

8 

53 

17 

1.48 

0.229 

9 

14 

3 

0.026 

0.298 

10 

3 

0 

0 

— 



Fig. 3. A curve of chance, on standard scale. Percentage of chances to throw 
more than 1, 2, 3, etc. heads with 10 coins. 

quite decidedly. There must have been a very wide range of varia- 
tion of resistance in these experiments. Of the untreated spores used 
in the first phenol experiment, 8.5 per cent did not germinate even 
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without phenol. From these spores, too weak to develop at all, to 
those which resisted phenol for 2 hours, there is such a great range 
of variation that this might have determined the type of survivor 
curve. 


TABLE HI 


Dcalh of Chlamydomonas in 0.009 Per Ccnl IICl 


Time of exposure 

Sunivors 

Deaths per S minutes 

t , 0 

7 7 

nin. 

0 

113 



5 

67 

46 


10 


27 


15 

14 

16 


20 

6 

S 


25 

3 

3 

0.060 

30 

0 

3 

— 

35 

0 

0 

— 


TABLE D' 


Dcalh of Colpidium by IlgCli 


KiTyrriment I 

E.xperimcnt 11 

Time of 

Surs’ifors 

Dralh^ 

5 minuter 

< b 

Time of 
exposure 

Survivors 

Deaths 
per min. 

I , a 

T T 

r::n. 

ftr ctnt 




tent 



5 

96.96 

3.04 

0.0027 


99.13 

0.87 

0.0038 

10 

94. 5S 

2.42 

0.0024 


78.9 

10.11 

0.0313 

15 

6-6 S 

27. 7S 

0.0117 


46.2 

16.35 

0.0671 

20 

4S 9 

17.9 

0.0155 


41.3 

5.9 


25 

29 2 

19.7 


wM 

24.1 

17.2 

0.0883 

30 

24.0 

5.2 

0.0266 

8 

16.8 

7.3 

0.0969 

35 

13.1 

9.9 

0.0252 

11 

0.3 

5.5 

0.1138 

4=: 

4.0 

3.5 


; 





A? an illustration, a pure chance experiment may be comjjarcd 
Ten coins v.-cre ili[)ped simultaneously 1152 times, and d'able II shov/, 
hov.' often 1 . 2 . 5 , etc. .heads occurred. Thenurnberof chance? to throv: 
more than 1,2,3. etc., heads corresponds to the survivors in biologica 


! 


' on 


'I'he carve for 
. snde. in'.s 


the number of chances is driven In Ida. 
curve i'. ab'O’utely identical vdth the 
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above survivor curves of the mold spores. Smith concluded from his 
data that the order of death was entirely a chance curve. Since the 
calculated curve for the order of death approaches more and more the 
above type of chance curve as the number of reacting molecules in- 
creases, it appears rather hopeless to separate the one from the other. 

With green algae, at least one good experiment is available on the 
death of Chlamydommas in hydrochloric acid by Harvey (1909). The 
dead individuals were determined by the loss of motility and the drop- 
ping down to the bottom. This is again a new definition of death. 



Fig. 4. Order of death of Colpidium. Two experiments on standard scale. 

Table IH shows that the death-rate is fairly constant, and that the 
deaths per unit time are highest in the first time interval. Harvay 
himself showed also that there is a straight line relation of the loga- 
rithms of survivors plotted against time. 

The two experiments of Peters (1920) on the death of the flagellate 
Colpidium show just as plainly that the logarithmic order does not fit 
this case. The death-rate increases continuously, and the deaths per 
unit time show an increase followed by a decrease. An organism was 
considered dead when it fell to the bottom of the drop. 

In order to plot these data on our standard scale,' it would be neces- 
sary to find by extrapolation the time required to kill 999 out of 1000 

* Rahn, Otto, J, Gen, Physiol,, 1929-30, 13, 395. 
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indh-iduals. This is hardly possible with the few data available and 
the small numbers of individuals tested. It was, therefore, necessary 
to change the standard time to the number of minutes necessary to kill 
99 per cent of all indmduals, instead of 99.9 per cent. This standard 
is carried through this entire paper because with the large organisms 
discussed here, we rarely have more than 100 individuals in one 
experiment. 

Fig. 4 shows that more than one molecule is involved in this reaction. 
This curx’e cannot be accounted for by clumping of individuals, as each 
individual was counted as such under the microscope. If we wish to 



Itc. 5. Order of death of seeds, on standard scale. Wheat seeds, killed by heat, 
.and mustard seeds, killed by bichloride of mercury. 
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No data could be found on the order of death of eggs. 

Among the experiments with multicellular organisms, the best 
experiments are probably those with seeds because the test of germina- 
tion is quite a severe test for the vitality of the organism, and germina- 
tion could not progress very far, probably, if the vital cells of the seed 
had been injured beyond recovery. 

The discussion might begin with the experiment on mustard seeds by 
Hewlett (1909) treated with HgCU in exactly the same way that bac- 
teriologists treat anthrax spores. The death-rate has been shown’ 
not to be constant, but to increase from 0.0018 to 0.0117. The sur- 
vivor curve on the standard scale is shown in Fig. 5. 


TABLE v 

Death of Wheat Seeds Heated to 87.5‘*C. 


Time 

Survivors 

Deaths perraia. 

1 , tt 

min. 




0 

98 

0 

— 

7 

74 

3 

0.017 

8 

60 

14 

0.027 

9 

38 

22 

0.046 

10 

11 

27 

0.095 

11 

S 

6 

0.117 

12 

2 

3 

0.141 

13 

0 

2 

— 


The same figure shows also the death of dry wheat seeds at a temper- 
ature of 87.5°C., as measured by Groves (1917) whose data are repro- 
duced in Table V. In this experiment, “seeds were considered nor- 
mally germinated when both root and stem had broken through the seed 
coat. Injury is very plainly shown by a delay in germination which is 
at longest exposures as much as 16 days later than the normal germina- 
tion.” This definition of death agrees quite well with that of the bac- 
teriologist. 

Porodko (1926) made a number of careful experiments on the death 
of wheat seeds steeped in hot water for various lengths of time. Later, 
Porodko (1927) gave a formula for the order of death in which he 


Rahn, Otto, J. Gen. Physiol, 1929-30, 13, 181. 
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assumes that the period of no deaths is merely due to the slow penetra- 
tion of heat into the seed, and that after the heat is uniform throughout 
the seeds, they die in logarithmic order. He proves this graphically 
by showing that the logarithms of survivors lie on a straight line after 
the period of no deaths is passed. If his curves are compared with 
those given by the writer^’- for more than one reacting molecule it 
will be seen that their lower end deviates but little from the straight 
line. The data at hand are not sufficient to prove the deviation. 
But Porodko’s explanation is improbable because he would have to 
assume that the heat penetration requires 


at 60.4° 30 seconds 

at 55.0° 3-4 minutes 

at 50.0° 10-15 minutes 

at 45.0° 6 hours 


This is very improbable. Nor does Porodko give any e.xplanation as 
to why the order of death should be logarithmic. His data fit the 
logarithmic curve, but they also fit the curve for several reacting mole- 
cules which is by far more probable. 

Unless some mathematical method should be found to distinguish 
the number of 'Reacting cells" as well as the number of "reacting mole- 
cules,” the results for multicellular organisms cannot be fully inter- 
preted. In those higher organisms where the destruction of one vital 
molecule causes the death of the cell, the number of cells is identical 
with the number of reacting molecules. But we have no means of deter- 
mining which organisms, if any, have such cells with only one reacting 
molecule, and our interpretation must necessarily remain rather vague. 

Some animal experiments will be mentioned, however, to call atten- 
tion to a certain confusion of analogies. 

The death of blood corpuscles has interested biologists for some 
time, and Brooks (1919) quotes quite a number of investigators who 
studied the order of death of blood corpuscles by ultra-violet light and 
similar rays. 

The corpuscles appear normal immediately after irradiation, but 
they dissolve within a few hours. All investigators, without excep- 
tion, have irradiated for a definite length of time, and have observed in 
what order these blood cells then disappear, dissolve, “die.” 
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This is something altogether different from the order of death we 
have been discussing so far, and cannot be compared at all. The 
time of observation is here confused with the time of exposure. In all 
previous experiments, organisms were exposed for several different 
lengths of time, and the number killed through each of these exposures 
was measured. It was not determined how soon after the exposure 
they really died; it does not matter whether the bacteria plates are 
counted 2 days or 7 days after exposure. But the blood corpuscles 
were all exposed for the same length of time and, in all published 

TABLE VI 


Observed Course of Eeviolysis after Brooks^ 1010 



Scmm hemolysis 

Time after radiation 


Hme after serum 

addition 

Colorimetric 

estimate 

Cell count 

min. 

fertenl 


ftrttnf 

ftr cenf 

5 

1 

6 

5 

12 

12 

2 

14 

21 

45 

19 

3 

28 

56 

55 

37 

5 

41 

67 

73 

SS 

12 

85 

61 

79 

83 

29 

155 

82 

82 

145 

55 



100 

205 

72 




295 

87 




660 






experiments, sufficiently long to be killed. Those corpuscles were all 
dead when exposure ceased. The investigators only lacked the means 
to see it. The dissolution which was observed later is not death; it is a 
really immaterial secondary reaction following the destruction of the 
vital molecules. 

Brooks (1919) in his discussion of the order of death of red blood 
corpuscles, mentions the two types of experiments in the same table 
(see Table VI). 

The first experiment shows no deaths immediately after the radia- 
tion, but the erythrocytes begin to disintegrate one hour after the 
cause of death has been removed. The order of disintegration is a 
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variability curve; nothing else could be expected from organisms 
all of which receive exactly the same treatment of 10 minutes 
radiation. 

In the second experiment, the blood corpuscles are continuously 
exposed to hemolysis. It would be comparable to bacteriological 
technique had we not learned from the first experiment that it takes 
in the average 145 minutes for a blood corpuscle to dissolve after it is 
doomed to die. 

In order to bring out the difference more plainly, the author, to- 
gether with Mr. J. A. Woerz, made some similar experiments varying 
the time of exposure as well as the time of observation. Chicken 
blood, diluted 1 : 10, was exposed to ultra-violet light in very shallow 


TABLE vn 

Hemolysis of Chicken Erythrocytes by Ultra-Violet Light 


Time of 


Percentage of survivors after hours 


exposure 

0 

2 

3.S 

4.5 

5.S 

8 

10 

12.5 

22 

min, 

0 

98.7 


98.7 


99.2 

98.7 

98.7 

97.0 

97.1 

1 

98.7 

— 

98.4 

— 

— 

98.1 

97.7 

97.7 

95.5 

2 

99.3 

— 

98.9 

— 

99.3 

98.2 

98.2 

95.6 

80.8 

4 

99.6 

99.6 

99.6 

99.6 

99.6 

99.6 

97.9 

89.8 

57.2 

8 

99.0 

99.0 

98.6 

99.0 

— 

83.0 

61.3 

42.3 

11.6 

16 

100.0 

96.3 

86.0 

58.6 

48.0 

33.0 

23.7 

11.2 

2.4 


dishes and then sealed with vaseline in hemacytometers, incubated at 
37°, and counted at intervals. The count after 22 hours was taken as 
final, and corpuscles not dissolved within 22 hours after exposure were 
considered unharmed, or “survivors.’' Table VII shows all essen- 
tial data. 

Fig. 6 presents these data in two different ways. The figure on the 
left shows the interpretation used by Brooks and all other students 
of the “order of death” of blood corpuscles. The curves of the figure 
on the right correspond to bacteriological survivor curves, and only 
the lowest curve, after 22 hours of observation, shows how many blood 
cells were really killed by exposure. This curve is not a straight line. 
It has a period of “no deaths.” More than one molecule in the cells 
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must be injured by the rays before the cell dissolves. To judge from 
the relatively very short period of “no deaths,” the number of reacting 
molecules must be quite small. 

This confusion of time of observation and time of exposure is not 
limited to experiments with blood corpuscles. The experiments with 



ways. 


TABiE vm 

Death oj Tribolium confusum 
Percentage of beetles dying from x-ray radiation 


No. of days 

1 

2 

3.2 

4.2 

4.8 

5.2 

6 

7 

7.2 



Percentage dead 

0 

2 

2 

25 


72 

94 

99 




No. of days 

1 

2 

3 

4 

5 

6 

7 

8 

8.3 

9 

10 

Percentage dead 

0 

2 

2 

3 

7 

28 

57 

83 

91 

97 

99 


the influence of x-rays upon the beetle Tribolium confusum by Davey 
(1917) are another such example. Davey exposed 100 beetles to x- 
rays for a certain length of time (which did not kill them immedi- 
ately) and then counted the number of dead individuals day after 
day. The two sets of figures in Table ^^II are the only data given 
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by him. In the controls, never more than 4 per cent died within the 
first 15 days. 


TABLE IX 

Percentage Survivors of Tomato Moth Larvae on Plants Sprayed with Arsenate of 

Lead 


Survivors 

after 

Pounds of lead arsenate (20 per cent Asj Oj) per 100 gallons 

2 

3 

4 

s 

6 

10 

days 

per ceni 


per cent 

per cent 

per cent 

percent 

1 

97.1 


90.2 

82.9 

84.7 

85.3 

2 

82.4 


71.5 

47.2 

49.3 

54.6 

3 

61.8 1 

46.0 

37.3 

19.3 

28.4 

22.6 

4 

47.1 

19.5 

20.6 

8.4 

12.1 

11.9 

5 

35.4 

13.3 

8.5 

6.6 

5.8 ! 

3.9 

6 

29. S 

9.8 

5.2 

4.8 


2.6 

7 

26.6 

7.1 

3.9 

3.6 


1 0 

8 

17.7 

3.6 

1.9 

3.0 

0.6 

0 

9 

14.8 

3.6 

0.6 

1 2.4 

0 


10 

11.9 

1.8 

0 

1.2 



11 

6.0 

0.9 


0 



12 

6.0 






13 

3.1 






14 

0 







TABLE X 


Tadpoles Killed by Exposure to 35.5°C. 


Time 

Total number 

Killed 

Percentage of survivors 

mtff. , 




0 



100 

5 

200 

0 

100 

10 

201 

11 

95 

12.5 

238 

121 

49 

IS 

222 

200 

10 

20 

203 

199 

2 

25 

116 

116 

0 

30 

97 

95 

2 


If the beetles had been counted by the bacteriological technique, 
they would all have been counted as dead at the end of the radiation. 
None of the radiated beetles multiplied; they all had a shortened ex- 
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pectation of life. We must assume from the data that some essential 
molecules in the vital cells of all the beetles had been destroyed, but the 
rest of the cells, less sensitive than those few vital ones, survived and 
performed their routine tasks in the ordinary way just as yeast cells 
may continue fermenting after they have lost the capacity to form 
colonies. The beetles were all doomed, yet gave the impression of 
normal healthy individuals until their premature death proved the 
contrary. 

As examples of experiments showing an order of death in the custom- 
ary sense of the word, there are quoted in Tables IX and X the killing 



Fig. 7. Order of death by heat of tadpoles (dotted line) and of tomato moth 
larvae by three different concentrations of arsenate of lead, (standard scale). 

of tomato moth larvae by different concentrations of arsenate of lead, 
from Uoyd, (1920) and the killing of tadpoles (which were nearly ready 
to become frogs) by heat (35.5°C.) according to Boycott (1920). Fig. 
7 shows the logarithmic survivor curves. They indicate plainly that 
a considerable number of molecules must be inactivated before these 
organisms are dead, and there is a suggestion that this number is larger 
in the tadpoles than in the moth larvae. This statement cannot be 
made more positive because we have to consider the variation of indi- 
viduals to resistance which was probably greater in the moth larvae 
than in the tadpoles. This variation causes the period of no deaths to 
change very gradually into the death curve while the change is quite 
abrupt if all individuals have’the same resistance.* 
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There is a possibility of determining the number of molecules whose 
inactivation is sufficient to cause death, provided that we can eliminate 
variation in resistance. In this case, the period of no deaths is plainly 
marked. For any rate of death and for any number of reacting mole- 
cules r, the percentage of survivors can be computed from the formula 
developed. Table XI shows such computation for the case of two 
reacting molecules. The formula for the dead individuals at the time 
n in this case is 


Dn = 100 (I — g" — nq" p) 


TABLE XI 


Th&orelkal Percentage of Survivors for r = 2 Reading Molecules 


Time n 

? >= O.l 

9 = 0.2 

9 ” 0.3 

^ « 0.4 

5 E* 0.5 

9 ■» 0.6 

9 “ 0.7 

5 » 0,8 

9 = 0.9 

1 

100 

100 

100 

100 

100 

.100 

100 

100 

100 

2 

19 

36 

SI 

64 

75 

84 

91 

96 

99 

3 

3.81 

10.4 

21.6 

35.2 

50 

64.8 

78.4 

89.6 

97.2 

4 

0.37 

2.72 

8.37 

17.92 

31.21 

47.5 

65.2 

82.6 

94.8 

5 

0.06 

0.77 

2.96 

8.70 

18.7 

33.7 

52.8 

73.3 

91.9 

6 

0 

0 

1.33 

4.09 

10.9 

23.3 

42.0 

65.4 

88.8 

7 

0 

0 

0.43 

1.89 

6.2 

15.9 

32.9 

57.2 

85.0 

8 

0 

0 

0 

0.85 

3.6 

10.6 

25.5 

49.9 

81.2 

9 

0 

0 

0 

0 

1.95 

7.1 

19.6 

43.3 

77.5 

10 

0 

0 

0 

0 

1.07 

4.6 

14.9 

37.3 

73.5 

11 

0 

0 

0 

0 

0.59 

3.0 

11.3 

32.0 

69.7 


where p is the proportion of molecules acted upon in unit time, and 
qz=z 1 ~ p. From this, we obtain the percentage of survivors 

S = 100 (» - g (« - D) g"-! 

The period of no deaths in this case lasts just one time unit. If the 
period of no deaths in any experiment can be accurately measured, the 
other data can be compared with Table XI; if they fit into any of these 
sets of numbers, death was caused by inactivation of two molecules 
per organism. 

The data on Colpidium by Peters (Table IV) may serve as an ex- 
ample. The period of no deaths in Experiment II is practically one 
minute. The data for the later times fit fairly well between the values 
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o£ Table XI computed for q = 0.6 and g = 0.7, as may be seen by the 
following comparison: 


Percefitage of Survivors 


tl “ 

1 

3 

s 

6 

7 

8 

11 

Computed for ? = 0.6 

100 

64.8 

33.7 

23.3 

15.9 

10.6 

3.0 

Observed for Colpidium 

99.13 

78.9 

46.2 

41.3 

24.1 

16.8 

■HHM 

Computed for j = 0.7 

100 

78.4 

52.8 

52.8 

32.9 

25.5 

11.3 


The agreement is quite good except for the last value which might be 
brought about by variation in resistance. 

In Experiment I, a graphical treatment of the data indicates the 
period of no deaths to be about 8 minutes. We must also determine 
graphically the survivors for 16 minutes (« = 2), 24 minutes (» = 3) 
etc. The results check fairly well for g = 0.4. 


Percentage of Survivors 


n 

1 


3 

4 

6 

mioutn 

‘ 

16 

24 

30-35 

48 


mm 

■HI 

35.2 

17.9 

4.1 


95.8 1 

64 1 

33 

17 

4.0 



Again, the agreement is quite satisfactory, and we might draw the 
conclusion that death of Colpidium (».e., cessation of motion) is caused 
by the inactivation of two molecules. 

A fair agreement is also found for the death of blood corpuscles. 
The data from Table VII observed after 22 hours coincide approxi- 
mately with the computation lor g = 0.6. Fig. 6 shows that the period 
of no deaths is practically one minute. 


Percentage of Survivors 



1 ! 

1 

2 

4 

8 

1 


100 

84 

47.5 

10.6 



9S.5| 

80.8 

57.2 

11.6 

1 





The data fluctuate a great deal, as may also be seen from Fig. 6, but 
there is a general agreement, except again for the last value. 
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Quite different is the case with fruit flies. The period of no deaths is 
between 17 and 20 minutes. If two reacting molecules would satisfy 
the order of death, 17-20 minutes should be the unit of time, n. We 
obtain the survivor data graphically (Table XII). 

The values for q estimated from Table XI are decreasing rapidly 
with time; even if we chose the time unit as 25 minutes, g would de- 
crease, A decrease of g means an increase of the death-rate. This in- 
crease indicates, that the number of reacting molecules is larger thaii 2, 
and, since the increase of the death rate is rapid, the number of react- 
ing molecules is much larger than 2. Nothing else could be expected 
of a metazoon. 


TABLE XU 


Death of Fruit Flics 



Time unit «= l7.S minutes 

Time unit ■=> 20 minutes 

n *9 

Minutes 

Survivors, 

experimental 

Corresponding 
value for ? 

Minutes 

Survivors, 

eiperimeatai 

Correspond- 
ing value for? 

1 

17.5 

100 


20 

100 

— * 

2 

35.0 

65,4 

0.4 

40 

45.5 

0.26 

3 

52.5 

14.5 

^ 0.23 

60 

8.8 

0.18 

4 

70.0 

1.1 

0.14 

80 

0.3 

0.09 


In order to actually determine the number of reacting molecules in 
this way, it would not only be necessary to have a more accurate for- 
mula, but also to have data on individuals of uniform resistance. This 
might be accomplished to a certain degree with small organisms, or 
with seeds from carefully bred plants. But the author knows of no 
data where an effort has been made to eliminate variability. With an 
increasing number of reacting molecules, the calculated data will be 
quite close to each other, and considering the large experimental error, 
the actual number of reacting molecules could be only approximately 
estimated by this method. 

The small number of such vital molecules in unicellular organisms 
makes it appear probable that in larger organisms also,, the number of 
such molecules per cell is not very large. This would mean that the 
reactions of these molecules in each cell do not follow the mass law, but 
the law of chance. Even with one hundred reacting molecules per 
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cell, not all cells die at the same time; after a period of no deaths of 
one hundred time units, 5 per cent die between 100-105 units, 53 per 
cent between 105-110 units, 38 per cent between 110-115 units, and 
4 per cent between 115-120 units.® 

There must be a lack of continuity of reaction owing to the limited 
number of molecules of each kind, comparable to the quantum theory 
in energetics, which is also based upon certain limits in the division of 
matter. The final reaction in each cell, under these circumstances, 
will be identical, but the reaction in each of a number of identical cells 
may take place at different times. 

It seems possible to imagine that this lack of continuity and the 
improbability of similar cells reacting alike at the same time is of 
greater biological significance. It might be quite an essential factor 
in causing dissimilarity of individuals of the same species, of leaves on 
the same tree, of identical twins, etc. 

SUMMARY 

In a previous paper it has been shown that the logarithmic order of 
death of bacteria can be accounted for by the assumption of some very 
unstable molecules so essential for reproduction that the inactivation of 
only one such molecule per cell prevents reproduction and makes the 
cell appear “dead” according to the standard method of counting 
living bacteria. 

In the present paper dealing with the order of death of larger organ- 
isms, only a motile alga, Chlamydomonas, is shown to have the same 
order of death. 

The very scant material on the order of death of yeasts is contradic- 
tory. It seems possible that more than one molecule must be 
destroyed to kill a yeast cell. 

With the spores of a mold, Bolrylis cinerea, the number of “reacting 
molecules” is decidedly larger than 1. 

A flagellate, Colpidimn, gave a survivor curve suggesting the de- 
struction of two molecules before motility ceases. Erythrocytes ex- 
posed to ultra-violet light also follow the formula for two reacting 
molecules. 

® Rahn, Otto. J. Gen. Physiol., 1929, 13, 197. 
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The analysis of the survivor curves of multicellular organisms is not 
possible because no distinction between the number of essential mole- 
cules and the number of essential cells seems possible. Besides, vari- 
ability of resistance changes the shape of the survivor curves in such 
a way that it becomes impossible to differentiate between variability 
and actual survivor curve. 

The general results seem to justify the assumption that in each cell, 
the number of molecules which are really essential for life and repro- 
duction, is quite limited, and that, therefore, equal cells will not react 
simultaneously, though ultimately the reaction will be the same. 

This theory of lack of continuity in cell reactions owing to the 
limited number of reacting molecules is an analogon to the quantum 
theory where continuity ceases because division of matter reaches a 
limit. 

It seems probable that this lack of continuity in cell reactions has a 
general biological significance reaching beyond the order of death. 
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A METHOD FOR DETERMINING THE OXYGEN CONSUMP- 
TION OF A SINGLE CELL 
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I 

INTRODDCHOM 

Several methods are available for detennining the O- consumption 
of a large number of cells. Only one author, Kahnus (1) , has attempted 
to estimate the metabolism of a single cell directly. His method, as 
he applied it to Paramecium is briefly as follows; An animal in a 
small amount of culture medium is drawn up into a capillary tube. 
This is followed by a little paraffin oil and next a column of air. This 
end of the tube is now sealed in a flame. ROH 10 per cent and par- 
affin oil are drawn in, in that order, through the opposite end of the 
tube, by gently warming the endosed air column and allowing it to 
contract subsequently. After the capillary has cooled, the movement 
of the meniscus between the oil and the KOH is followed by means of 
an ocular micrometer. Readings are made every 10 minutes for one 
hour. From these the contraction of the trapped air is determined, 
the decrease in volume representing the amount of oxygen consumed 
by the Paramecium. The method was later modified (2) slightly so 
that the animal was located in a bulb at one end of the capillary, but 
the essentials were the same as before. 

Reasonably constant results were obtained on repetition of Kal- 
mus’ work (Table I). It later appeared, however, that the results 
were equally constant whether or not an animal were present. When 
capillary tubes of about the same diameter are heated in the same 
manner and treated similarly throughout the course of the procedure, 
they will cool down at the same rate for the corresponding hour, over 
339 
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a period of many hours. This is illustrated in Table II. A capillary 
containing no animal was observed for 7 hours after a preliminary 
cooling in water for one half hour following the fusing of one end. 
Since the motion of the meniscus continued for at least 7 hours it 
seemed essential to devise a method which did not entail the application 
of heat to the capillary tube. 


TABLE I 


Apparent Ot Cmsumpiion of a Single Paramecium by Method of Kalmus 


Experiment 

Apparent 0> consumption in mm.’ per hour 

1 

0.045 

2 

0.024 

3 


4 


5 

0.042 

6 

0.052 

7 

0.042 


TABLE II 


Motion of Meniscus in a Kalmus Tube Containing No Animal 
Each unit is equivalent to a decrease in volume of 0.009 mm.® 


Elapsed time in hours 

Total motion of meniscus in units 

1 

4.5 

2 

7.5 

3 

10.0 

4 

12.0 

7 

14.5 


II 

Apparatus and Method of Calculation 

The respirometer consists of a glass capillary tube about 6 cm. in 
length and 0.3 mm. internal diameter. The diameter may be varied 
to suit the size of the cell under investigation. It is desirable to have 
the capillary of as small diameter as possible without crowding the 
cell. This increases the sensitivity of the respirometer since it permits 
maximum horizontal readings as the air column decreases. 
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The tube is filled by means of the injection system of a Chambers’ 
micromanipulator. The materials are drawn in, in such order as to 
give the final arrangement indicated in Fig. 1. First, mineral oil, 
followed by the cell in a small amount of culture medium; next, air; 
then a small amount of S per cent KOH, and finally mineral oil again. 
Approximate dimensions of each column are shown in the diagram. 
It is well to have a minimum of culture medium in order to make the 
system as compact as possible. On the other hand, it is essential 
to have a moderate excess of air so that the oxygen consumption of 
the cell will not lower the partial pressure of the o.xygen too markedly. 

Once filled, the tubes are placed in a water bath so constructed 
that it may be held firmly by the mechanical stage of a microscope. 
The tubes are arranged so that oil extends out to both ends, thus 
diminishing the ease of access of Oj. They are held by means of rubber 
bands in two parallel grooved ledges cemented along the base of the 



Fio. 1. Microrespirometer 


bath. The direction of the capillary is such that it is parallel to the 
horizontal movement of the mechanical stage. A series of she or eight 
tubes will conveniently fit in the bath and with each group a control 
capillary must be run. This latter is made in a manner identical with 
the experimental tubes, except that no cell is included in the culture 
medium. 

The water bath and microscope are now placed in a constant tem- 
perature air chamber. Allowing about a half hour for the system to 
reach thermal equilibrium, the first readings are then taken. Since 
it is possible to get much sharper readings at the oil-liquid meniscus 
than at that between air and liquid, the distance between the two oil 
menisci is recorded, (A-B). For all practical purposes, however, 
what is being followed is the change in volume of the enclosed air since 
that is the only variable directly measured during the course of the 
experiment. At the same time the internal diameter of the tube is 
recorded by means of a calibrated micrometer scale in tlie ocular 
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lens of the microscope. The readings on the mechanical stage can 
be taken to hundredths of a millimeter by interpolating on the vernier 
which is graduated to tenths. The approximate length of the air 
columns should be noted for later reference concerning thermal and 
barometric corrections. 

The duration of an experiment varies with the oxygen consumption 
of the cell being investigated. In general, it is advisable to allow 
a minimum time necessary to give a change in length of the air column 
equal to 0.4 mm. Under these conditions, the possible error from 
reading will not exceed 10 per cent. 


To illustrate this discussion, data and calculations from a single experiment are 
given. The cell under investigation was Actinosphacruim etckhomii. 



Experimental 

Control 

Time 

A (mm.) i 

B (mm.) 

i 

Dificrence 

(mm.) 

A (mm.) 

B (mm.) 

Difference 

(mm.) 

mo 








Aug. 23 

9:20 a.m. 

55.15 

77.68 

22.53 

72.84 

56.23 

16.61 


2:20 p.m. 

55.21 

77.72 

22.51 

72.89 

56.26 

16.63 


5:35 p.m. 

55.25 

77.72 

22.47 

72.91 

56.26 

16.65 

Aug. 24 

8:30 a.m. 

55.47 

77.69 

22.22 

72.93 

56,37 

16.56 

Esperimental 

Control 

Diameter tube 


21 .5 units 


20.5 units 


Length air column 


6.3 mm. 



7.35 mm. 



In 23.2 hours the air colunm in the experimental tube decreased 0.31 mm. in 
length. The control column decreased 0.05 mm. From these figures and the 
volumes of the respective air columns the thermobarometric correction is —0.05 
mm. The corrected shortening of the air column was 0.26 mm. The diameter 
of the tube was 21.5 units on the micrometer scale. (1 unit = 0.0177 mm.) 

0 2^ 0 1,1.38 

Thence the O 2 consumed = 23^” ~ 0.00128 mm.® per hour, where 

0.1138 mm.® is the cross-sectional area of the capillary with a diameter 0.38 mm. 

The control also corrects for any volume changes referable to the 
differing osmotic pressures of the KOH and the culture medium with 
a consequent water vapor exchange. This is proved by running several 
control tubes simultaneously and finding identical corrections from 
them. 
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ni 

Discussion oj Errors 

In this method there are several possible sources of error which must 
be considered. The diffusion of a gas through a capillary tube is 
slow. If there is a lag in the absorption of CO2, the subsequent O2 
consumption readings will be too small. It seems, however, that 
while the CO2 is probably not immediately taken up by the KOH, the 
system rapidly assumes a state of equilibrium, as evidenced by the 
linear character of the curve obtained by plotting O2 consumption 
against time (Fig. 2) . The ease of solubility of CO2 in the culture me- 



dium further promotes the quick arrival at a steady state as does the 
presence of a motile cell such as a Paramecium. For all practical 
purposes, then, the readings obtained are as satisfactory as if all the 
CO2 were immediately absorbed by the alkali. 
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A second question arises in connection with the possible influx of 
oxygen, from without, to the cell. 

In earlier experiments mercury was used as the seal, but it was 
found that the purest mercury available at that time was toxic to the 
animals. Although the cells did not touch the liquid directly, the 
coming in contact with that part of the tube over which mercury had 
already been drawn was sufficient to kill an Actinosphaeriuvi rapidly. 
At the present time further investigations are in progress using mercury 
distilled in vacno, with the idea that impurities rather than the mer- 
cury itself were the toxic agents. 

The fact that oxygen is soluble in mineral oil must also be con- 
sidered. The viscosity of the oil, however, will tend to slow down 
gaseous diffusion through it. With that in view, the oil columns are 
made as long as is conveniently possible. But it is at the oil-liquid 
interface that the most effective barrier to gaseous diffusion exists. 
In order to establish the magnitude of the gaseous inflow, sets of 
tubes each with several cells were run. The more rapid O 2 consump- 
tion of several cells together would lead to a higher gradient of O 2 
pressure between the air inside and outside the capillary so that there 
would be an increased rate of O 2 inflow. With a doubled O 2 consump- 
tion, for example, the rate of diffusion might be doubled. This would 
result in the average O 2 consumption per single ceU, calculated from 
experiments which used several cells in one tube, having a lower value 
than the result with the single cell. Actually such is found to be the 
case. The values from the multiple-cell experiments are definitely lower 
than those from the single-cell ones. For example, with Paramecinm 
caudatum, the results for which average 0.00049 mm.® of O 2 per hour 
by the single-cell method, a run with three animals in a respirometer 
gave an average of 0.00033 mm.® per individual. For Aciinosphaemm 
eichhornii, where the O 2 consumed is somewhat greater (0.00113 mm.® 
per hour by the single-cell method), the decrease with several animals 
is correspondingly greater; so that, with two individuals in a tube, the 
value per animal is half the first figure. Under constant conditions, 
the results are remarkably consistent, as will be shown later. 

Readings on the mechanical stage are accurate to at least 0.02 mm. 
To check the method used for determining the volume of the tube, and 
especially to test the accuracy of this method in reading diameters, 
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the following procedure was employed. A small amount of mercury 
was drawn into a capillary. Its volume was determined by the method 
described above, and its weight calculated from the specific gravity. 
The mercury was then carefully poured out and weighed, and the 
actual weight compared with that experimentally obtained. The 
diameter of a capillary is most readily determined at the point where 
the oil meniscus approaches the internal surface of the tube tangen- 
tially. With moderate illumination, this appearsas a sharp white line. 
Needless to say, the capillary tube should be so drawn that its in- 
ternal diameter does not vary within measureable limits throughout 
its length. An error may be introduced by failure to correct for the 
refraction of light by the glass tube. This error is a function of the 
thickness of the capillary wall and of the difference between the re- 
fractive indices of glass and water. Since the waU is thin and the 
difference between the refractive indices is small (0.22), the error in- 
volved is of the second order, and negligible. The experiments in- 
volving the actual weighing of a measured volume of mercury sub- 
stantiate this conclusion. 

That the solutions employed may not be in equilibrium with the 
air at the start, is a possible source of error. For that reason the KOH 
solution, culture medium, and mineral oil should be exposed to the 
air before being used. 

I.arge errors may be introduced if the culture medium is not sterile. 
For example, m an experiment with Calfidium caifoda grown in a 
medium heavy with bacteria, the culture medium was not filtered. 
All of these tubes, including the control, consumed an amount of 
oxygen far beyond reasonable limits. Whenever the control readings 
drop markedly in the absence of any temperature change, an error 
of this nature is indicated. 

A simple calculation shows that the magnitude of surface tension 
forces at the air — culture medium and culture medium-oil interfaces 
is of the order of 0.1 per cent of atmospheric pressure. From this 
point of view, then, any surface-active substances liberated by the ^ 
cell will produce negligible effects. 

It might be suspected that adhesive forces would restrain the li- 
quids in the capillary from free motion. That such is not the case 
is evidenced by the slight but definite shift to-and-fro of points A 
and B (Fig. 1) from reading to reading. 
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IV 

RESULTS 

The first organism investigated was Actinosphaerium eichliornii. 
The animals were all taken from a single culture. Each one was washed 

TABLE III 


Rate of Oi Consumption of a Single Actinosphaerium 


Number 

Duration in hours 

Mm.* of Oj consumed per hour 

1 

19.00 

0.00126 

2 

8.00 

0.00090 

3 

23.00 

0.00124 

4 

23.00 

0.00124 

S 

23.00 

0.00088 

6 

20.75 

0.00123 

7 

20.75 

0.00107 

8 

20.75 

0.00104 

9 

20.75 

0.00133 

Average 

0.00113 



Temp, range; 21.8 ± 1°C. 


TABLE IV 


Rale of Oi Consumption of a Single Paramecium 


Number 

Duration in hours 

Mm.* of Oj consumed per hour 

1 

21.75 

0.00045 

2 

21.75 

0.00050 

3 

43.75 

0.00044 

4 

19.00 

0.00061 

5 

43.75 

0.00052 

6 

21.50 

[ 0.00044 


0.00049 




Temp, range: 21.2 =•= 1°C. 


twice with double distilled water and the third wash water was used 
as medium for the experiment. In diameter the individuals varied 
slightly, averaging 0.3 mm. 
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The results from four successive series are incorporated in Table IH. The 
O 2 consumed per hour per animal ranged from 0.00088 mra.® to 0.00133 mm.* 
with an average result of 0.C0113 mm.* 

A series of Paramecttm caudatum in culture medium gave the results shown 
in Table IV. The O, consumed per hour per animal ranged from 0.00044 mm.* 
to 0.00061 mm * with an average of 0,00049 mm * 

V 

DISCUSSION 

Considerable work has been done in the field of protozoan metab- 
olism. Practically all of this has been of a qualitative nature so 
that only in a few cases are there data from which the oxygen con- 
sumption of a single protozoan can be calculated. The papers of 
Kalmus have already been mentioned. For Paramecium caudatum 
he found the oxygen consumption per hour per individual to be about 
0.0052 mm.* In some unpublished experiments Necheles (3) using the 
Warburg apparatus, concluded that a single Paramecium caudatum 
used 0.00385 mm,* of Oa per hour at 19° C. Lund (4) in a study of the 
respiration of Paramecium caudatum gives several references to experi- 
Kients in which he counted the actual numbers of organisms being used. 
From these it can be determined that a single paramecium, starved 
for 48 hours previous to the run, consumes 0.00004 mm.*of Oaper hour, 
while in one fed on dead yeast the O 2 consumption increases over 
three-fold, i.e., to 0.00014 mm.* Zweibaum (5) with the aid of the 
Thunberg apparatus, followed the metabolism of Paramecium cauda- 
tum through its reproductive cycle. Immediately before conjugation 
an individual uses 0.00074 mm.* of Oi per hour. During conjugation 
there is a sharp increase to 0.00348 mm.* which quickly drops off to 
0.00068 mm.*; the O 2 consumption then gradually rising to 0.00225 
mm.* within a week after conjugation. For Pararnecitm aurelia, 
Barratt (6) found the C02 production of 200,000 individuals at 19- 
21° C. to be 1.2 mg. over a period of 24 hours. The CO 2 given off 
by a single animal would then be 0.00012 mm.* per hour. Assuming 
an R. Q. between 0.7 and and 1.0, the O 2 consumption per hour would 
be of the order of 0.00015 mm.* per hour. Of course it must be remem- 
bered that the different species of Paramecium may show considerable 
metabolic variation. From the above, however, it is apparent that 
the hundred-fold variation of results cited in the literature makes any 
comparison of results unprofitable. 
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IV 

RESULTS 

The first organism investigated was Actinosphaeriwn eichhornii. 
The animals were all taken from a single culture. Each one was washed 

TABLE m 


Rale of Oi Consumplimt of a Single Aclinosphaerhm 


Number 

[ 

Duration In hours 

Mm.» of Oj consumed per hour 

1 

19.00 

0.00126 

2 

8.00 

0.00090 

3 

23.00 

0.00124 

4 

23.00 

0.00124 

5 

23.00 

0.00088 

6 

20.75 

0.00123 

7 

20.75 

0.00107 

8 

20.75 

0.00104 

9 

20.75 

0.00133 

Average 

0.00113 




Temp, range: 21.8 =fc 1°C. 


TABLE IV 


Rale of O2 Consumption of a Single Paramecium 


Number 

Duration in hours 

Mm.* of Oj consumed per hour 

1 

21.75 

0.00045 

2 

21.75 

0.00050 

3 

43.75 

0.00044 

4 

19.00 

0.00061 

5 

43.75 

0.00052 

6 

21.50 

0.00044 


1 

0.00049 




Temp, range: 21.2 * 1°C. 


twice with double distilled water and the third wash water was used 
as medium for the experiment. In diameter the individuals varied 
slightly, averaging 0.3 mm. 
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The results from tour successive series are incorporated in Table III. The 
Or consumed per hour per animal ranged from O.OOOS8 mm.® to 0.00133 mm.® 
with an average result of 0.C0U3 mm.® 

A series of Paramcdnm caudatum in culture medium gave the results shown 
in Table IV. The Or consumed per hour per animal ranged from 0.00044 mm.® 
to 0.00061 mm ® with an average of 0.00049 mm* 

V 

DISCUSSION 

Considerable work has been done in the field of protozoan metab- 
olism. Practically all of this has been of a qualitative nature so 
that only in a few cases are there data from which the oxygen con- 
sumption of a single protozoan can be calculated. The papers of 
■Kalmus have already been mentioned. For Paramccitm caudalum 
he found the oxygen consumption per hour per individual to be about 
0.0052 mm.® In some unpublished experiments Necheles (3) using the 
Warburg apparatus, concluded that a single Paramecimn caudalum 
used 0.00385 mm.® of Oj per hour at 19° C. Lund (4) in a study of the 
respiration of Paramecium caudalum gives several references to experi- 
ments in which he counted the actual numbers of organisms being used. 
From these it can be determined that a single paramecium, starved 
for 48 hours previous to the run, consumes 0.00004 mm.’of Oaper hour, 
while in one fed on dead yeast the O 2 consumption increases over 
three-fold, i.e., to 0.00014 mm.® Zweibaum (5) with the aid of the 
Thunberg apparatus, followed the metabolism of Paramecium cauda- 
tum through its reproductive cycle. Immediately before conjugation 
an individual uses 0.00074 mm.® of Oa per hour. During conjugation 
there is a sharp increase to 0.00348 mm.® which quickly drops off to 
0.00068 mm.’; the O 2 consumption then gradually rising to 0.00225 
mm.® within a week after conjugation. For Para7iiecium aurelia, 
Barratt (6) found the CO 2 production of 200,000 individuals at 19- 
21° C. to be 1.2 mg. over a period of 24 hours. The COj given off 
by a single animal would then be 0.00012 mm.® per hour. Assuming 
an R. Q. between 0.7 and and 1.0, the O 2 consumption per hour would 
be of the order of 0.00015 mm.® pet hour. Of course it must be remem- 
bered that the different species of Paramecium may show considerable 
metabolic variation. From the above, however, it is apparent that 
the hundred-fold variation of results cited in the literature makes any 
comparison of results unprofitable. 
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A point of interest in our experiments was the question of whether 
the metabolic activity of the cells varied over the long course of the 
measuring period. The possibility of toxic metabolic products exert- 
ing an effect on the cell as the experiment progressed was ruled out 
by recording data over two successive 24 hour periods with the same 
cell. The Oo consumed in the second half of the run always agreed 
with the figure for the first half, within the 20 per cent allowed for 
experimental errors (Fig. 2). 

By the method described it is possible to obtain data on the O 2 
consumption of a single cell. In view of the various factors such as 
physiological state, phase in reproductive cycle, etc., involved, no 
general significance is attached to the specific results quoted. The 
consistency of these results, however, under one set of definitely con- 
trolled conditions indicates that the method is valid. 

SUMMARY 

1. A method for measuring the O 2 consumption of a single cell is 
described. The cell is placed in a capillary tube adjacent to a bubble 
of air. KOH (5 per cent) is drawn in on the opposite side of the air 
and both ends of the tube are sealed with mineral oil. The decrease 
in the volume of the gas, representing the O 2 consumed, is followed. 

2. The possible errors of the technique are appraised. 

3. A single Acthiosphaerium eichhornii consumes 0.00113 mm.® of 
O 2 per hour. A single Paramecium caudatum consumes 0.00049 mm.® 
of O 2 per hour. 

4. The significance of the results and the limitations of the method 
are discussed. 

The authors wish to express their thanks to Dr. W. M. Clark and 
Dr. Barnett Cohen for their kindness in reading and criticizing the 
manuscript. 
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THE CONDITIONS OF RECOVERY OF TRANSMISSIVITY OF 

NEWLY REPASSIVATED IRON WIRES IN NITRIC ACID 

Bv RALPH S. LILLIE 

(From the Laboratory oj General Physiology, University of Chicago, Chicago) 
(Accepted for publication, October 20, 1930) 

In strong nitric acid (c.g. 70 volumes per cent’) the activation 
reaction travels over the surface of the passive iron wire in the form 
of a clearly defined area or “wave” of limited length. In a typical 
circuit transmission in a pure iron wire (e.g., Armco wire) suspended in 
HNOj of 78-80 V. per cent at 15° this wave has a length of 12 to IS cm. 
and a speed of ca. IS cm. per second.’ The length (i) is determined 
by the relation between the speed of transmission (5) and the duration 
of the reaction (T) at each element of surface (i.e., L = ST), and 
decreases as the concentration of HNOj increases. At any point on 
the surface the metal reacts with the add for a brief time {ca. 1 second 
in the instance dted) and instantly becomes passive again. The 
duration of the local reaction is thus given it we measure the speed 
and the length of the wave; this is most conveniently done in wires 
enclosed in glass tubes containing the acid,’ using a millimeter rule 
and stop-watch. Two processes are thus concerned in the formation 
of the wave; the first is the local activating process of electrochemical 
reduction, which disrupts the passivating film and allows metal and 
add to interact; the second is the oaidative reaction which restores 
the film and repassivates the wire. Transmission depends on the 
first; the second may be compared with the recovery process in the 
irritable living element; i.e., it is similar in its general relations to the 
process occurring during the earlier part of the refractory period, by 
which the just activated nerve fibre or muscle cell regains its tempo- 

* 70 volumes of HNOi, C.P., sp. gr. 1.42, in 100 volumes of solution. 

* Lillie, R. S., Science, 1929, 69, 305. 

’ Lillie, R. S., J. Gen. Physiol., 1924-25, 7, 477. 
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rarily lost reactivity. In strong acid ( > 55 v. per cent) the wire always 
shows this prompt spontaneous repassivation. 

Whatever may be the conditions in nerve or muscle, we know that 
in the iron wire the recovery process consists in the production of a new 
surface film having the same properties as the original film before 
activation. Repassivation, however, constitutes only one part of the 
whole recovery process. In general, two distinct phases may be 
distinguished in this process: first, the formation of the adherent and 
impermeable oxide film which confers passivity: this occurs rapidly, 
its most definite index being the electromotor variation of passivation;^ 
second, the more prolonged phase during which the repassivated wire, 
which at first transmits imperfectly, regains by degrees its original 
transmissivity. Schematically we may represent the sequence of 
events thus: 

Recovery Process 

(1) Phase of repassivation 

(2) Phase of imperfect transmission 

(а) period of decremental transmission 

(б) period of complete but relatively slow transmission 

When we activate a series of similar passive wires in 70 v. per cent 
HNOg at regularly increasing intervals after a previous activation the 
phenomena of transmission are observed to vary with time in the 
following manner. At first the transmission is typically decremental; 
i.e., the activation wave travels for only a limited distance and then 
stops short. As time advances the distance travelled increases, and 
eventually transmission becomes again complete, although at first it 
is slower than in a completely recovered wire; by degrees it regains 
its original speed,® A similar variation in transmissive properties 
has been shown to occur in muscle and nerve during the refractory 
period.® 

* CJ. the string galvanometer curves in Fig. 8 of my recent paper in /. Gen. 
Physiol., 1929-30, 13, 1. 

® Lillie, R. S., J. Gen. Physiol., 1920-21, 3, 107. 

'/.e., the speed of transmission increases progressively during the relative 
refractory period. For muscle (cardiac) cf. Mines, G. R., J. Physiol., 1913, 46, 
349; Ashman R., Am. J. Physiol., 1925, 74, 121; for nerve cf. Forbes, A., Ray, L. 
H., and Griffith, F. R., Jr., Am. J. Physiol., 1923, 66, 553; Gasser, H. S., and 
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The duration of the entire recovery period varies with the nature of 
the wire, the concentration of HNOj, the presence of foreign (c.g. 
surface-active’) substances, and the temperature.® In pure soft iron 
wire in 70 v. per cent HNOs at 20“ it lasts for only a few seconds,* 
while in steel (piano) wire it lasts IS minutes or more.® The precise 
reason for this difference of behavior in different kinds of wire is 
unknown, but is apparently related to the special structure of the 
metallic surface. 

The present observations were made with steel wires and have refer- 
ence to the minimal time required for the wire, activated in strong 
acid and immediately immersed in a known solution of HNOj, to 
recover its ability to transmit completely or non-decrementally in 
strong acid. In these experiments recovery (apart from the automatic 
repassivation) thus proceeds in a different concentration of acid (in 
most cases) from that in which the wire was originally activated. 
What is determined is the relation between the concentration of the 
acid surrounding the wire during the second part of the recovery period 
and the rate at which it reaches a certain definite stage of recovery, 
as shown by its ability to transmit completely when transferred to 
strong acid and then immediately activated. 

It should be noted that in each experiment the wire is exposed 
successively to three separate baths of nitric acid: these are (1) the 
bath (usually of 70 v. per cent HNOj) in which it is first activated 
(called Bath A) ; (2) the bath of varying concentration to which it is 


Erlanger, J., Am. J. Physiol., 1925, 73, 613. In compressed cardiac muscle the 
early stage of block (which later gives way to complete but slow transmission) 
corresponds to the decremental stage. It is uncertain at present whether a 
decremental stage exists during the so-called absolute refractory period of nerv'e. 

’ The period of repassivaUon is prolonged several times in 70 v. per cent HNOj 
to which a small quantity of a surface-action compound, e.g., 0.5 per cent amyl 
alcohol (soon oxidized to caproic acid), is added. This is an effect of interference 
with the surface reaction. Correspondingly transmission is gre.atly slowed in 
such a mixture. 

* For the temperatine influence of. Lillie, R. S., J. Gen. Physiol., 1924-25, 7, 
477. 

* Complete transmission returns within a second or less in Armco wire under 
these conditions,* but several seconds more are required before the original speed 
is regained. 
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then immediately transferred and in which it lies undisturbed for the 
measured time allowed for recovery (Bath B); and (3) the bath con- 
taining strong HNO 3 (70 v. per cent or 100 v. per cent in these experi- 
ments) to which it is transferred after the lapse of the period of re- 
covery; in this bath (Bath C) it is immediately activated by touching 
at one end with zinc; the distance travelled by the activation wave is 
then measured. The transfers are made with platinum-tipped steel 
forceps. 

The wire used was steel wire^° of the same kind as in my former 
experiments on transmission and recovery The lengths of wire, SO 
cm. each, were partly dissolved in nitric acid to remove the surface 
layer of metal, a procedure favorable to uniformity of behavior.® In 
each experiment several completely recovered passive wires were 
first placed side by side in a porcelain trough containing 70 v. per cent 
HNO3 (Bath A), They were then activated simultaneously (within 
2 or 3 seconds) and immediately transferred to a second trough (Bath 
B) containing the acid whose influence on recovery was to be tested. 
After definite periods of time in this acid the wires were transferred 
singly to the strong acid (70 v. per cent or pure 1.42 IINO3) in which 
the test for transmissivity was made (Bath C) and immediately acti- 
vated, F rom previous experiments the probable limits of the recovery 
times were already known, and the exposures of the several wires in 
each experiment were timed so as to include a series of partial recover- 
ies (shown by decremental transmission) in addition to the complete 
recovery. The intervals between the successive transfers varied 
(according to the strength of' acid used in the different experiments) 
between J minute and 2 minutes. This interval in any single 
determination represents the approximation to the true recovery time. 

Protocols of a number of experiments are given in Table I to 
illustrate the kind and degree of the variations observed in different 
solutions of acid. 

It wiU be noted that complete recovery during immersion in 30 v. 
per cent HNO 3 required 22 minutes in one case, 23 minutes in another; 
in 50 V. per cent HNO 3 the wires in all three experiments were com- 

‘“No. 20 piano wire (music steel wire) from the Spencer Co., Worcester, 
Massachusetts. 
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pletely recovered after 17 minutes, 16 minutes being nearly sufficient 
in one case; in 80 v, per cent HNO 3 an exposure of 11 J minutes was 
sufficient in two cases and nearly so in the third. 

Before considering the general results of these measurements, cer- 
tain peculiarities in the behavior of wires activated while immersed in 
weak acid should be described. The description of the recovery 
process on page 350 has had reference to wires activated in strong acid 
and allowed to recover in the same acid. If passive wires are acti- 
vated in weak acid (of SO v. per cent or less) the phenomena are quite 
different. A wire activated in strong acid, immediately transferred 
to weak acid, and there reactivated by touching with zinc, instantly 

TABLE I 

Distances travelled" by activation waves in wires activated in pure 1.42 HNOj 
after having been exposed to HNOi of varying concentrations at 20“ for varying 
periods of time after a previous activation in 70 v. per cent HNOi. 


A. 30 V. p«r cut HNOi 

D. 30 V. p«r cut HNO) 

C. SO V. per cent HNOi 


nUtaDces (cm.) 


Distances (cm.) 


Distuees (cm.) 

i|39 

Exp. 2 


Exp t 

Exp. 3 

Exp. 3 


Exp 1 

BO 


nSnuUs 



mlnuUs 




minuUi 




16 

8.3 

10.0 

12 

■Mil 

9.1 

8.4 

9 

14.8 

13.3 

13.0 

20 

27.5 

21.8 

14 

11.2 

13.2 

18.4 


23.2 

21.1 

15.8 

22 

34,2 

FuU 

16 

22,7 

26 3 

42.0 

n 

28.1 

30.3 


23 

Full 


17 

Full 

FuU 

FuU 

lU 

Full 

FuU 

38.3 


transmits rapidly along its whole length and rcviahis active, i.e., 
effervescence and solution continue unchecked until the whole wire 
is dissolved. In this case the decremental stage is entirely absent, 

» In my earlier paper of 1920,® transmission for a distance of 20 cm. was re- 
garded as evidence of full recovery. I have since foimd, by the use of longer 
troughs, that transmission waves, especially in stronger add (e.j. 1.42 HNOj) 
will at limes (although infrequently) come to a stop after travelling for 30 or 35 
or even (in a few cases) 40 cm. along the wire. Transmission for 50 cm. may 
safely be regarded as complete. It should be remembered, however, that acd- 
denlal irregularities in the composition of the metallic surface may at times 
interfere with transmission in wires otherwise completely recovered. 
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then immediately transferred and in which it lies undisturbed for the 
measured time allowed for recovery (Bath B) ; and (3) the bath con- 
taining strong HNO 3 (70 v. per cent or 100 v. per cent in these experi- 
ments) to wliich it is transferred after the lapse of the period of re- 
covery; in this bath (Bath C) it is immediately activated by touching 
at one end with zinc; the distance travelled by the activation wave is 
then measured. The transfers are made with platinum-tipped steel 
forceps. 

The wire used was steel wire*® of the same kind as in my former 
e^eriments on transmission and recovery.® The lengths of wire, 50 
cm. each, were partly dissolved in nitric acid to remove the surface 
layer of metal, a procedure favorable to uniformity of behavior.® In 
each experiment several completely recovered passive wires were 
first placed side by side in a porcelain trough containing 70 v. per cent 
HNO 3 (Bath A), They were then activated simultaneously (within 
2 or 3 seconds) and immediately transferred to a second trough (Bath 
B) containing the acid whose influence on recovery was to be tested. 
After definite periods of time in this acid the wires were transferred 
singly to the strong acid (70 v. per cent or pure 1.42 HNO 3 ) in which 
the test for transmissivity was made (Bath C) and immediately acti- 
vated. F rom previous experiments the probable limits of the recovery 
times were already known, and the exposures of the several wires in 
each experiment were timed so as to include a series of partial recover- 
ies (shown by decremental transmission) in addition to the complete 
recovery. The intervals between the successive transfers varied 
(according to the strength of' acid used in the different experiments) 
between ^ minute and 2 minutes. This interval in any single 
determination represents the approximation to the true recovery time. 

Protocols of a munber of experiments are given in Table I to 
illustrate the kind and degree of the variations observed in different 
solutions of acid. 

It will be noted that complete recovery during immersion in 30 v. 
per cent HNO3 required 22 minutes in one case, 23 minutes in another; 
in 50 v. per cent HNO3 the wires in all three experiments were com- 

loNo. 20 piano wire (music steel wire) from the Spencer Co., Worcester, 
Massachusetts. 



•RALPH S. LILLIE 


353 


pletely recovered after 17 minutes, 16 minutes being nearly sufficient 
in one case; in 80 v. per cent HNOa an exposure of Hi minutes was 
sufficient in two cases and nearly so in the third. 

Before considering the general results of these measurements, cer- 
tain peculiarities in the behavior of wires activated while immersed in 
weak acid should be described. The description of the recovery 
process on page 350 has had reference to wires activated in strong acid 
and allowed to recover in the same acid. If passive wires are acti- 
vated in weak acid (of SO v. per cent or less) the phenomena are quite 
different. A wire activated in strong acid, immediately transferred 
to weak add, and there reactivated by touching with zinc, instantly 

TABLE I 


Distances travelled** by activation waves in wires activated in pure 1.42 HNOj 
after having been exposed to HNOj of varying concentrations at 20® for vai^-ing 
periods of time after a previous activation in 70 v. per cent HNO|. 


A. 30 V. per cent HNOi 

B. SO V. per cent HNOt 

C. 60 V. per cent HNOa ' 


Diitacces (cm.) 

Expoture 

Btsuncea (cm.) 

Exposure 

DUuoeex (cm.) 


Exp 1 

Exp. 3 

Exp. i 

Exp. 2 

Exp. 3 

Exp. 1 

Exp. 2 

Exp 3 

pfinuitt 



mintUtt 




minutes 




16 

8.3 

■oidI 

12 

10.1 

9.1 

8.4 

9 

14,8 

13.3 

13.0 


27.5 

21.8 

14 

11.2 

13.2 

18.4 


23.2 

21.1 

15.8 

22 

34.2 

Full 

16 

22.7 

26.3 

42.0 

11 

28. 1 

KRn 

l!13 

23 

Full 


17 

FuU 

Full 


nj 

Full 

FuU 

38.3 


transmits rapidly along its whole length and remains active, i.e., 
effervescence and solution continue unchecked until the whole wire 
is dissolved. In tins case the decremental stage is entirely absent, 

»In my earlier paper of 1920,* transmission for a distance of 20 cm. was re- 
garded as evidence of full recover)'. I have since found, by the use of longer 
troughs, that transmission waves, espcdally in stronger add (e.g. 1.42 HNOi) 
wiU at times (although infrequenUy) come to a stop after traveUing for 30 or 35 
or even (in a few cases) 40 cm. along the \'irire. Transmission for 50 cm. may 
safely be regarded as complete. It should be remembered, however, that acd- 
dental irre^arities in the composition of the metallic surface may at times 
interfere with transmission in wires otherwise completely recovered. 
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as is also the spontaneous repassivation or recovery 3* Such an 
experiment is instructive in several respects; it shows (what was al- 
ready kno'mi^^) that automatic repassivation requires a certain 
minimal concentration of HNO3; it also shows that the condition 
which determines repassivation is the same as the condition which 
renders the wire for a time decrementally instead of completely trans- 
missive. This condition may be defined as more than a certain 
critical intensity of oxidative action. 

It is evident that decremental transmission depends on some special 
peculiarities of the newly formed passivating film, since it disappears 
if the passive wire remains for a certain time in the acid. The nature 
of the conditions may perhaps best be indicated as follows. If we take 
a wire at a certain stage of recovery in 70 per cent HNO3, e.g. one 
minute after activation in this solution at 20°, we find that it transmits 
completely if transferred to 50 per cent HNO3 and then activated; 
but only for 1 or 2 cm. if activated in 70 per cent acid, and hardly at 
all in 100 per cent (1.42) acid. In general, at a given interval after a 
previous activation the distance of transmission is less {i.e., the degree 
of decrement is greater) the stronger the acid in which the wire is 
activated.^® At the region occupied by the activation wave each 
element of surface is the seat of two distinct chemical processes which 
are opposed in their general effect, the one being reducing (film- 
disruptive), the other oxidative (film-forming). The relative intensi- 
ties of these two processes determine which one gains the upper hand. 
If the oxidative process has more than a certain intensity, the surface 
film of oxide rapidly becomes continuous and impermeable to acid, 
and the reaction ceases; if it has less than this intensity, no effective or 
stable film is formed and the reaction continues unchecked. 

1 = This does not mean that a newly repassivated wire left undisturbed in weak 
acid shows no phenomena of recovery; such a wire, in fact, shows the same kind 
of change as a wire in strong acid during the period succeeding the decremental 
phase; i.e., the speed with which it transmits is relatively slow at first and becomes 
more and more rapid as time elapses up to a maximum. This can most readily 
be showm bj' timing with a stop-watch the speeds of transmission of a series of 
passive wires in glass tubes containing the weak acid, at varying intervals after 
the previous activation in strong acid. 

Cf. my earb’^ paper on recovery in steel wires, J. Geii. Physiol., 1920-21, 3, 

107 . 
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In the case of the t 3 ^ical automatically reversed activation reaction 
in strong acid it is clear that the surface oxidation which reforms the 
film also imparts to it at the same time some structural or other 
character which at first is unfavorable to transmission, as shown by 
the decremental phase of early recovery. The succeeding change from 
decremental to non-decremental transmission is the index of some 
progressive chemical or structural change occurring in the passivating 
film under the influence of the surroimding acid. Experiments with 
different concentrations of HNOa show that the rate of this change 
is a direct function of the concentration. To illustrate: in a series 
of preliminary observations the wires were activated in 70 v, per cent 
HNO 3 and were allowed to recover in acid of the four concentrations 
given in Table II. The exposures required to render them again 
completely transmissive in 70 v. per cent HNOa were as follows: 


table n 


Coocentratioo 

(V. p«r cent UNO] of 1.42 sp g.) 

Minim&l erposurn for restoration of 
BOBHiecrctneBtal tra&smiuloa ia 70 v. per'eent 
UNO] (minutes at j9*-20*) 

10 

ca. 25 

25 

> 11 (cst. ca. 14) 

70 

6-7 

100 

3M 


The rate 0 / recovery is thus about seven times as rapid m the con- 
centrated as in the 10 v. per cent HNO 3 . 

In a more complete series of experiments the exposures required 
to render the newly activated wires completely transmissive in 100 v. 
per cent (sp. gr. 1.42) HNO3 were determined for a series of concentra- 
tions between 15 v. per cent and 100 v. per cent. In general these 
exposures (for any given concentration) are about hvice as long as 
those required to render the wires transmissive in 70 per cent IINO3. 
This shows again that at a certain stage of recovery the passivating 
film has properties permitting complete transmission in the weaker 
but not in the stronger acid. The decremental transmission observed 
in the stronger acid at a time when the wire transmits freely in 70 per 
cent acid, is the expression of its more intense oxidative action; this 
interferes "vvith the local reduction on which transmission depends. 
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The results of this series are summarized in Table III which gives 
the average minimal exposures required to render the wires non- 
decrementaUy transmissive in 1,42 HNO 3 at 19-20°. The number 
of separate experiments under uniform conditions (of the kind illus- 
trated in Table I) made with each concentration of HNOs in Bath B 
is stated in brackets in the first colmnn; the second column gives the 
averages and probable errors of these averages;*^ in the third column 
are the products of the concentrations into the effective times of 
exposure. 

The results of the two series are represented graphically, with both 
linear and logarithmic coordinates, in Fig. 1. The former curves are 


TABLE ni 


Concentration (C) 

(v. per cent HNOj of sp. gr. 1.42) 
(number of separate determi- 
nations in brackets) 

Minimal exposures (T) for 
restoration of non-decremental 
transmission in 100 v. per 
cent HNO, (minutes at 19°-20') 

CT 


ca. 40 

ca 600 


35..S ±0.47 

710 


23.4 ±0.26 

70S 

40 (7) 

19.6 ±0.17 

784 


16.6 ±0.10 

830 


14.1 ±0.11 

846 


12.4 ±0.15 

86S 


11.4 ±0.11 

912 


10.5 ±0.13 

1050 


hyperbola-like in their general character, although departing con- 
siderably from the rectangularity which would correspond to a direct 
proportionality between concentration and rate of recovery. This 
proportionality is approached in the lower concentrations; but above 
SO V. per cent the recovery becomes progressively slower, in relation 
to concentration, as the latter increases. In the curves with logarith- 
mic coordinates the points of both series fall approximately on straight 
lines, indicating that the film is altered during recovery at a rate closely 
proportional to the external concentration of acid. 

Apparently the passivating film, at its first deposition in the strong 

« Calciilated by Peters’ approximation formula (c/. Mellor, J. W., Higher mathe- 
matics, Longmans Green and Company, London, 1926, 524). 







RALPH S. LILLIE 


acid, has some structural or other character, such as thickness, irreg- 
ular orientation of molecules, or possibly a less intimate contact with 
the metallic surface, which makes it relatively resistant to electrolytic 
reduction. Whatever the precise conditions may be, it is clear that 
under the action of the external acid this character changes in such 
a manner as to render the film progressively more reducible. The final 



mmwm 



mm 



mwm 



mvm 












mmma 


- 

0 

n 




mwvmmmmm 

i k^ — i 

. 

■11 ■HiiKnaiMaia 
III IIIIIIKHflKffB 


3 4 5 6 1B910 15 20 30 40 50 

Linedr ec&le Logarithmic scale 

Fig. 1. Times o! immersion in KNOj of different concentrations requiredjfo 
recovery of complete or non-decremental transmissivity. A, for transmission in 
70 V. per cent HNOjj B, for transmission in pure (100 v. per cent) HNOi (of s.g. 
1,42). Temperature 19-20*’. Ordinates, vols. per cent HNOi; abscissae, minutes. 
Data are plotted with both Cartesian and logarithmic coordinates. 


or limiting state, corresponding to maximal speed of transmission (or 
stage of complete recovery), is the stage at which the film is most 
readily reduced. This is shown further by the fact that the threshold 
of electrical activation of the wires is then lowest.^® 


This can best be shown by determining with the Lucas pendulum the duration 
of the constant current, of known required to activate the passive wire 

electrically. I have made numerous experiments of this kind with pure iron wires 
(Armco) during the past few years; in general under similar conditions of recovery 
in 70 V. per cent HNOi the product i-y/t (i being the intensity and t the minimal 
or threshold duration of the activating current) remains nearly constant through- 
out a wide range of intensities (between 1 and 8 wits). This product is highest 
shortly after repassivation and decreases progressively as time elapses to a mini- 
mum corresponding to complete recovcr>'. A conelation between electrical 
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The hypothesis of a solvent action by which the outer layers of 
the oxide sheet (assumed at its first deposition to be several molecules 
thick) are dissolved away as ferric nitrate seems the best adapted to 
explain the general course of the recovery process. The same final 
stage is reached in the different solutions of HNO3, but at a rate which 
varies with concentration in the manner described. The relation 
between concentration and rate of recovery is not far from propor- 
tional in the weaker solutions up to 50 v. per cent, — f.e., there is an 
approach to a mass action relationship; but in the stronger solutions 
the rate of recovery becomes somewhat slower, relatively to concen- 
tration, as the latter increases. This may indicate the superposition 
of two actions, one the direct solvent action of the acid on the film, 
the other some further oxidative action (possibly intermittent) upon 
the metal, having the effect of renewing or reinforcing the film wherever 
it becomes defective and so retarding its dissolution. This apparent 
interference is well marked in the passivating concentrations (> 55 v. 
per cent) and becomes more distinct as the concentration increases. 
Occasionally, under conditions difficult to define, I have found wires to 
remain decrementally transmissive for abnormally long periods, even 
several hours, while immersed in pure 1.42 HNO3. This refractory 
behavior is certainly an effect of strong oxidation. On the general view 
just indicated the state of decremental or slow transmissivity would 
correspond to the presence of a relatively thick oxide sheet; while 
maximal speed would indicate minimal thickness, possiWy mono- 
molecular, Further thinning in the strong acid would be automatically 
prevented, because any accidental local interruptions exposing the 
metal, being local anodes with high current density, would instantly 
be repaired.^® 


sensitivity and speed of transmission is thus present in the passive iron system as 
well as in the irritable living system such as nerve. (For this correlation in nerve 
c/. Erlanger, J., and Gasser, H. S., Am. J. Physiol., 1924, 70, 624; 1930, 9 2 ,43.) 

This is a feature of the behavior in strong acid (for a brief discussion of the 
general conditions cf. my paper in J. Gen. Physiol., 1929-20, 13, 1, footnote p. 7). 
In weak acid such automatic tendency to repair is slight or absent. In fact one 
practical difficulty in determining the duration of the recovery periods in long 
passive wires in weak acid is that such wires are likely to become suddenly active, 
at irregular and unpredictable intervals, without any apparent inciting cause; 
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With regard to the bearing of these observations on the problem 
of the conditions of recovery in irritable living tissues such as nerve, 
only a few general remarks need be made. According to the mem- 
brane conception of the primary stimulation process, the fundamental 
similarity between the iron 'mre model and the living tissue is that in 
both systems the material whose chemical reaction furnishes the con- 
dition of transmission forms part of a thin, highly impermeable film 
which is situated at the boundary between two chemically dissimilar 
phases. The impermeability (or semi-permeability) depends on the 
special chemical and structural composition of the film ; it also furnishes 
the condition for the characteristic electrical p.d. between the phases. 
Hence any sufficient local alteration in the film causes a variation of 
potential and gives rise to local currents between the altered and the 
unaltered regions. It is because of this special situation of the reactive 
material in the electrically polarized film that the latter is subject to 
chemical and structural change under the influence of electric currents 
passing between the phases; transmission depends directly upon this 
condition, local circuits, vdth assodated distance-action effects, 
arising wherever the film is broken down or sufficiently altered. 

Accordingly we regard the primary phase of recovery in the irrita- 
ble living system as consisting in the replacement of some material 


especially in acid of 10 to 20 v. per cent is this spontaneous activation so frequent 
that many experiments have failed from this cause alone. Evidently the indefinite 
preservation of passivity depends on local automatic repassivation, i.c., is an 
active rather than a merely passive phenomenon, resembling in this respect the 
preservation of semi-permeability in the membranes of living cells. It is interest- 
ing to note that Bishop (Bishop, G. H., J. Gen. Physiol, 1927-28, 11, 159) observed 
an irregular oscillating or flickering effect, the indication of minute local currents, 
■when the passive wire was connected to the cathode ray oscillograph through an 
amplifier. The instability of the passive state in weak acid is thus readily under- 
stood. Correspondingly the threshold of electrical activation is low in such 
solutions, and in general decreases rapidly with the concentration of acid. In 
highly dilute acid passive wires are activated with extreme ease, mecharucally or 
otherwise. It would seem that in wires lying undisturbed in such acid any minute 
local area where the film becomes discontinuous is not repaired but instantly 
spreads. The time and locus of such an occurrence are apparently a matter of 
(iance, hence short wires will (as a rule) remain passive for much longer periods 
than long wires. 
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which is chemically broken down in the reaction of activation; this 
material is essential to the normal semi-permeability and electrical 
polarization of the plasma membrane. But in addition to this replace- 
ment some further change, partly chemical, partly structural, seems 
to be required in both the living and the non-living systems. This 
change occupies the relative refractory period; its nature in the iron 
wire is partly indicated by the foregoing experiments, but with regard 
to the living system only conjecture is possible at present. There is 
much evidence that the characteristic semi-permeability of the living 
plasma membranes is dependent on their lipoid components; but we 
have as yet no clear evidence that lipoids are altered during transmis- 
sion, although in the case of nerve the production of ammonia^^ and 
the negative fact' of an absence of increase in carbohydrate metabo- 
lism^® may seem to point in this direction. Comparative metabolic 
studies on a variety of irritable tissues offer the best prospect of throw- 
ing light on this problem. The key to the situation is the constitution 
of the plasma membrane of the irritable element. Provisionally we 
may conceive of this membrane as a mosaic-like structure in which the 
channels permitting diffusion of ions are blocked during rest by the 
reactive material in question — possibly lipoid. This material, broken 
down during stimulation, is restored and rearranged during the re- 
covery period. 


SUMMARY 

1. Passive steel wires were activated in a bath (Bath A) containing 
70 V. per cent HNO 3 (in which they undergo prompt repassivation), 
and immediately transferred to a second bath (Bath B) containing 
HNO 3 of a concentration var 3 dng in different experiments. After 
varying intervals in this bath they were transferred while still passive 

‘■Tashiro, S., Am. J. Physiol., 1922, 60, 519; Gerard, R. W., and Meyerhof, 
O., Biocitem. Z., 1927, 191, 142. 

IS Gerard and Me 3 'erhof found no change in lactic acid production during the 
stimulation of nerve (Gerard, R. W., and Meyerhof, O., Biochem. Z., 1927, 191, 
125). In a recent paper {Am. J. Physiol., 1930, 93, 342) Holmes, Gerard, and 
Solomon have described experiments showing that stimulated nerve consumes no 
more carbohydrate than resting nerve. There is also evidence of increase in the 
soluble phosphate of nerve during activity, a fact again favoring the view that 
lipoids are concerned in transmission (c/. Gerard, R. W., and Wallen, J., Am. J- 
Physiol., 1929, 89, 108). 
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to a third bath (Bath C) containing strong HNO3 (70 or 100 v. per cent) 
and there immediately activated. 

2. During the immersion in Bath B the wires progressively recover 
their ability to transmit activation waves in strong HNO3. The 
measure of this recovery is the distance travelled by the activation 
waves in Bath C after the varying times of exposure in Bath B. 
Transmissivity as thus measured is at first incomplete (decremental) 
and later becomes complete. The minimal exposures in Bath B re- 
quired to render wires completely transmissive in the strong add of 
Bath C were determined for concentrations of HNO3 between 10 and 
100 V. per cent. With 100 v. per cent HNO3 in Bath C, these expo- 
sures range from 40 minutes or more in IS v. per cent to 10 minutes in 
100 V. per cent HNO3 (temperature 19-20° in all baths). 

3. The time required for complete recovery varies inversely with 
the concentration of the add in the recovery bath (Bath B), but in- 
creases rapidly with the concentration of the add in the testing bath 
(Bath C) . Hence at a time when a wire has recovered just suffidently 
to transmit non-decrementally in a given strong add (e.g., 70 v. per 
cent) it still transmits decrementally in a stronger add. Complete 
recovery for transmission in 100 v. per cent HNO3 requires about 
twice as long as for 70 v. per cent HNOs. In HNO3 of 50 v. per cent 
and less decremental transmission does not occur. 

4. The indications are that recovery is an effect of the progressive 
solvent action of the external add on the passivating oxide film, 
which at its first deposition appears to be relatively thick and hence 
resistant to electrochemical reduction. The final stage of recovery, 
when electrical sensitivity and speed of transmission are maximal, 
would on this hypothesis correspond to minimal thickness, possibly 
monomolecular. 

5. The rate of recovery in Bath B is not far from proportional to 
the concentration of HNO3 in the more dilute solutions, but in the 
higher, espedally the strongly passivating, concentrations (70 to 
100 V. per cent) the rate becomes appredably slower than proportional, 
apparently because of the intense oxidizing action of these solutions, 
which reinforces the oxide sheet and retards the thinning process. 

6. The bearing of these observations on the problem of the condi- 
tions of recovery in irritable living tissues (such as nerve) during the 
absolute and relative refractory periods is briefly discussed. 




THE CAMBIUM AND ITS DERIVATIVE TISSUES* 

VI. The Eefecis of Hydrogen Ion Concentration in Vital 
Staining 

By I. TV. BAILEY and CONWAY ZIRKLE 

(FrDm Bussey Institution, Harvard University, Forest Hilts, Massachusetts) 
(Accepted for publication, November 14, 1930) 

INTRODUCTION 

The cambium and its derivatives provide an unusually favorable 
medium for the study of living tissue cells of the higher plants. The 
uninjured cells in the interior of skillfully prepared sections have been 
kept alive and with the protoplasm aclively streaming for 1710 hours 
in tap water, 1230 hours in distilled water, 500 hours in medicinal 
liquid petrolatum, from 300-1100 hours in various salt solutions, and 
from 120-500 hours in solutions of sucrose varying in concentration 

from y to In other words except at the height of the growing 

O O 

season, the tissues are extraordinarily resistant to mechanical injuries* 
and to drastic changes of environmental factors, — e.g,, temperature, 
light, pH, osmotic pressure, etc. Because of the size, form, and orien- 
tation of the cells, such structures as the nucleus, nucleoli, vacuoles, 
plastids, and phragmoplasts, and not infrequently the mitochondria, 
are clearly visible in the living, unstained protoplasts. Furthermore, 
the visible structural changes induced in the cells by traumatic and 
other abnormal stimuli occur relatively slowly. Since sections of the 
tissues can be cut and placed under microscopic observation in less 
than 60 seconds, it is possible to study the tissue cells before they have 

* This investigation was supported in part by special grants from the 
Carnegie Institution of Washington and the hlilton Research Fund of Harvard 
University. 

* The tissues normally are subjected to violent stresses and strains durmg the 
swa>dng of tall trees in the wind. 
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had time to become visibly modified and to observe directly the suc- 
cessive structural changes that are induced by specific combinations 
of environmental factors.^ 

In the investigations described in the preceding paper (1) of this 
series, two types of vacuoles were encountered in the living cells of the 
cambium and of its derivative tissues. The vacuoles of one of these 
categories, A-type, become intensely magenta or red in aqueous solu- 
tions of either neutral red or methyl red; those of the other category, 
B-type, stain orange or reddish-orange in aqueous solutions of neutral 
red, but give no color reactions with methyl red. Vacuoles of the 
former type accumulate dyes rapidly from both relatively alkaline 
(neutral red) and relatively acid (methyl red) solutions; whereas 
vacuoles of the latter type are able to do so from relatively alkaline 
(neutral red) solutions only. In view of the fact that both types of 
vacuoles frequently occur in more or less close^ contact within the same 
protoplast, it is evident that these variations in staining reactions must 
be due to fundamental differences in the vacuoles themselves rather 
than to putative differences in the cell walls, protoplasmic membrane, 
or cytoplasm. In other words, absence of vital staining of the B-type 
vacuoles in methyl red is not due to a failure of the dye to penetrate 
cells which contain these vacuoles. 

Distribution of A-Type and B-Type Vacuoles in the Higher Plants 

That the A-t 3 pe and B-type vacuoles are not of isolated or sporadic 
occurrence, but are to be found throughout the higher plants has been 
determined by Miss Anna F. Fault of this laboratory in a special survey 
of 272 representatives of 42 orders and 90 families of the Pteridophyta, 
Gymnospermae, and Angiospermae. Although the abundance and 
distribution of the two categories of vacuoles vary markedly from 
plant to plant, from organ to organ, and from tissue to tissue, none 
of the species studied is entirely devoid of either the A-type or the 
B-type vacuoles. 

The A-type vacuoles, which stain vitally with both neutral red and 
methyl red, contain certain categories of aromatic substances,— f.e., 

2 The tropistic responses of the massive stems of trees are, in general, relatively 
sluggish. There are no “trigger” mechanisms or special adaptations for the 
rapid transmission of stimuli. 
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phenolic compounds, tannins, flavones, flavonols, anthocyanins, and 
tend to form copious deeply-colored precipitates. The typical B- 
type vacuoles, which do not stain vitally with methyl red, do not 
contain microscopically detectable quantities of these aromatic 
compounds and rarely form massive intravacuolar precipitates. 
Where predpitation occurs in connection with the vital staining of 
B-type vacuoles in neutral red, the relatively scanty, colored predpi- 
tate commonly appears on, and adheres to, the outer surface of the 
vacuoles. In certain cases, one or more colored granules, crystals, or 
spherocrystals may be formed internally. In differentiating tissues, 
A-type vacuoles may metamorphose at times from B-type vacuoles. 
Thus, transitional or intermediate types of vacuoles are of not infre- 
quent occurrence. 

It is evident, therefore, that there are at least two distinct categories 
of vacuoles in the higher plants which should be considered in any 
general discussion of vital staining. Many of the serious discrepancies 
in the literature relating to the penetration and accumulation of dyes 
in Irang plant cells may be due to the fact that different investigators 
ate concerned rvith different categories of vacuoles. The physico- 
chemical mechanism of the accumulation of dyes in the vacuoles of 
Valonia and Nilella, which are apparently of the general B-type, may 
be quite different from that in the case of A-type vacuoles. 

In view of these facts, it seemed advisable to the writers to initiate 
an intensive study of the phenomena of vital staining in the cambium 
and its derivative tissues, particularly of the effects of hydrogen ion 
concentration upon the accumulation of various dyes in A-type and 
B-type vacuoles. 

Criteria for Distinguishing Living from Dying and Dead Cells 

JIuch confusion has been introduced into biological literature by applying the 
term “vital" to those types of staining which immediately precede, or are con- 
comitants of, the degeneration and death of the cell. It is indispensable, in 
deah’ng with truly vital staining, to secure reliable criteria for distinguishing living 
from dying and dead cells and to keep an accurate record of the length of time 
that ceils survive after a given observation or caperiment is completed. 

Various criteria of “vitality" that have been used in cytologinal and physio- 
logical investigations have been tested by the writers and found to be unreliable. 
The most serviceable and dependable criterion in the case of the cambium and its 



366 


CAMBIUM AND ITS DERIVATIVE TISSUES. VI 


derivatives is tte phenomenon of protoplasmic streaming, — i.e., cyclosis. Stream- 
ing cells may safely be regarded as living. In addition, the phenomena of normal 
cyclosis,® particularly in the Gymnosperms, are so characteristic and so easily 
modified that they provide extremely sensitive indicators for detecting abnormali- 
ties, incipient injuries, and irreversible changes in the cytoplasm. 

In certain of the fully differentiated derivatives of the cambium, the cytoplasm 
normally is not in active cyclosis, at least during certain periods of the year. 
When streaming cannot be induced in such cells, the writers have been forced to 
rely upon cmnulative evidence in distinguishing the living from the seriously 
injured and dead cells. No observations are recorded from cells which exhibit 
any of the following symptoms: (1) Conspicuous opacity; (2) granulation or 
coagulation of the cytoplasm or of the contents of the nucleus; (3) active Brownian 
movement of ergastic particles within the cytoplasm; (4) aggregation or agglutina- 
tion of ergastic particles within the cytoplasm; (5) visible staining of the nucleus, 
nucleoli, mitochondria, or cytoplasm. Cells which exhibit none of these symptoms 
are regarded as living if they are capable of plasmolyzing and of deplasmolyzing 
in sugar solutions.^ 

The only available means, at present, for detecting invisible, irreversible injuries 
— which may lead to a gradual, rather than to a sudden, death of the cell — ^is the 
study of the record of sirrvival.® In other words, cells which survive for a specified 
interval are not considered to have been injured irreversibly at the beginning of 
that interval. The length of this test-period must be determined more or less 
arbitrarily and must be varied to meet the requirements of different organisms, 
tissues, and experimental procedures. 

Controls 

That living cells can be removed from the tree without seriously injuring them 
is shown by the fact that “explants” of Finns Sirobns L. have been kept alive and 
actively streaming for more than two months (1710 hours) in running tap water. 
The only conspicuous change in the cytoplasm during the interval is a gradual 


®The problem of distinguishing normal from traumatically induced cyclosis 
was discussed in the preceding paper of this series, Bailey (1). 

^ Under certain conditions dead protoplasts may contract and expand, thus 
simulating plasmolysis and deplasmolysis. Although the two categories of 
phenomena may readily be distinguished by an experienced investigator, they 
appear to have been confused, at times, by incautious observers. 

® Reversible and irreversible changes have been detected by bioelectrical 
methods, but there are serious difficulties to be overcome in so studying cells in 
tissues. Even in the case of Valonia and Nitejla, such techniques have not been 
utilized in experiments dealing with the penetration of dyes. The condition of 
specific cells during experimentation is judged by observing the behavior of 
“controls” transferred to normal environmental conditions. 
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disappearance of ergastic particles, — e.g., oil globules. This suggests that in tap 
•water, distilled water, and mineral oils the uninjured cells function as more or 
less independent and self-sustaining units, and that they are capable of maintaining 
cyclosis until the internal supply of available energy is exhausted.® 

Uninjured cells survive for from 700 to 1500 hours •when kept in stagnant tap 
water. Furthermore, the cells commonly remain alive and actively streaming 
for several hundred hours even when the sections become so completely encrusted 
with bacteria, yeasts, and other microorganisms that they must be scraped 
before they can be examined microscopically. Sections in tap water may, there- 
fore, be utilized in experimental work as convenient controls for determining 
whether the cells have been injured in sectioning. 

Toxicity of Buffered Solutions 

(j4) Clarh^s Standard ^ Buffers.— I d. studying the effects of extracellular pH 

upon the staining of living cells, it is essential to avoid the use of highly toxic 
buffers. The cambial cells of Pinus Slrobtis L. seldom survive for any considerable 

time in Clark’s (2) ~ buflers except in the pH 5.4 and pH 5.8 phthalates, the 

pH 5.8 and pH 6.2 phosphates, and the pH 7.8 and pH 8.2 borates. The death 
of the cells is due to the buffers rather than to the effects of sectioning or of subse- 
quent manipulation of the sections. This is dearly demonstrated by the fact 
that duplicate sections placed in tap water remain alive and actively streaming 
for several hundred hours. 

(J5) ^ Buffers Plus Sucrose . — The addition of sugar to make the buffers more 

nearly "isotonic” tends to prolong the life of the cells somewhat, but the general 
pattern of survival throughout the pH range b similar to that in the case of the 

standard ^ buffers. In both sets of buffers there are conspicuous lethal effects 
in the more alkaline borates and phosphates and in the more add phthalates. 

(C) ~ Buffers . — ^Dilution of the standard buffers to ^ abo tends to prolong 

the life of the cells, but, as in the case of the saccharine buffers, without funda- 
mentally changing the general pattern of survival. 

In the preparation of the borate and phosphate buffers IIjBOj -f KCl and 
KH 2 PO 4 are constants, whereas the quantity of NaOH increases markedly between 
pH 6.2 and pH 7.8 phosphate and between pH 8.2 and pH 10.0 borate. Thb 
raises the question whether the inaeasing toxidty of the more alkaline phosphate 
and borate buffers may be due largely to sodium poboning, and whether the effects 
of the sodium’ may be antagonized by relatively minute quantities of caldum. 

® We are dealing here with cells which do not contain chloroplasts. 

’ In reality sodium plus potassium. 
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{D) — Buffers Phis Calcium Chloride . — ^That these questions may be answered 

in the affirmative, at least in so far as the phosphate buffers are concerned, seems 

probable. When two drops of ^ CaCl 2 are added to SO cc. of each of the — 

5 40 

buffers, the cells remain alive and actively streaming for more than 120 hours 
throughout the range pH 5.0-pH 8.6. Experiments with various acids and 
alkalis suggest that the toxicity of the buffers in the pH 3.0 to pH 4.6 range is 
due primarily to excessive acidity; that in the pH 9.0 to pH 10.0 range largely to 
excessive alkalinity. 

To attempt to prolong the life of the cells beyond 200 hours by fmrther dilutions 
of the buffers or by the addition of sugar, larger quantities of calcium, etc., leads to 
unavoidable complications and possibly to serious errors, and is not justifiable in 
the type of experimental investigations undertaken by the writers. 

Toxicity of Dyes of Buffered Solutions 

The toxic effects of each dye — or rather of each dye plus Us impurities — may be 
tested by comparing the record of survival of iminjiued cells placed in two series 
of buffers, one with and one \vithout the dye. 

Most dyes produce conspicuous lethal effects, at least in certain of the buffers. 
It is essential, accordingly, to determine how long the cells may remain in each 
buffered solution of the dye without sustaining serious irreversible injuries. When 
the d}’es accumulate rapidly and the cells survive for many hours, the staining 
may be regarded as truly vital. On the contrary, when the cells survive for a 
limited period onl,v, the staining may be a concomitant of, or may be modified by, 
irreversible changes in dying cells. Valuable clues concerning the magnitude of 
such injuries at any specific stage of staining may be obtained, however, by trans- 
ferring the sections to dye-free buffer or to tap water. 

Miscellaneous Comments tipon Materials and Methods^ 

In dealing with vital staining, it is essential that the sections be of uniform 
thickness and that such general environmental factors as light and temperature be 
kept approximately constant. Of course, the usual precautions must be observed 
in the preparation of buffers, — i.e., use of special reagents and glassware, periodic 
verifications of pH, etc. Seventeen buffers are used by the writers. The two pH 
5.8 buffers facilitate comparisons betw'een phthalates and phosphates, and the 
two pH 7.8 buffers, between phosphates and borates. 

In the case of the B-type vacuoles, three intensities of staining may be dis- 
tinguished \dsual]y; (1) light, (2) medium, and (3) intense. In the case of the 


® For a detailed discussion of our technique for studying living tissue cells and 
for distinguishing vacuoles from other constituents of the cell, the reader is re- 
ferred to the preceding paper of this series (I). 




Fig. 1. Ranges and intensities of vital staining of A-type and of B-type vacuoles 
in buffered solutions of neutral red. Var 3 dng intensities are indicated by lines of 
varying -width. - - - data complicated by lethal factors. 



Fig. 2. Ranges and intensities of vital staining of A-type vacuoles in buffered 
solutions of Group I and Group II dyes. The time intervals in each case are 10 
minutes, 1 homr, and period of maximum -vital staining. Varying intensities of 

-vital staining are indicated by lines of var 3 'ing -width. data complicated by- 

lethal factors. 
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vacuoles more rapidly and intensely from alkaline than from acid 
buffers; slightly or not at all from buffers more acid than pH 5.4~pH 
5.8. As indicated in Kg. 1, the A-type vacuoles stain more rapidly 
and over a wider range of acid buffers than do the B-type vacuoles. 
The latter rarely, if ever, accumulate the dyes from buffers more acid 
thanpHS.4'pHS.8. 

The rate of staining increases more or less rapidly with increasing 
alkalinity until a certain degree of alkalinity is reached, beyond which 
no marked fluctuations in the rate of staining can be detected by 
visual means. The dyes accumulate in the vacuoles until certain 
maximum intensities of staining are attained. The ranges, rates, and 
intensities of staining vary more or less from dye to dye, from species 
to species, and from tissue to-tissue, and apparently also in buffers of 
varying composition. Sugar tends to retard and calcium to accelerate 
vital staining. 

GROUP It DYES 


Dyes WhieJi Aectmukle iu A-Type But Not in B-Typc Vacuoles 


Dye 

MfcLer 

Lot fiumbet 


NAC Co. 

NF4 


C & B Co.* 


NAC Co. 
Grtlbler 

2292 





NAC Co. 

2246 


4050 


C & B Co. 


NAC Co. 

4316 


C & B Co. 










NAC Co. 

NMk-2 

233S 





<c 




277R 


C & B Co. 


NAC Co. 

NP-2 


5140 

Safranin bluish 

II 

4S6S 

2066 




* C and B Co. ** Coleman and Bell Co. 
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As shown in Fig. 2, the behavior of these dyes in the staining of A- 
type vacuoles is extremely variable. Such dyes as chrysoidin Y 
resemble the Group I dyes in staining more rapidly and intensely in 
alkaline than in acid buffers. On the contrary, such dyes as methyl 
red, ethyl red, and brilliant green accmnulate rapidly from acid buffers; 
slowly, if at all, from alkaline buffers. Rhodamine accumulates at a 
relatively uniform rate throughout the pH range. It appears to do 
so even in dilutions of .0005 per cent. Safranin bluish tends to stain 
more rapidly in acid and alkaline than in more nearly neutral buffers; 
whereas nile blue BB does the reverse. Bismarck brown appears to 
be intermediate in its general staining reactions between chrysoidin 
Y and rhodamine; benzene-azo-alpha-naphthylamine, between methyl 
red and rhodamine, etc. As in the case of the Group I dyes, the details 
of vital staining vary somewhat from species to species and from tissue 
to tissue, 

GROUP in DVES 

Dyes Which Do Not Accumulate in Either A-Type or B-Type Vacuoles 
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GROUP in DYES — Concluded 


Dye 

Maker 

Lot number 





NAC Co. 

2797 


2062 


» 

2685* 


« 

1321 


(( 

NOb-l 


(( 

1311 




NAC Co. 

1184 




PC Co. 






NAC Co. 

2102 


« 

3586 




None of the Group III dyes accumulate in, or visibly stain, the 
normal living cells of the cambium and its derivative tissues, regardless 
of the pH of the buffers. Even after many hours in highly concen- 
trated solutions of the dyes, no color can be detected in the vacuoles 
of the living tissue cells. Slainiitg of the vacuoles, as of the protoplasm 
and nucleus, occurs in irreversibly injured, dying, and dead cells only. 
In concentrations of .02 per cent-.5 per cent many of the Group III 
dyes are less toxic than are Group I and II dyes in dilutions of .001 
per cent. Not infrequently the cells live longer than they do in the 
dye-free buffers used as controls. This is due, at least in part, to the 
fact that the dyes tend to retard the development of contaminating 
microorganisms. 

DISCUSSION 

Before attempting to discuss the significance of these data, it is 
essential to consider the effects of a number of variables which may 
complicate or obscure the problem. No sound generalizations con- 
cerning ranges, rates, and intensities of vital staining can be drawn 
from highly toxic dyes which penetrate slowly and erratically. The 
staining of cell walls varies markedly not only from dye to dye but 
also in different ranges of the buffered solutions. Rapid and intense 
staining of the cell walls may seriously affect the visibility of the 
vacuoles as well as the accumulation of the dye within them. Where 
the cells remain in the buffers for some time, the composition and pH 
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of the vacuolar sap may be modified. Not infrequently the solubility 
and stability of the dyes vary in phthalates, phosphates, and borates, 
or in different ranges of pH. In other words, the concentration of the 
dye in the buffered solutions may be modified through precipitation, 
crystallization, etc. In certain cases, phenomena of oxidation-reduc- 
tion may introduce serious complications. A number of the dyes 
actually are mixtures of different dyes. 

The striking differences in the behavior of the Group I and Group II 
dyes, illustrated in Fig. 2, are not due primarily to the effects of such 
factors as these. The dyes are not excessively toxic. They penetrate 
rapidly and uniformly throughout the sections. The phenomena of 
vital staining are not obscured or seriously modified by an unduly 
rapid and intense staining of the cell walls. The more rapid accumula- 
tion of the Group I dyes in alkaline buffers, and of certain of the Group 
II dyes in acid buffers, is not due to a greater solubility or stability of 
the dyes in these buffers. Neutral red and methyl red are less soluble 
and stable in those ranges of buffers where they accumulate most 
rapidly and intensely. Nor is the absence of vital staining in certain 
buffers due to the leaching away of the contents of the vacuoles. 
Cells which have remained unstained for 24 hours or more in acid 
solutions of neutral red accumulate the dye rapidly when transferred 
to alkaline buffers. Similarly, vacuoles which do not stain in alkaline 
solutions of methyl red accmnulate the dye rapidly when transferred 
to acid buffers. Furthermore, the salient correlations between vital 
staining and extracellular pH are not due to specific combinations of 
physico-chemical factors in the Clark buffers. Similar differences in 
the staining reactions between Group I and Group II dyes occur in 
solutions prepared with various acids and alkalis. 

The most significant of the writers’ data in any general discussion 
of vital staining are accordingly the following: 

1. There are two distinct categories of vacuoles in the higher plants, 
which may be designated, for the time being, as A-type and B-type. 

2. Group I dyes vitally stain both categories of vacuoles. These 
dyes accumulate more rapidly and intensely from alkaline than from 
acid buffers. The B-type vacuoles rarely, if ever, stain vitally in 
solutions more acid than pH 5.4-pH 5.8. 

3. Group II dyes accmnulate in the A-type vacuoles only. The 
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ranges of pH in which these dyes stain most rapidly and intensely 
are variable. Certain of the dyes accumulate relatively uniformly 
throughout a wide range of acid and alkaline buffers. Others stain 
rapidly and intensely in acid solutions; slowly, if at all, in alkaline 
ones. No dye which accumulates rapidly from solutions more acid 
than pH S.4-pH 5.8 stains the B-type vacuoles. The difference in 
the behavior of the two categories of vacuoles is not due to a failure of 
the dyes to penetrate cells which contain B-type vacuoles. This is 
clearly shown by the fact that where both types of vacuoles occur within 
the same streaming protoplast, the A-type stain, whereas the B-type do not. 

4. Group HI dyes do not accumulate in either type of vacuole — 
regardless of the pH of the aqueous solutions in which the dyes are 
dissolved— unless the tissue cells are irreversibly injured. 

5. The A-type vacuoles contain certain categories of aromatic 
compounds,— e.g., tannins, which tend, when Group I and Group H 
dyes attain a certain concentration within them, to form copious 
deeply-colored precipitates. The typical B-type vacuoles do not 
contain microscopically detectable quantities of such substances and 
rarely form massive intravacuolar precipitates. 

There are two important aspects of the problem of vital staining: 
(1) penetration of the dye and (2) accumulation of the dye. Among 
the host of speculations regarding cell permeability the lipoid theory 
has received the most serious and sustained consideration. In so far 
as the behavior of dyes is concerned, critics of Overton’s theory have 
searched, on the one hand, for lipoid-soluble dyes which do not stain 
vitally and, on the other hand, for lipoid-insoluble dyes which do 
penetrate living cells. Although there appear to be serious sources of 
error in certain of these investigations,’ the correlations between solu- 
bilities in specific lipoids and vital staining are not sufficiently close 
to justify the acceptance of Overton’s (11) theory in its original form. 

Nirenstein (10) attempted to show that there is a close correlation 

’ The criteria for distinguishing irreversibly injured, djung, and dead ceils are 
unreliable. The assumption that absence of vital staiiung is indicative of failure 
to penetrate is unsound. Rhodamine, for example, is cited as a h'poid soluble 
dye which penetrates living cells with great difficulty. This dye does not accumu- 
late in B-type vacuoles, but it stains A-type vacuoles the most rapidly and uni- 
formly of any of the dyes tested by the writers. 
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between vital staining and the partitioning of basic dyes between olive 
oil plus oleic acid and water, of acid dyes between olive oil plus di- 
amylamine and water, and of all dyes between olive oil plus oleic acid 
plus diamylamine and water. More recently, Miss Irwin (6j 7) has 
studied the correlations between the penetration of certain dyes and 
their partitioning between chloroform and buffers of varying pH. 

In view of the fact that the partition coefficient of a dye frequently 
varies markedly with var3ring hydrogen ion concentration, it seemed 
advisable to the writers to supplement their investigation of the effects 
of extracellular pH upon vital staining by a study of the partitioning 
of dyes between the buffered solutions and various non-polar solvents. 

Partition of Dyes between Buffered Solutions and Non-Polar Solvents 

No attempt was made to secure accurate quantitative determina- 
tions of the partition coefficients. The relative amount of dye in 
each solvent was estimated colorimetricaUy. The following non- 
polar solvents were tested, singly and in various mixtures: olive oil, 
oleic acid, chloroform, carbon tetrachloride, and medicinal liquid 
petrolatum. 

There is an obvious correlation between the accumulation of dyes 
in vacuoles from buffered solutions and the amount of the dyes that 
can be extracted from the buffers by chloroform. Thus, the Group 
III dyes^® are not extracted in visible quantities by chloroform. The 
dyes in Groups I and II, which stain more rapidly in alkaline solutions, 
pass into the chloroform, leaving the alkaline buffers nearly colorless, 
but are partitioned between acid buffers and chloroform. Such dyes 
as methyl red, which accumulate in the vacuoles most rapidly from 
acid buffers, are extracted by chloroform from acid buffers, but are 
only partially removed from alkaline ones. Rhodamine passes com- 
pletely into chloroform throughout the pH range. Nile blue BB 
and safranin bluish are most concentrated in the non-polar solvent 
at those ranges of pH where the dyes stain best.^^ 

Thymol blue is chloroform-soluble at pH 3.0. Unfortunately, vital staining 
by a slowly penetrating dye cannot be tested at this pH owing to lethal factors. 

“ It should be noted in this coimection that the passage of an increasing amount 
of dye from an aqueous to a non-polar solvent, concomitant with a change of pH, 
may be due not to an increase in the dye’s non-polar solubility but to a decrease in 
its solubility in the buffer. 
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Although none of the dyes stain vitally in buffers from which they 
are not extracted in visible quantities by chloroform, the fact that a 
dye passes into the non-polar solvent from a specific buffer is no 
guarantee that the dye will stain vitally at this pH. Crystal violet, 
for example, at pH 4.6 passes completely from the buffer into the 
chloroform, but does not stain the vacuoles at this pH.” Gallocyanine 
and gallamine blue also are extracted from add buffers by chloroform, 
although the dyes stain e.xtremely slowly in such buffers. 

There is a much closer correlation between the vital staining ranges 
of many of the dyes and the ranges at which they can pass from the 
buffers into carbon tetrachloride. In certain cases, the correspond- 
ence is very close. Thus, neutral red and chrysoidin Y are partitioned 
between the buffers and carbon tetrachloride at the pH range where 
they vitally stain the vacuoles, a greater portion of the dye passing 
into the non-polar solvent at that part of the range where the staining 
is most rapid. Certain dyes— rhodamine, crystal violet, celestin 
blue, janus green B — are more or less insoluble in pure carbon tetra- 
chloride, but they may be rendered soluble by the addition of a trace 
of oleic add. Although a mixture of 97 parts of carbon tetrachloride 
and three parts of oleic add affords a doser correlation between parti- 
tion coefficients and details of vital staining than do lipoids, chloro- 
form, or mixtures of olive oil and oleic acid, no single mixture gives 
equally close correlations with all dyes. It should be emphasized in 
this connection, however, that the discrepandes are no greater than 
the differences in the details of vital staining of different plants or 
tissues. 

The more salient correladons between vital staining and the solu- 
bilities of the various categories of dyes in non-polar solvents suggest 
that where dyes penetrate cells readily and rapidly, they are trapped 
by the A-type vacuoles, whereas the B-type vacuoles may or may not 
be able to accumulate them. At least, such an assumption proddes 
a working hypothesis which may be tested by subsequent investigations. 

It may be objected that A-type vacuoles are unable to trap Group 
III dyes, — i.e., the dyes penetrate but do not accumulate in the 
vacuoles. There is no reliable evidence to indicate that the dyes 

” In a recent paper, Miss In\’in (8) accounts for this behavior of CTj'slal violet 
upon the basis of ‘'multiple partition coefficients.” 
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penetrate normal living cells of the cambium or of its derivative tissues, 
but the vacuoles of irreversibly injured, dying, and dead cells may 
accumulate the dyes and may even form deeply-colored precipitates. 
Collander’s ( 3 ) technique of prolonged treatment with highly con- 
centrated solutions yields positive results only with cells whose per- 
meability appears to have been modified by irreversible injuries or 
incipient cytolysis. 

Much has been written concerning the non-polar solubilities and 
penetration of basic as contrasted with acid dyes. The Group I 
dyes are all basic dyes. The Group III dyes, on the contrary, are 
prevailingly acid. Two supposedly basic dyes, iodine green and 
methyl green B, are included in Group III. These highly methylated 
triamino-triphenyl-methanes are unstable and readily decompose into 
other dyes. Until pure samples of these dyes are thoroughly investi- 
gated, their inclusion in Group III is of doubtful significance. Group 
n contains several dyes which have a carboxyl radical, — i.e., methyl 
red, ethyl red, propyl red, gallocyanine and rhodamine. These dyes 
pass readily from acid buffers into both non-polar solvents and living 
tissue cells. Methyl red is listed by Conn ( 4 ) as weakly acid, and 
rhodamine and gallocyanine as basic. According to Kolthoff ( 9 ) the 
free methyl red may be regarded as an ampholy tic ion, -fHN(CH3)2- 
RCOO“. It reacts with acids to form the free carbonylic acid which 
is a cation, -}-HN(CH3)2RCOOH. The yellow form of the dye which 
is an anion, N(CH3)2RCOO~, predominates in alkaline solutions. 
This raises the question whether ethyl red, propyl red, gallocyanine, 
and rhodamine, and such dyes as brilliant green, celestin blue, and 
gaUamine blue are amphoteric. 

Intracellular pH 

Certain investigators are of the opinion that dyes penetrate Valo 7 iia 
and Nitella readily in the form of chloroform-soluble free bases, but 
slowly, if at all, as salts or ions which are relatively insoluble in 
chloroform. Therefore, the dyes penetrate most rapidly where they 
exist largely as free bases, — i.e., in alkaline solutions. The dyes 
acciunulate in the vacuoles because the pH of the sap is such that a 
large proportion of the penetrating free base is converted into the 
chloroform-insoluble forms of the dye. 
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Although the vital staining ol B-type vacuoles by Group I dyes 
appears to harmonize with such conceptions regarding penetration 
and accumulation, the free base hypothesis must account for the rapid 
penetration of Group II dyes in acid buffers. The vacuoles of Valonia 
and Nilella are apparently of the B-type and, in all probability, may 
be unable to accumulate dyes which belong in the Group II category. 
The most favorable materials for the study of Group II dyes are cells 
which contain both A-type and B-type vacuoles within the same 
protoplast. 

Obviously the pH of the vacuoles deserves serious consideration in 
any discussion of vital staining. The Group I dyes, with the exception 
of auramin, methylene hlue, and methylene green, stain the two 
categories of vacuoles conspicuously different colors. For example, 
as stated in the introduction, neutral red stains the A-type vacuoles 
bluish-magenta, the B-type reddish-orange. The vacuoles stain 
their respective colors regardless of the pH of the buffers in which 
the dye is dissolved, and retain their characteristic colors for many 
hours. Neutral red is one of Sorensen’s standard hydrogen ion indi- 
cators and has been used extensively in the study of intracellular pH. 
The certified brand, NX-1, in the dilutions employed by the writers, 
is orange at pH 8.0, magenta at pH 6.8, and blue in extremely acid 
solutions. Between pH 7.0 and pH 7.8, it is orange-red or reddish- 
orange; between pH 5.8 and its “subsidiary H-exponent," bluish- 
magenta or violet. This suggests that the B-type vacuoles are slightly 
alkaline and the A-type markedly acid. 

In the case of the A-type vacuoles, different indicators (Group I 
and Group H dyes) give similar values, and the vacuolar sap appears 
to be markedly acid. In the case of the B-type vacuoles, on the con- 
trary, neutral red may indicate a value of pH 7.2 when brilliant cresyl 
blue gives a value of approximately pH 13.0. In other words, the 
various Group I dyes indicate more or less widely separated pH values 
for the B-type vacuoles, and the “Range Indicator Method” cannot 
be relied upon in studying the hydrogen ion concentration of such 
vacuoles. 

The thionins and oxazines of Group I are poor indicators. Their 
color transformations occur in highly alkaline solutions where the 
dyes are relatively unstable. It may be argued, accordingly, that 
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neutral red gives a fairly close approximation of the true pH of the 
B-vacuoles. It should be emphasized in this connection, however, 
that the vacuoles of Nitella are of the B-type. The pH of the ex- 
pressed sap has been determined, both colorimetrically and electro- 
metrically, as close to 5.6, but, when vitally stained by neutral red, 
the vacuoles have an apparent pH of from 7.0 to 7.8. This suggests 
that all of the Group I dyes give pH values for the B-type vacuoles 
that are excessively alkaline. The discrepancies appear to be larger 
than those produced by ordinary “salt” errors. The question arises — 
Are they due to “protein,” or “lipoid” errors? 

No direct evidence is available, as yet, for answering this question, 
but certain data obtained in the study of the partitioning of the dyes 
between buffers and non-polar solvents may prove to be of some sig- 
nificance. When neutral red is partitioned between pure chloroform 
and the seventeen Clark buffers, the non-polar solvent is orange, or 
colorless where in contact with the more acid buffers. When a trace 


(m) 

( 120 ) 


of oleic acid is added to the chloroform, the color of the non-polar 


solvent is magenta where in contact with buffers more acid than pH 
5.8, and reddish-orange where in contact with buffers more alkaline 
than pH 5.8. The oleic acid saponifies rapidly between pH 9.0 and pH 
10.0. When ordinary commercial chloroform is used, or where a 
trace of hydrochloric acid is added to pure chloroform, the non-polar 
solvent is orange where in contact with buffers more alkaline than pH 
6.2, magenta where in contact with buffers more acid than pH 5.0, 
and reddish-orange where in contact with the much restricted range 
of intermediate buffers.^^ In other words, when neutral red is parti- 
tioned between commercial chloroform and Clark buffers, the virage 
of the B-vacuoles matches that of the pH 7.2 buffer and of the chloro- 
form in contact with the pH 5.8 buffer. As previously stated, there 
is a similar discrepancy in Nitella between the true pH and the neutral 
red virage. This might well be brushed aside as a mere coincidence 


That the pH of the — buffers is not markedly altered may be determined by 

comparing the virages of the buffers before and after shaking with the non-polar 
solvents. The buffers and non-polar solvents were tested in various ratios, 
volumes of 5:1, 3:1, 1:1, etc 
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were it not for the fact that in the case of all of the Group I dyes the 
virage of the chloroform in contact ivith the pH S.8 buffer matches the 
virage of the B-type vacuoles. The possibility that the vacuoles of 
this category contain some substance or combination of substances'* 
that produce excessively alkaline virages with basic dye indicators 
deserves serious consideration. 

That the pH of the B-type vacuoles may be between 5.4 and 6.0 
is suggested not only by Nitetta, but also by certain reactions of these 
vacuoles in vital staining. In the writers’ experiments the B-type 
vacuoles rarely, if ever, stain below pH S.4-pH 5.8. Furthermore, 
no dye which penetrates readily in solutions more acid than pH 5.4- 
pH 5.8 accumulates in the B-type vacuoles. If the pH of these 
vacuoles is approximately 5.6, the accumulation of Group I dyes may 
be accounted for, as in Valonia and Nilella, by the assumption that 
the dyes penetrate the cell faster from alkaline buffers than they 
escape from the relatively acid vacuoles. The failure of the Group II 
dyes to accumulate in the B-type vacuoles may be due to the fact that 
these dyes penetrate the protoplast so readily from add solutions that 
they escape from pH 5.6 vacuoles as rapidly as they enter. It may 
be significant, in addition, that streaming cells which contain B-type 
vacuoles tend to survive the longest in the pH S.O-pH 6.2 buffers. 

Contents of Vacuoles 

As previously stated, the A-type vacuoles contain certain categories 
of aromatic compounds, — c.g., tannins, tanniniferous glucosides, 
natural pigments, etc., and where Group I dyes and Group II dyes 
penetrate the cells, they tend to be trapped by entering into physico- 
chemical combinations with the complex colloidal contents of the 
vacuoles. The B-type vacuoles, on the contrary, do not contain 
microscopically detectable quantities of such aromatic compounds, 
and they do not accumulate Group II dyes, or Group I dyes from 

" Much controversy has arisen among cytologists concerning the presence oi 
fats or lipoids in the vacuome. Although the cumulative evidence which suggests 
that they are present is rather tenuous, their absence cannot he demonstrated by 
testing with Sudan III and simibr michrochemical tests for fats and lipoids. The 
hypothetical substances may well exist in such forms or quantities that they 
cannot he detected by relatively crude microchemical techniques. 
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buffers more acid than pH 5.4 to pH 5.8. It should be noted, how- 
ever, that the B-type vacuoles of certain species and tissues do form 
colored granules, Liesegang rings, and spherocrystals, and that the 
intensity of vital staining varies markedly from tissue to tissue. This 
suggests that the B-t)^e vacuoles may contain more or less “tanning- 
free colloidal material and that, where Group I dyes accumulate in 
the vacuoles, a portion of the dye may be held in physico-chemical 
combinations, at least during the later stages of vital staining. 

Many investigators have argued that active proteins or other am- 
pholytes play an important role in the penetration and accumulation 
of dyes. The Dangeards (5) maintain that all plant vacuoles contain 
metachromatin or similar colloidal nitrogenous substances — either 
with or without adsorbed phenolic compounds — ^which stain readily 
with basic vital dyes. The formation of colored precipitates and the 
intensity of vital staining of the vacuoles are considered to vary with 
different degrees of hydration and dehydration of these colloidal 
substances. Scarth (12) holds that “hydrated lipoids” are concerned 
in the accumulation of dyes in both the vacuoles and the cell walls of 
living cells. The writers’ data suggest that the B-type vacuoles 
contain some substance or mixture of substances that produce huge 
errors in colorimetric determinations of the pH of the vacuolar sap. 

Although the accumulation of Group I dyes in the vacuoles of Niiella 
and Valonia may be due, primarily, to differences in the pH of the 
intracellular and extracellular solutions, it cannot wisely be inferred 
that all B-type vacuoles function in a similar manner. In certain 
categories of B-vacuoles, as in A-type vacuoles, the operation of a pH 
trap may be modified or replaced by that of a colloidal trap. Further 
speculation concerning the matter is best deferred until more reliable 
data concerning the contents and pH of B-type vacuoles are available. 

CONCLUSION 

It should be emphasized, in conclusion, that the writers’ investigation 
is a reconnaissance, and was initiated primarily in searching for more 
adequate techniques for the study of cytological problems. Crude as 
many of the data xmdoubtedly are, they are of some significance in 
outlining future trends of more intensive investigation. The occur- 
rence of two distinct types of vacuoles within the same cell provides 
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a valuable check upon generalizations concerning the penetraUon of 
certain dyes. The A-type vacuole affords a means of determining 
that a number of dyes do penetrate living plant cells readily and 
rapidly from add buffers. The recognition of two distinct categories 
of vacuoles — ^which are widely distributed throughout the higher plants 
— and a study of their staining reactions in Group I, Group II, and 
Group III dyes, indicate that certain discrepandes in the literature 
are due to the fact that different investigators are concerned with 
differentvacuoles and with different dyes. For an accurate visualiza- 
tion of the physico-chemical mechanisms of the penetration and 
accumulation of dyes in living cells a much wider range of reliable 
data is essenUal, both as regards the purely biological variables and 
the physico-chemical variables in techniques employed in their 
investigation. Until such data are available, generalizations from 
limited induction should be reduced to a minimum. 
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This is followed by an upward movement (which we will call b, Figs. 
2 and 3) the start of which seems to )3e practically simultaneous at 
both places but the upward movement of the string is slower at B than 
at A since the width of the white line where the curve starts upward^ 
is greater in the lower curve than in. the upper. 

The upward movement is followed by a downward movement 
(which we will call c) starting later at B than at A. The next move- 



Fig. 1. Diagram to show arrangement of experiments. At A and B 0.001 M 
K.C1 is applied. The protoplasm at C is killed by applying 0.001 M KCl saturated 
with chloroform and the cell is cut at Z. The resulting response is shown 
diagrammatically in Fig. 2. 



Fig. 2. Diagram to show the electrical responses at A due to cutting at Z 
{cf. Fig. 1). The duration of movements a, b, and c is exaggerated. 

ment is upward, marked d in the slower record shown in Fig. 4 {a and 
b cannot be seen in this slow record, but c can be made out by close 
inspection in the upper curve and is very clear in the lower one). 

^ When the experiment is arranged as in Fig. 1 but with C alive, a complication 
is sometimes observed when C is dose to the end of the cell. In such cases trans- 
mission to C appears slow and the curves have various irregular shapes. 



Fig. 3. Photographic record showing the result of an experiment arranged as 
in Fig, 1, The upper curve records the p.d. of A with reference to C; the lower 
curve that of B with reference to C. Cutting the cell at Z produces the movements 
a, b, and c. The distances between vertical marks, represent interv’als of one- 
tenth of a second. At the same time a slower record (Fig. 4) is taken on another 
galvanometer. 



Fig. 4. Slower record of the same experiment as that shoNvn in Fig. 3 (taken 
simultaneously on another galvanometer). The distances between vertical lines 
represent S-second intervals. 
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This is followed by a downward movement (e) which ends by ap- 
proaching zero.® 

It is evident from Fig. 3 that the c movement starts later at B 
(lower curve) than at A (upper curve) and this difference in time will 
for convenience be called the lag. In general the lag appears to in- 
crease with the successive movements, i.e. it is greater for d than for c 
and still greater for e. The lag also appears to increase as the mechani- 
cal disturbance travels down the cell. For example, measurements 
on 15 cells showed that the lag of the c movement between A and B 



Fig. 5. Diagram of an experiment on a piece of soft rubber tubing with Ag- 
AgCI electrodes in glass T-tubes a.t A, B, and C. The tube is filled with tap water 
(all air bubbles being excluded). Between B and C the tube is clamped to prevent 
movement of water at C. In some experiments a U-tube filled with sand was sub- 
stituted for the clamp. The tube was wound at Z with copper wire which was con- 
nected to the striking hammer to keep the two at the same potential and avoid 
communicating a charge. 

(1 cm. apart)® was 0.008 sec. and between B and D (situated 1 cm. to 
the right of B) was 0.043 sec. 

^ This is clearF shown in previous papers.* 

Certain of these movements ma\' be lacking and the curve may have only 
one crest. 

In cutting Chara coromta and Niiclla Jlexilis it was sometimes observed that 
when the knife remained in contact with the cut so that no sap flowed out no death 
wave occurred but only a response resembling a negative variation and a second 
one could be produced by cutting the same cell again. These sometimes traveled 
with the speed of the death wave, and sometimes with the speed of the negative 
variation. Such responses will be discussed in a subsequent paper. 

' The distance from the right edge of contact A to the left edge of contact 
B is 1 cm. This distance is taken because if an electrical impulse travels from 
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The facts indicate that the mechanical disturbance loses intensity 
as it proceeds so that the reactions it starts at each successive spot it 
reaches proceed the more slowly the greater the distance from the cut. 
To learn something of the nature of these electrical changes esperi- 



Fig. 6. Photographic record showing electrical responses obtained in an ex- 
periment with a soft rubber tube arranged as in Fig. 5. The upper curve records 
the potential of A with reference to C and the lower curve that of B with reference 
to C. The tube was struck. 6 times at Z. Each blow produced electrical 
responses due to the movement of the tap water past the electrodes. The distances 
between vertical marks represent one-tenth seconds. 

ments were made with a rubber tube/ inserting glass T-tubes contain- 
ing Ag-AgCI electrodes about 4 cm. apart,® connected to a third elec- 
trode (C) as shown in Fig. 5. In order to prevent any response in C 

left to right it registers at each contact as soon as it reaches the left edge of 
the contact, and the time required for transmission to the right edge of the 
contact is negligible. 

■ An ordinary soft red rubber tube of about 3 mm. internal diameter. 

* The electrodes were separated by 2 cm. of glass tubing and 2 cm. of rubber 
tubing. 
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it was placed 37 cm. away and a clamp® was inserted to prevent the 
compression wave from reaching it. On striking the tube at Z a 
record was obtained as shown in Fig. 6. Here we find a downward 
followed by an upward movement and a return to zero. These appear 
to be practically simultaneous at A and B and may be comparable 
with movements a and b in the living cell.^® They may be regarded as 
due to the movement of liquid (streaming potential?) past the elec- 
trodes in the case of the tube or in the case of the cell past protoplasmic 
surfaces in which little or no alteration has occurred (the protoplas- 
mic surface need not be solid). In both cases the electrical response 
falls off as the mechanical disturbance decreases. 

Do the slower movements (c, d, and e) in the living cell arise from 
factors not present in the rubber tubing? They might be interpreted 
as the result of changes in the protoplasm, either structural or due to 
the inrush of ions into the protoplasm.^^ These changes in the proto- 
plasm seem to proceed at different rates in its outer and inner surfaces 
since the form of the curve changes decidedly^® when the solution 
applied to the outside of the cell is altered (which is not true of the 
fast movements a and b). The form of the curve has been discussed 
in previous papers it changes with distance from the cut in a man- 
ner which suggests that the intensity of the mechanical disturbance 
falls off as it travels. 

It might be suggested that the slower movements are connected 
with an outflow of sap resulting from the cut but these movements are 
sometimes found when the cell is vigorously bent or pinched^® without 
producing an outflow of sap. 

“ The clamp did not introduce sufficient resistance to interfere with the electrical 
measurement, since the resistance of the measuring instrument is over 30 megohms. 

A^ffien these electrodes were 40 cm. apart the rate of transmission was found 
to be about 80 meters per second. 

» Osterhout, W. J. V., and Hill, S. E., /. Gen. Physiol., 1929-30, 13, 459, 
547. Osterhout, W. J. V., Electrical phenomena in the living cell, in Harve}' 
Lectures, 1929-30, The Williams and Wilkins Co., Baltimore, 1931, 169. 
Blinks, L. R., /. Gen. Physiol., 1930-31, 14, 127. 

AATien 0.001 M KCI is outside, the d movement is negative (upward); when 0.1 
M KCI is outside, the d movement is positive (downward). Osterhout, W. J. V., 
and Harris, E. S., J. Gen. Physiol., 1928-29, 12, 167, 355. 

‘^This will be discussed in a subsequent paper. A vigorous bend or pinch 
(with no outflow of sap) may produce a true death wave. 
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The electrical disturbance ma^ pass to a neighboring cell as noted 
by Jost,'* but the question arises -whether the electrical response in the 
second cell is a death wave or a negative variation. A death wave 
might possibly result from a mechanical disturbance in the second cell 
but if this were lacking a negative -variation might start as the result 
of (1) a mechanical disturbance insufficient to produce a death wave, 
or (2) a flow of current between the first and second cells, as elsewhere 
discussed.^ 

Some of the differences between death waves'* and negative varia- 
tions may be considered in this connection. 

1. The death wave can pass a killed spot while the negative varia- 
tion cannot except by the aid of a salt bridge.'* On this basis the 
responses in the second cell must be regarded as negative variations, 
as shown by experiments in which a spot was killed in the middle 
of the second cell. 

2. The death wave always shows a marked decrement in the in- 
tensity and speed of the response as it travels along: since this is not 
true of the response in the second cell it would appear to be a negative 
variation. The decrement shown by the death wave must be due to 
the fact that the mechanical disturbance becomes less intense as it 
travels along the cell and that the protoplasmic response falls off' as 
the intensity of the mechanical disturbance diminishes." 

3. Leading off near the cut from a spot in contact with 0.001 u 
KCi or tap water we observe a change in the sign of the p.d. across the 

ojost, L., Sitziingsier. Bcidelberger Akad. Wisie?isch. Math.-naiiiru). Klasse, 
1927, Abhandl. 13. Jost reports that the stimulus due to cutting may pass to a 
second, third, or a fourth cell. With our technique we have not seen any response 
(death wave or negative variadon) in a third or fourth cell. When we used his 
technique we apparently got the result repotted by Jost, hut we interpret it some- 
what differently. We suppose that when all the cells hut one in the chain (in 
their natural utdon) are in the same reservoir of tap water a cut in any cell in the 
reservoir may be registered by the electrometer whether it causes a response in a 
neighboring cell or not. 

« Osterhout, W. J. V., and Hill, S. E., J. Cai. Physiol, 1929-30, 13, 547. 

ts It -will be shown in a subsequent paper that pinching or bending may produce 
responses intermediate in character between death waves and negative variations. 

n Not oidy the amplitude but the speed of the response falls off, as mentioned 
above. 
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protoplasm when the cut is made 'if the spot is far enough away 
from the cut this does not occur but the curve goes to zero. In either 
case there is no recovery {i.e. the curve does not return to its original 
position). The response in the second cell does not show a change of 
sign and does show recovery. 

4. The apparent speed of transmission of all the movements of the 
death wave is much greater than that of the negative variation. On 
this ground also the response in the second cell seems to be a negative 
variation since it is only about 2 cm. per second. 

It would therefore seem that the response in the second cell is not 
a death wave but it is not necessary to conclude that it is due to a 
flow of current between the two cells (as elsewhere discussed^®), since 
this seldom occurs in the absence of a salt bridge. It seems more 
probable that a mechanical impulse reaches the second cell and pro- 
duces an electrical disturbance which continues down the cell as a 
propagated negative variation. This will be discussed in a subsequent 
paper. 

SUMMARY 

Cutting a ceil of Nitella sets up a series of rapid electrical responses, 
transmitted at a rate too rapid to be measured by means of our 
records. These are followed by slower responses whose speed falls 
off as the distance from the cut increases, as though they were caused 
by a mechanical disturbance whose intensity falls off as it travels. 

The faster responses seem to be due to the motion of sap past pro- 
toplasmic surfaces which have suffered little or no alteration (they 
seem to be similar to the electrical changes following a blow on the 
end of a soft rubber tube containing Ag-AgCl electrodes) . The slower 
responses appear to be due to alterations in the protoplasm and are 
usually irreversible. 
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When a cell such as the unfertilized egg of the sea urchin Arhacia 
pimctulata is placed in a solution hypotonic with respect to its natural 
medium, water enters and the cell swells; conversely, it shrinks in 
hypertonic solutions. This observation at once suggests that the 
force which causes water to enter is osmotic pressure, that the cell is 
acting as an osmometer. Earlier measurements of cells in equilibrium 
with anisotonic solutions indicated that the unfertilized Ariacia 
egg is an osmometer of a high degree of excellence, although the ob- 
served volume of cells at equilibrium fell somewhat short of the calcu- 
lated value (1). Since the relations between pressure and volume of 
the cell forms the basis for a kinetic theory of osmosis which will be 
given in a subsequent paper (2), it was necessary to determine this 
relation as accurately as possible, by means oi further experiments. 

The present paper therefore attempts to answer the question; 
how nearly ideal in its osmotic properties is the Arhacia egg? 

An ideal osmometer should meet the following requirements: (1) 
One should be able to measure volume accurately at all pressures. 
(2) The product of pressure and volume should be constant (law of 
Boyle-Van’t Hoff). (3) The membrane should be actually semi- 
permeable, i.e., should allow passage of water, but not of dissolved 
substances. (4) The transport of water should be due to osmotic 
force alone. 

These requirements will be taken up in order. 

1. Mcasurcmait of Cell Volume 

One of the greatest advantages of the Arhacia egg, as compared 
with other cells used as natural osmometers, is its generally spherical 
393 
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shape. This fact, together with its relatively large size, allows direct 
and accurate measurement of diameter (and so of volume) with 
microscope and ocular micrometer. 

In measuring, only optically round cells — these constitute the great 
majority — are selected. When these are roUed over under the micro- 
scope they are seen to be spherical in fact. 

However there remains the possibility that the eggs might flatten 
under their own weight as they rest on the bottom of the dish.* If 
such flattening take place, the measurement of the horizontal optical 
section would cause the volume to be overestimated, and our data 
would need to be corrected. 

The simultaneous measurement of horizontal and vertical diameters 
of an egg should present no serious difl&culties. However, we have 
employed an even simpler method for detecting the flattening of eggs 
under their own weight. This method consists in placing a sample of 
eggs in a water-tight chamber, whose top and bottom are formed of 
cover-slips. After settling, the diameters of 50 eggs are measured, in 
the ordinary way. The chamber is now gently turned over; with the 
exception of a very small percentage the eggs will stick to the surface 
on which they were originally resting, and so come to hang from what 
is now the top of the chamber. The same force which tended to 
flatten the eggs as they rested on the bottom now tends to elongate 
them. The horizontal diameters of approximately the same 50 eggs 
may again be measured; if there should be any tendency for the eggs 
to become deformed under the action of their weight, it would be 
detected in a diminution of the diameter of the optical section. More- 
over, the effect would be (approximately) doubled. 

In order to facilitate the sticking of the eggs it is advisable first to 
coat the cover-slips with a thin fihn of albmnin — especially when eggs 
are in equilibrium with the more hypotonic solutions, as in these 
solutions the natural stickiness of the eggs is considerably diminished. 

Table I gives the results of several such experiments. The average 
volume of 50 cells is used in each case; in the first column is the con- 
centration of sea water in which the eggs are in equilibrimn; in the 
second column is the average volume computed from measurements 

* Vies (3) has reported that flattening occurs in the eggs of another species of 
sea urchin. 



M. ITcCUTCHEON, B. LUCKE, AND H. K. HABTLINE 


395 


made with the eggs resting on the bottom of the chamber; in the last 
column is the average volume of approximately the same 50 eggs, 
computed from measurements of diameter made with the chamber 
inverted and the eggs hanging from the top. 

It is seen that the volumes of resting and hanging eggs agree very 
closely. We conclude that in these experiments tliere is no deformation 
of the eggs, under the action of their weight. 

There remains the possibility of a semipermanent deformation, 
which requires an appreciable time to become established. In that 

TABLE I 

Experiment to determme whether cells are flattened. In Column 1 is given 
the concentration of sea water with which cells are in equilibrium. Columns 2 
and 3 give volume of cells resting on the bottom of the chamber and suspended from 
the top, respectively. 

Eadi figure represents the mean of SO cells. These figures must be multiplied 
by 100 to obtain actual volumes in cubic micra. 

The figures indicate that these cells ate not appreciably flattened either in 
isotonic or hypotonic sea water. 


CosceatntioQ of 8«a n&ter 

Cdl voluinw 

Bottom of chamber 

Top of chamber 

fier cent 



100 

2015 

2015 

60 

3184 

3184 

60 

3162 

3195 

50 

3900 

3924 

50 

3814 

3850 


case our measurements would fail to detect the deformation, as they 
are made within a few minutes of inverting the cell. However, such 
a semipermanent deformation could readily be detected by rolling 
the eggs over, under observation, hleasurements made in this way 
on a number of diameters of the egg have failed to show any appre- 
ciable lack of sphericity. 

We may thus conclude that the eggs of this species are not appre- 
ciably deformed in any of the solutions used in these experiments, 
under the action of their weight in these media. 
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2. Application of the Boyle-Van’t Hoff Law 

In the theory of the ideal, dilute solution, the osmotic pressure of a 
given amount of dissolved substance is inversely proportional to the 
volmne in which it is distributed. The assumption that the solutions 
of the present system behave as ideal, dilute ones is an approximation 
which permits the application of the simple laws governing osmotic 
processes. An attempt to evaluate the activities of all the constit- 
uents of the cell and its medium is of course out of the question. 

We may, therefore, write, 

PV = E (I) 

where P is the osmotic pressure of the dissolved substances in the egg, 
V is the volume of the egg, and is a constant. From the considera- 
tion that the egg initially must be in equilibrium with ordinary sea 
water, of known osmotic pressure, it is seen that K may be determined 
experimentally by measuring the volume of the egg as it rests in its 
normal medium. We write for (I) its equivalent: 

PV==P,Vo (la) 

where P<, is the osmotic pressure of ordinary sea water and Vo the 
volume of the egg in its normal medium. 

This equation furnishes a method for determining, at any time, the 
osmotic pressure in the interior of the egg. In addition, it furnishes 
the law that the equilibrium volumes of the egg must follow in aniso- 
tonic solutions. In these cases the internal pressure must equal that 
of the external medium, and the expected volmne of the egg at equili- 
brium is given by 

P« V, = Po Vo (I b) 

where P„ is the osmotic pressure of the external medimn (known from 
its concentration) and Ve is the expected equilibrium volume of the 
egg. (I b) therefore furnishes the means of determining whether the 
Boyle-Van’t Hoff law is obeyed by this osmometer. 

The earliest measurements of the Arbacia egg in equilibrimn with 
hjqjotonic solutions were made by R. S. Lillie (4). He found that 
when sea water was diluted two and one-half times the eggs only doubled 
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in volume. As stated above smaller discrepancies were reported by 
the present authors in an earlier paper (1) . 

Experimental Method 

Eggs from a single animal were washed and very gently centrifuged. The 
supernatant fluid was discarded. The remaining heavy suspension of eggs was 
distributed in 200 cc. of the several dilutions of sea water. Subsequently, the 
eggs were pipetted into fresh solution contained in Stender dishes. These were 
kept at room temperature IQ^C. Measurements were made from 2 to 5 hours 
later, after repeated preliminary measurements showed that the cells had reached 
constant volume. 

In two subsequent experiments the cells were stored over night at 10'’C. and 
measured the following morning. Measurements were made in one case at room 
temperature, in the other at 10 to 12"C. 

The optical system employed was a 10 mm. objective (immersed in the sea 
water) and a filar ocular micrometer, giving a magnification of 240 diameters. 

The solutions employed were undiluted sea water (100 per cent), 90 per cent 
(t.e., 90 parts of sea water with 10 parts of distilled water) 80, 70, 60 and SO per 
cent. SO cells in equilibrium with each of these solutions were measured by each 
of two observers. 

After measurement, cells (in two of the experiments) were returned to ordinary 
sea water and sperm was added. Normal cleavage took place, except in the case 
of cells taken from 50 per cent sea water; these showed atypical cleavage. 

RESXH,TS 

The results of three experiments are recorded in Table II.* In the 
first column are given relative pressures, in the second observed 
volumes and in the fifth column, volumes calculated by Equation 
(I h). The combined data are presented graphically in Fig. 1, where 
the lower curve represents observed volumes of 300 cells plotted 
against the relative pressure (or concentration) of the outside solution, 
and the upper curve is calculated by Equation (I h). It is seen that 
there is a slight deviation of the two curves which becomes more 
marked as we pass from higher to lower pressures. But even in 50 
per cent solution the cells fail by less than 6 per cent to attain the 
volume calculated. Therefore Equation (I b) proves to be a rather 
fair first approximation. 

• The three experiments reported in this paper are selected as probably the most 
accurate of a large number of determinations made over a period of several years. 
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The discrepancy, however, is a real one. In Column 3 of Table II 
are ^ven the pressure volume products of each experiment. In each 
case it is seen that there is a slight but definite drift in values of PV. 

There are a number of factors which might prevent the cell from 
swelling as much as predicted. Of these the one that is surely im- 
portant and which might account for practically the entire discrepancy 
is that obviously a considerable fraction of the cell volume is occupied 



Fig. 1. Comparison of observed and calculated volumes. Solid circles repre- 
sent mean volumes of 300 cells in osmotic equilibrium with various dilutions of 
sea water. Open circles are volumes calculated by Equation (16). Data are 
taken from Table 11. 

by material that can exert little or no osmotic pressure. This fact is 
best demonstrated by rapidly centrifuging the eggs, whereupon zones 
of oil and pigment granules separate from the rest of the cytoplasm. 
The osmotically active solution therefore occupies a volume which 
is equal not to V but to V — 6, in which b is the volume occupied by 
osmotically inactive material. 
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Equations (I) to (I b) now become, respectively, 

P(V-b)=^K (H) 

P{V~b)=PoiVo-b) (II a) 

Pei {Ve ~b) = Po (7o - b) (II b) 

The value of b may be found by substituting in Equation (II b) 
the values given in Columns 1 and 2 of Table II. Since this method 
of computing gives a considerable scattering of values for &, a graphic 
method is preferred, one in which all points can be weighed equally. 
Observed volumes are plotted against the reciprocal of the relative 
pressures, a straight line is fitted to the points and extrapolated ''to 

p = 0, and the corresponding volume is read off. In these three 

experiments, b is found to equal 150, 250 and 310 respectively; for the 
combined data, b equals 240, which is 11 per cent of the cell volume in 
ordinary sea water. This computation therefore indicates that os- 
moticaUy inactive material occupies in the neighborhood of 11 per 
cent of the cell volume.* 

In Column 4 of Table II, P (V -■ b) has been calculated for these 
experiments. The resulting values show no definite drift, so that it 
may be stated that Equation (II) fits the data satisfactorily. The 
last column of Table 11 gives volmnes calculated by Equation (II b). 
It is seen that these values are in good agreement with observed 
volumes (Colvuim 2). 

These experiments, therefore, show that with this material the 
Boyle-Van’t Hoff law, corrected for volume occupied by osmotically 
inactive material, holds for pressures of 11 to 22 atmospheres. 

It is interesting to compare these conclusions with those of other 
workers based on different types of isolated cells. 

Hofler (5), with certain plant cells containing a large sap vacuole 
surrounded by an extremely thin layer of protoplasm, found that the 
pressure-volume product over a certain range of osmotic pressures is 
constant; that is, b, as defined above, is equal to zero. 

Ege (6) found that the “disperse phase,” 6, in rabbit erythrocytes 
is equal to about 40 per cent of the cell volume, while Wieringa (7) 
reported that in certain yeasts, the volume occupied by osmotically 

* 6 so determined also includes volume of solutes themselves. 
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inactive material plus the volume of the cell wall equals about 64 
per cent of the cell volume. 

Making corrections for these values of “6,” both Ege and Wieringa 
found close agreement between calculated and observed volumes of 
cells. 


3. The Semipcrmeahility of the Membrane 

Of the other factors that might prevent the cell from attaining the 
equilibrium volume predicted by Equation (I 6), imperfect semi- 
permeability of the cell membrane at once comes to mind.* Leakage 
of salts or other contents from the cell in hypotonic solutions would of 
course have this effect. 

However, it is improbable that such leakage occurs to an appredable 
extent in uninjured cells. As shown above, the differences between 
volumes observed and those calculated by Equation (I b) is slight and 
is satisfactorily accounted for by the presence of osmotically inactive 
material. 

Another typo of experiment supports the view that the semiper- 
meability of the membrane is practically perfect. Cells are measured 
in ordinary sea water, then swollen in a hypotonic solution, returned 
to ordinary sea water and remeasured after they have come into equili- 
brium. If cell contents escaped during swelling, it is unlikely (though 
not impossible) that the first and second measurements should agree. 
But early experiments (8) indicated that this is the case, that swelling 
is completely reversible. 

Since the question seemed important the experiment was carefully 
repeated last summer. 

In Table III it is seen that the original and final volumes are in 
good agreement. Thus in the first experiment the original mean 
volume rvas 1864 x 10= p’; after swelling for 1 hour in 50 per cent sea 
water and shrinking in ordinary sea water the mean volume was 1853 X 
10= p=. Cells from the same animal swollen in 60 per cent sea water 
later returned in ordinary sea water to a volume of 1874 x 10= p=. 
Similar results were obtained in several other experiments, of which 
two are included in Table III. 


It is assumed that the cell surface acts as the membrane of the osmometer. 
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Thus the weight of evidence is against appreciable leaking of cell 
contents when the cell is placed in hypotonic solutions, at least over 
the range of pressures here used. This is true, however, only as long 
as the cell is uninjured. Injured cells, as has been shown elsewhere 
(9), lose their semipermeability to a greater or less extent; if loss of 
semipermeability is marked they behave in hypotonic solutions qiute 
differently from normal cells. In the experiments recorded in Table 
II, the cells were shown by the fertilization test not to have been 
injured, except those in 50 per cent solution; these underwent atypical 
cleavage and therefore were slightly injured. 

TABLE m 

In these three experiments cells were measured in ordinary sea water (Column 1) 
and then swollen in 50 per cent sea water for 1 hour. Measurement then showed 
that the}’' were nearly in equilibrimn ■with this solution. They were returned to 
ordinary sea water and allowed to shrink for several hours, then remeasiured 
(Column 2). 

Similarly cells were swollen in 60 per cent sea water for 1§ hours, then shrunk 
and remeasured (Column 3). 

It is seen that the cells retximed approximately to their original volume. 

Each figure represents the mean volume of 50 cells. The temperature was 
15°C. ' 


Original volume 

Final volume in ordinary sea water after swelling in: 

50 per cent 

60 per cent 

1864 

1853 

1874 

2020 

1994 

2027 

1823 

1882 

1800 


4. The Effect of Other Forces on the Equilibrium Volume 

That forces other than osmotic force affect the volume of the cell in 
equilibrium with its medium, is highly probable. Elasticity and 
surface tension at once come to mind. But the fact that Equation 
(II) fits the data indicates that the magnitude of such forces, com- 
pared with that of the osmotic driving force, must be quite small. 

SUMMARY 

We have attempted to answer the question: How nearly ideal, as 
an osmometer, is the unfertilized Arbacia egg? The following con- 
clusions have been reached: 
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1. Volumes can be measured accurately over a wide range of pres- 
sures since the cell is in general spherical and does not suffer deforma- 
tion from its own weight or other factors. 

2. The product of volume and pressure is approximately constant, 
if allowance be made for osmotically inactive cell contents. It is 
computed that from 7 to 14 per cent of cell volume is occupied by 
osmotically inactive material. 

3. Evidence is presented that no appreciable escape of cell contents 
occurs while the cell is in hypotonic sea water; that, therefore, the 
semipermeability of the membrane is approximately perfect, so long 
as injury to the cell is avoided. 

4. In comparison with osmotic pressure the influence of other 
forces, such as elasticity or surface tension, on cell volume must in 
these experiments be slight. 
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FURTHER STUDIES ON THE KINETICS OF OSMOSIS IN 
LIVING CELLS 

By BAIDUIN LTICKfi, H. KEFFER HARTLINE, and WORTON McCUTCHEON 
{From the Laboratory of Path6lo%yf School of Medicine, the Johnson Foundation for 

Medical Physics, University of Pennsylvania, Philadelphia, and the Marine 
Biological laboratory. Woods Bole) 

In a series of papers (1-5) it has been shown that a study of the 
kinetics of osmotic swelling and shrinking of the Arbacia egg may 
yield information concerning an important property of the cell — vh,, 
the ease with which water can enter or leave it, under the influence of 
osmotic forces. This permeability of the cell to water has been shown 
to be affected by many factors, such as temperature, specifidty and 
valence of ion, etc. 

The earliest study of the kinetics of osmotic swelling of cells was 
made by Lillie (6) . He showed that the course of the process may be 
described by the equation which governs the course of a unimolecular 
chemical reaction. The velocity constant of the process, given by 
this equation, was used in our earlier papers as a measure of the per- 
meability of the cell to water. It was found that the "permeability,” 
measured in this way, depended, among other factors, upon the salt 
concentration of the solution in which the cells were swelling or shrink- 
ing (3). Northrop (7), in an investigation of the theory of osmotic 
swelling, showed that the unimolecular equation was, in this case, 
devoid of any particular physical significance, and developed an equa- 
tion which satisfactorily described the course of osmotic swelling in 
the Arbacia egg. Using the data published by us, he investigated the 
effect of concentration upon permeability (now differently defined) 
according to his theoretical treatment. This new permeability con- 
stant proved to be much less affected by concentration, although, 
with the data available to him, there was still an appreciable effect. 

This reopened the question of effect of salt concentration, and we 
wished to inquire whether the data indicate a true change in the per- 
405 
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meability of the cell with changing concentration of the external 
medium. To this end we have made a more extensive series of experi- 
ments. As our attention had been called to the empirical nature of 
the LiUie equation prior to the appearance of Northrop’s paper, and 
as we had already developed and applied an equation whose deriva- 
tion differs somewhat from that of Northrop’s, we shall include in 
this paper our theoretical treatment, and apply it, together with 
Northrop’s, to the new data. 


Theory 

That the Arbacia egg constitutes an osmotic system is suggested by 
the simple observation of its swelling or shrinking when placed in a 
mediiun whose osmotic pressure differs from that of sea water. To 
account for the experimental data quantitatively in terms of the known 
laws governing osmotic processes, it is necessary to make certain 
assumptions concerning the cell and its surroundings: 

1. The Arbacia egg consists of a solution of osmotically active sub- 
stances, surrounded by a semipermeable membrane. 

The fact that a fraction of ceil volume is occupied by osmotically 
inactive material is neglected for the moment for the sake of simplic- 
ity, but will be introduced later as a correction. 

2. The aqueous systems concerned obey the laws of ideal dilute 
solutions. 

3. Only osmotic forces are concerned in the passage of water across 
the surface of the egg. 

Assmnptions 1 to 3 have been discussed in a previous communica- 
tion (8). 

4. The resistance to the diffusion of water is confined to the surface 
of the egg. 

This neglects the time required to equalize concentration differences 
within the egg itself, as compared with that required for the water to 
diffuse across the membrane. It is made in the interests of simplicity 
of mathematical treatment. 

5. The resistance to the diffusion of water, per unit area of cell 
surface, is constant. 

This assmnption in effect neglects any change in the properties of 
the membrane as the cell swells or shrinks. In the absence of defi- 
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nite knowledge concerning the structure of the membrane, this seems 
to be the most general method of treatment. Northrop (7), however, 
has dealt with this problem differently; a comparison of the resulting 
theories will be made in the present paper. 

These assumptions permit the development of a theory which shall 
attempt to account, quantitatively, for the experimental facts of 
swelling and shrinking. It is evident that when an Arbacia egg is 
placed in a solution the osmotic pressure of which is not equal to that 
of the interior of the egg, water will be transported across the mem- 
brane under the influence of the outstanding difference in pressure on 
the two sides. This transfer takes place, according to the laws govern- 
ing such processes, in such a direction as to tend to equalize the differ- 
ence in pressure — i.e., from the more dilute to the more concentrated 
medium. The egg, being a dosed system, will consequently gain or 
lose water, and will finally come into a condition of equilibrium, when 
the osmotic pressure of the interior equals that of the surrounding 
medium. This gain or loss of water is equal to, and may be directly 
measured by, the change in volume of the egg. 

When in equilibrium with the external solution, we have already 
shown (8) that the product of pressure and volume of these cells is, 
as a first approximation, constant, and that 

= 0 ) 

Here, P„ is the osmotic pressure of a solution with which the cell is in 
equilibrium, and therefore is also the pressure inside the egg; F, is the 
celt volume at equilibrium; P, and F„ are pressure and volume of the 
egg in ordinary sea water. 

In the present paper we are dealing chiefly with cells not in equili- 
brium with the external solution and must therefore assume that the 
pressure-volume product is constant also under this condition. We 
write, 

rv = P. V. a o) 

where P and V are pressure and volume of the cell at any time. 

When the egg is not in equilibrium with the external medium, we 
observe the process of swelling or of shrinldng. According to assump- 
tion 5 the rate of transfer of water across unit area of membrane de- 



408 


KINETICS OE OSMOSIS IN LIVING CELLS 


pends only on the available pressure difference, and is proportional 
to it. Consequently the rate of transfer of water into or out of the 
egg will be proportional to the area of its surface, and to the difference 
in osmotic pressure between the interior and the external medium. 
This rate of transfer of water for the entire egg is measured directly 
by its rate of change of volume, and we write 


di 


k-S-(P - P„) 


(ID 


Here — is the rate of change of volume of the egg; S is the area 
at 

of the surface, P is the osmotic pressure of the interior of the egg, 
Ptx that of the surrounding medium, ^ is a factor of proportionality, 
which we shall term the permeability of the cell to water* 


It is seen that the equation holds equally for swelling >0^ or 
shrinking <0^, and is so written that k is always a positive 

nmnber. Moreover, it satisfies the condition for equilibrium = 0^^ 


that the internal pressure equal that of the external medium. 

Equation II cannot be integrated as it stands. However, Equation 
Id furnishes the necessary relation between the internal osmotic 
pressure, P, and the volume of the egg. Pcx is a constant in the 
integration; for the sake of s 5 Tnmetry we shall, however, introduce the 
constant Vc given by Equation I. 5 is readily expressed in terms of 
V, and we have: 


— = fe (36 
at 



(II a) 


* This definition of permeability is seen to possess a definite physical meaning 
ns., the number of cubic micra of water entering the cell per minute per unit area 
of membrane, per atmosphere of difference in osmotic pressure between interior 
and e.xtemal medium. This definition of permeability has been used in our more 
recent papers (4, 5); its value may be computed directly from the graph of the 
swelling or shrinking processes. 
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In this differential equation the variables are the time, i, and the 
volume o£ the egg, V ; all other terms are constant. On integration 
■we obtain the equation governing the expected course of swelling or 
shrinking : 


S(36 O'-P.V, • ( 



r.’ + (V, + v' 

(V,i _ vl). 


+ "s/i Un"* 


2 yi + v.t 
■v^3r,t 



r 

Vl. 


■where V is the volume of the eggs at time (. As indicated by the 
conventional notation, the term in the square brackets is to be taken 
between the limits V and V, _ 

The treatment given by Northrop is somewhat different. He con- 
siders two cases; (a) the membrane contains pores whose diameter 


* We shall find it convenient subsequently to refer to the entire right hand side 
ol this equation (without regard to limits) as/CV, y,), it being understood that 
in any one experiment of swelling or shrinking V, is a constant, given by Equation 

I. We therefore write HI simply 

k( 36 ir)t-p,y.-/=/(y,y,)]y,_^ cm a) 

For purposes of computation, it is helpful to note that f{V, V,) is homogeneous 
in V and F, and of degree We therefore have the identity 

/(y,y.)=a (y.)‘-/(^f_.i^ 

V 

This has the distinct advantage that 1) may be computed once for all for 

' V V 

a number of values these values of / arc then plotted against those of as a 

conversion cliart. The computation of f{V, F.) is thus reduced to three steps: 

. y 

1. Computation of 

. V 

2. Finding, by means of the conversion chart, /(•^, 1). 

3. Computation of /(F, F,) by the identity given above. The construction of 

V . V 

the conversion charts — one for swelling (— <1) and one for shrinking (— >1) — 
forms the only laborious part of the work. 


(Ill) 
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increases as the cell membrane is stretched in the swelling process; 
(b) the membrane, as it is stretched, does not alter in volume— its 
area increasing and its thickness decreasing. He then shows that 
both these assumptions lead to the same differential equation: 

from which he writes 


C:(36^)?P„ ■/ = V.i 


i In 

(F.i - 


— \/ 3 tan“i 


2 F^ + F,n ^ 
VsF.i jr, = o 


III 

(iV) 


where the notation is as in III.* It is to be noted that Northrop's 
“C 2 ” is difierent from the k of II and III. 


EXPERIMENTS 

The method employed in the present study is the same as has been 
previously described. Briefly stated, unfertilized eggs from a single 
specimen of Arbacia punctulata are placed in sea water which has been 
diluted with sufficient distilled water to give a solution having the 
desired osmotic pressure. Temperature control is accurate to ± 
0.5°C. With an ocular micrometer and low power objective, the 
diameter of an egg is measured at minute intervals. Since the cells 
are spherical, volume can be calculated from diameter. Each volume 
recorded in this paper represents the mean value of six cells. 

The first group of experiments here reported were designed to 
answer the question, Is the permeability of the cell affected by the salt 
concentration of the medium? Cells were taken from undiluted (100 
per cent) sea water and placed in 20, 40, and 60 per cent sea water, 

* We have converted Northrop’s notation to the form used in this paper. 

We note once more that the right hand side is homogeneous in F and F«; ve 
may, therefore, use the same method of computation by a conversion chart. In- 
deed, the presence of so many terms which are common to both Equations III and 
ITT y makes it possible to construct charts for both equations with very little 
additional labor. 
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respectively* The course of swelling was followed for a number of 
minutes. Data obtained from three experiments of this character are 
given in Table I. The same data have been used in Fig. 1, where 


1 

(SSirll-P.V. 


•/(F, r.) 


has been plotted against time. The resulting graphs are, in general, 
straight lines, showing that Equation III fits the data.** 

Moreover, these straight lines are approximately parallel, showing 
that there is no effect of salt concentration of the medium on perme- 
ability, at least under these conditions. Values of permeability factor 
k are given in Table I ; these values show no drift with concentration. 

In seven other experiments, in which various concentrations of sea 
water — 20, 30, 40, SO, 60, 70 and 80 per cent— were used in different 
combinations, and at temperatures ranging from IS to 21‘’C., the 
permeability factor was not found to vary in any definite way with 
the osmotic pressure of the medium. 

Similar results are obtained by applying Northrop’s equation. This 
is found to fit the data quite as well as Equation III. Constants 
calculated by means of Northrop's equation are given in Table I as 
values of Cj. These values also, it is seen, show no drift with change 
in concentration. 

It is, therefore, concluded that under these conditions — that is, 
when cells previously in 100 per cent sea water are made to swell in 
various hypotonic dilutions of sea water, permeability as now defined 
is not affected by the osmotic pressure of the medium. The “velocity 
constant” of the unimolecular equation used in earlier papers has 
been shown to possess no physical significance, and the “concentra- 


* By 20 per cent sea water, for example, is meant a solution consisting of 20 
parts of sea water and 80 parts of distilled water. 

** More accurately stated, the equation fits the data over the first few minutes 
of the experiment. The later points in the 20 per cent experiments are seen to 
rise above the straight line, indicaUng increase in permeability, which is probably 
due to injury, as cytolysis occurs a few minutes later. In contrast to this the 
later points in 60 per cent sea water (and especially in 70 and 80 per cent, as shown 
by unpublished experiments) tend to lie below the line, indicating that in these 
concentrations the equation does not fit the later part of the course of swelling. 
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tion effect” on this velocity constant is seen to be due to the empirical 
nature of the equation. 


TABLE I 

Data from three experiments (A, B, C) on the effect of salt concentration of the 
medium on permeability of the cell to water. The temperature was 15°C. The 
figures in the table must be multiplied by 100 to give the actual volumes in cubic 
micra. Each figure represents the mean volume of six cells. Volumes at times 
zero (0) have been obtained by extrapolation. In the bottom rows are given the 
values of the permeability factors obtained by the equation developed in this 
paper (,k), and by Northrop’s equation (C*). The values of k indicate the number 
of cubic micra of water that pass through one square micron of cell surface per 
minute per atmosphere of pressiure. The values of Northrop’s constant are ex- 
pressed in different units. It is seen that neither of these constants is affected by 
the salt concentration of the medium. 


Experiment: 

A 

B 

c 

Per cent sea 
water: 

20 

40 

60 

20 

40 

60 

20 

40 

60 

Time 










Min. 










0 

(2294), 

(2294) 

(2294) 

(1960) 

(2105) 

(2045) 

(2300) 

(2300) 

(2310) 

1 

2368 

2377 

2344 

2135 

2240 

2139 

2447 


2405 

2 

2543 

2523 

2447 

2298 

2358 

2223 

2666 

2494 

2494 

3 

2716 

2606 

2523 

2471 

2494 

2289 

2819 ^ 

2646 

2548 

4 

2850 

2742 

2582 

2582 

2591 

2363 

2914 

2742 

2616 

5 

2967 

2845 

2646 

2742 

2666 

2428 

3092 

2887 

2656 

6 


2914 

2691 

2903 

2767 

2480 

3313 

2962 

2721 

7 

3233 



3092 



3538 



S 

3348 

3114 

2809 

3279 

2914 

2557 

3894 

3114 

2845 

9 

3520 



3556 






10 

3629 

3290 

2898 


3065 

2646 


3389 

2940 

11 

3798 









12 

3965 

3440 

2962 


3216 

2731 


3642 

2994 

14 


3580 

3048 


3348 

2757 



3059 

k 

0.051 

0.052 

0.051 

0.058 

0.055 

0.055 

0.050 

0.049 

0.050 

c. X 10' 

2.50 

2.56 

2.55 

3.13 

2.79 

2.94 

2.62 




We have furthermore noted that Northrop’s treatment, based on 
different assumptions of membrane structure, is also satisfactory for 
describing the experimental data. Moreover, his differently defined 
“permeability,” C2, is also seen to be independent of the concentra- 
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tion of the external medium. Indeed, the equation k = C^S, which 
expresses the relation between Northrop’s permeability and ours, 
assures us that, if the constants be determined (graphically) always 
for the same volume of the egg, they will be proportional to one 
another. We conclude that the small effect of concentration noted 



Fig. 1. The effect of salt concentration of the medium on the permeability of 
the cell to water. Data from three experiments (A, B, C) given in Table I, have 

been calculated by Equation III. When ( 35 ^)! p y '•/ 1^*) is plotted against 

time the resulting graphs are, in general, approximately parallel straight lines, the 
slopes of which are the values of the permeability factor. It is seen that the equa- 
tion fits the data over the first several minutes; the deviations at later minutes 
are discussed in the text. 

by Northrop was due to the fact that the scanty data available to him 
at that time were less reliable than the present. 

That the two equations should agree so closely is explained when 
a numerical comparison of the two is made. It is then seen that the 
difference between the two becomes appreciable only in extremes of 
concentration which cannot be employed with this material, or at 
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volumes so dose to equilibrium that the experimental errors mask any 
real differences.* In short, at the present time, it is impossible to 
choose between the two treatments on the basis of kinetics alone. In 
the absence of definite knowledge of membrane structure it is conse- 
quently a matter of indifference which is chosen. 



Fig. 2. The course of shrinking computed by Equation III. Cells previously 
swollen in 60 per cent sea water were returned to ordinary sea water in which they 
were measured during shrinking. The temperature was 1S°C. 

It is seen that a linear graph is obtained, showing that the equation fits the data. 

As has been remarked, there is nothing in the derivation of the 
equation which in any way limits the treatment to swelling alone; 

* This is largely due to the presence, in both equations, of the term In (V,^ — 
F^) which predominates over all the rest. 
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indeed it is found adequately to describe the shrinldng process as 
well. This is shown to be the case in Fig. 2, which is typical of a 
large number of experiments. The cells, previously swollen in 60 per 
cent sea water, are returned to 100 per cent sea water and the course 


of shrinldng measured. 


The plot of’ 


1 

(36^)'P„F; 


f(y,V,) against time 


is seen to be linear, indicating that the equation fits the data for 
shrinking. Northrop’s equation describes the data equally well. 

It is observed, however, that the value of k for shrinking is much 
greater than the values for swelling given in the preceding experiments. 
This difference has been found invariably in a large number of experi- 
ments in which swelling and shrinking have been compared. 

A representative experiment is given in Table II. Cells have been 
measured while swelling in 60 per cent sea water at several tempera- 
tures. Other cells from the same animal, previously swollen in 60 
per cent solution, have subsequently been measured while shrinldng in 
ordinary sea water. Values of k, as determined by Equation III are 
given at the bottom of the table. It is seen that at corresponding 
temperatures, the value for shrinking is always greater than for swell- 
ing. The average rado of shrinking to swelling in this experiment is 


1.4. 


Thus we reach the surprising conclusion that permeability, as de- 
fined by Equation III, is greater in shrinking than in swelling. 

This at once suggests that Equation III may require modification. 
Indeed, one correcdon is already available. It was mentioned under 
assumption 1 that a fraction of cell volume is occupied by osmodcally 
inactive material. Hence Equation lo, heretofore used on account of 
its simplicity must be corrected for this fraction, which has been 
computed at 11 or 12 volume per cent (8). We now write for la 


P (V - « = P. (V. - b) 


in which b is the volume occupied by osmodcally inactive material. 

Making the necessary substitutions in Equation IIo and integrating, 
we obtain 


t(36T)t.P.(l'.-W/ = (r, 


yi + t 

Viv. 


,, V} + ^V,V)’‘+V'■ 

i'"— wv) 
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TABLE n 

Permeability to water during swelling compared with that during shrinking at 
several temperatures. The upper hah of the table represents the course of swell- 
ing in 60 per cent sea water, the lower half, the course of shrinking of cells returned 
from 60 per cent sea water to ordinary sea water. Permeability has been com- 
puted by Equation III (ks) and by Equation IV (fii), b has been taken as 12 per 
cent of the volume of cells in ordinary sea water. It is seen that there is less 
difference in the values of ki in swelling and shrinking than in the values of ks. 

Each figure represents the mean volume of six cells. The figures must be multi- 
plied by 100 to obtain volumes in cubic micra. The mean volume of 20 control 
cells in ordinary sea water was 2033 X 10^ 



Time 

12° 

1S° 

18° 

21° 

24° 


min. 







1 

2276 

2187 

2317 

2331 

2313 


2 

2368 

2253 

2428 

2447 

2471 


3 

2400 

2322 

2504 

2557 

2577 


4 

2447 

2381 

2548 

2631 

2691 


5 

2485 

2437 

2606 

2696 

2778 


6 

2509 

2494 

2651 

2731 

2834 


8 

2596 

2572 

2757 

2819 

2903 

Course of 

10 

2646 

2681 

2834 

2850 

2978 

swelling 

12 

2716 

2721 

2887 

2914 



14 

2783 

2778 

2967 

2967 



16 

2834 

2809 

3016 

3000 



18 

2850 

2809 

3026 

3037 



20 

2898 

2876 

3070 

3081 



22 

2919 

2898 





24 

2940 






kz 

0.043 

0.051 

0.071 

0.107 

0.135 


ki 

0.047 

0.059 

0.079 

0.111 

0.156 


1 

2871 

2819 

2861 

2757 

2606 


2 

2772 

-2716 

2778 

2596 

2428 


3 ' 

2691 

2666 

2606 

2485 

2344 


4 

2631 

2562 

2523 

2381 

2209 


5 

2562 

2494 

2461 

2326 

2179 

Course of 

6 

2499 

2447 

2400 

2244 

2152 

shrinking 

8 

2442 

2353 

2313 

2165 

2101 


10 

2395 

2285 

2262 

2109 

2092 


12 

2335 

2227 

2240 

2092 

2079 


14 

2335 

2218 

2205 




16 

2298 






kz 

0.067 

0.074 

0.098 

0.142 

0.175 


kt 

0.059 

0.067 

0.086 

0.128 

0.157 
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Equation IV has been found to fit the data, if anything, a little 
better than Equation HI.* Applying it to the data of Table II, we 
obtain the values for permeability given in the bottom row. It is 
seen that h for swelling is slightly increased while k for shrinking is 
distinctly reduced. The average ratio of shrinldng to swelling now 
becomes slightly greater than 1.1.** 

TABLE in 

Permeability to water during swelling in <M) per cent sea water compared with 
that during shrinking in cells returned from 60 per cent sea water to ordinary 
sea water. Permeability has been computed in several experiments by Equation 
ni (fca) and Equation IV (kO- 6 has been taken as 12 per cent of the volume of 
cells in ordinary sea water. The mean ratio of shrinking to swelling is, for is, 
1.51; for *4, 1.25. 


Tenp. 

Swellmg 

Shrinking 

lUUo 

SweUlag 

Shriokisg 

lUtio 

•c. 


». 


is 

it 


20 

0.081 

0.155 

1.91 

0.087 

0.141 

1.62 



0.067 

1.56 

0.047 

0.059 

1.26 



0.074 

1.45 

0.059 

0.067 

1.14 



0.098 


0.079 

0.086 

1.09 



0.142 


0.111 

0.128 

1.15 


0.135 

0.175 


0.156 

0.157 

1.01 

12 

0 041 

0.090 

2.19 

0.045 

0.076 

1.69 

15 

0.051 

0 086 

1.69 

0 057 

0.076 

1.33 

18 

0.079 

0 119 

1.51 

0.083 

0.106 

1.28 

21 

0.098 

0 125 

1.28 

0.104 

0.106 

1.02 

24 

0.133 

0.200 

1.50 

0.136 

0.184 

1.35 

18 

0.085 

0.118 

1.39 

0.084 

0.105 

1.24 

18 

0 077 

0.091 

1.18 

0.031 

0.082 

1.01 


However, this ratio varies considerably in different experiments. 
In Table HI, values of is and ii are given for a number of experiments, 

* A similar correction can of course be applied to Northrop’s equation. 

** While Equation IV describes the course of osmosis more accurately, it is 
relatively unwieldy. Therefore Equations II and III are to be preferred when no 
serious error is introduced by their use; this is the case in experiments in which 
cells from ordinary sea water are swelled in hjT)Otomc dilutions. 
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together with the ratios of these permeability factors for shrinking 
and swelling. The mean ratio of shrinking to swelling when computed 
by Equation III is 1.51; by Equation IV is 1.25. 

Thus Equation IV reduces the difference between shrinking and 
swelling by one-half, on the average. There stiU remains a significant 
difference between the two processes; water leaves the cell more readily 
than it enters. Consideration of the forces, such as elasticity and 
surface tension, and of mechanisms within the cell which might bring 
about this result will be made the subject of a future paper. 

DISCUSSION 

In the present paper a theoretical treatment of osmosis has been 
developed which we believe marks a step in advance. Permeability 
has been defined in terms having definite physical meaning. So de- 
fined, permeability is found no longer to be dependent on the osmotic 
pressure of the medium, and so we have simplified our conception of 
the mechanism by which the flow of water across the cell surface is 
regulated. Our working hypothesis in its present form has already 
been found useful in measuring changes in permeability brought about 
by various environmental factors. That the hypothesis is subject to 
further modification is suggested by the observations that permeability, 
as we have defined it, is not constant after the first few minutes of the 
swelling and shrinking processes, and that its numerical value is greater 
in shrinking than in swelling. 


SUMMAEY 

Using imfertilized eggs of Arbacia piinctulata as natural osmometers 
an attempt has been made to account for the course of swelling and 
shrinking of these cells in anisotonic solutions by means of the laws 
governing osmosis and diffusion. The method employed has been 
to compute permeability of the cell to water, as measured by the rate 
of volume change per imit of cell surface per unit of osmotic pressure 
outstanding between the cell and its medium. 

Permeability to water as here defined and as somewhat differently 
defined by Northrop is approximately constant during swelling and 
shrinking, at least for the first several minutes of these processes. 
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Permeability is found to be independent of the osmotic pressure of 
the solution in which cells are swelling. 

Water is found to leave cells more readily than it enters, that is, 
permeability is greater during exosmosis than during endosmosis. 
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ON THE TEMPERATURE CHARACTERISTICS FOR FRE- 
QUENCY OF BREATHING MOVEMENTS IN INBRED 
STRAINS OF MICE AND IN THEIR HYBRID 
OFFSPRING. I 

Bv GREGORY PINCUS* 

{From the Laboratory of General Physiology, Barvard University, Cambridge) 
(Accepted for publication, December 8, 1930) 

I 

In conjunction with a series of inve^^»ations concerned with 
hereditary behavior of the geotropic response of young rats (Crozier 
and Pincus, 1928-29; Pincus and Crozier, 1929), an attempt was made 
to ascertain whether similar relations could be discovered for an 
entirely different kind of activity, namely, the temperature relations 
of the frequency of breathing movements of young mice. An iiutial 
investigation established the fact that the data relating frequency of 
breathing movements to temperature could be described with suffi- 
cient accuracy by the Arrhenius equation (Stier and Pincus, 1928). 
Using essentially the same technique, but with improved methods of 
temperature regulation,^ the present investigation was begun with a 
study of the long-inbred strain of dilute brown mice. These were mice 
obtained from Dr. C. C. Little, which had undergone strict brother- 
sister mating for twelve generations and previous to this had been 
inbred for ^me years. The animals used in these experiments were 
of the sixteenth to nineteenth generation of strict brother-sister mating. 

* National Research Council Fellow (1927-30). 

^ The mice were placed in an air chamber immersed in a thermostat of the type 
described by Crozier and Stier (1927). After any setting the temperature of the 
chamber never varied by more than 0.1®C., usually by much less. Readings were 
made of the time taken for either five or ten respiratory beats, and from twenty 
to sixty single observations were made at each temperature. All readings were 
made when the animal lay perfectly quiet, and none were taken during periods of 
movement. For other details see Stier and Pincus (1928), 
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In collaboration with Dr. T. J. B. Stier the writer undertook a pre- 
liminary survey of this strain, using unselected individuals from vari- 
ous lines within the strain. A summary of the results is given in 
Table I. It will be noted that five distinct modal values of the criti- 
cal increment were obtained. In association with those most fre- 
quently observed, namely p = 20,000± and = 28,000±, we 
observed invariably a critical temperature in the region of 2S°C. 
(usually at about 24.5°C.). From 1S-2S°C. there was a regular in- 
crease of the frequency of breathing movements; beyond 2S°C. there 
was either no change in the frequency (i.e., a constant rate was main- 
tained), or there was a sudden decrease followed by a regular increase 
so that from 2S-35°C. there was reproduced the value of it obtained 
over the range 1S-2S°C. 

I then selected for final test only the offspring of a given male by his 
sisters. Out of nine young, six gave the value a = 24,000± (aver- 
age = 23,800) over the range 15-25‘’C., and three gave the value 
H = 28,000 ± (average = 28,600) over the range 15-2S°C. (see Fig. 
1). This male, his sisters, and their offspring were used exclusively 
in the succeeding crosses. Dilute brown animals No. 1 to 6 were 
tested in October, 1928, and Animals No. 7 to 12 were tested in April, 
1929, the latter representing sibs from the second generation of the 
original male (No. 10,01 1) . The animals tested were from 2 to 6 days 


acteristic. The data from three individuals (open circles) give an average value 
of 28,600 calories for the temperature characteristic. 

Lower curves: Mass plots of data from individual mice of the backcross genera- 
tion F, by dilute brown (over the range 15-25®C.). Four individuals (closed or 
partly closed circlets) showed a value of 24,000^= calories for the temperature 
characteristic, while three showed a value of 28,000^= . 

The lines drawn through the data for the backcross generation are exactly 
parallel to those drawn for the parental strain data. The data are brought to- 
gether in this and in succeeding mass plot figures by multiplication of the various 
sets by respective appropriate constants. Data of this and all succeeding figures 
were obtained in some cases by beginning observations at a low temperature and 
proceeding up the temperature scale, or by reversing this procedure, or by alter- 
nating “high” and “low” temperatures. Each plotted point represents an average 
of twenty to fifty single observations, generally thirty-five. There has been dis- 
covered no relation between the direction in which temperature changes were made 
and the resultant values of the derived constants. 
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old. This represents the range of ages ordinarily used in the succeed- 
ing experiments. These data, and those of Tables I and II, demon- 
strate that there is no significant change of the value of the constant 
/X within the range of ages and of weights employed. Apparently, 
however, within the pure line alternative values of the constant, 
namely, ju = 24,000± ov fj, = 28,000 d:, maybe exhibited, Further- 

TABLE I 


Data from Unselected Individuals from Several Lines of the Dilute Brown Strain of 

Mice 


No. of instances 

Age of animal 

Wdght 

Modal fi 

Extreme range 


days 

gm. 



1 

6 

1.94 

14,000 

14,080 

3 

2 

1.72 

16,000 

15,950-16,570 

1 

5 

2.23 




3 

. 2.14 



1 

6 ' 

3 

2.50 

20,000 

19,709-20,800 


6 

3.59 




2 

1.26 




4 

1.76 




7.5 

3.98 




10 

3.68 



6 

1 

[ 1.71 

28,000 

27,500-28,460 


10 

3.13 




8 

2.80 




12 

3.31 




3 

2.14 




5.5 

1 

3.14 



1 

10.5 

6.31 

34,000 

34,215 


more, a single individual may on different occasions exhibit either of 
these alternative values. As an example an individual of the first 
series (Table I) gave the value n = 28,200 over the range 15 -t 25°C, 
when it was 2 days old, the value jx = 20,100 when it was 4 days old, 
and again the value ft = 28,200 when it was 6 days old. 

A second strain of inbred mice {the Bagg albinos) was obtained ftora 
Dr. L. C. Strong. A preliminary examination of seven individuals of 
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the twenty-eighth brother-sister generation showed that an entirely 
different situation existed in this strain. All the individuals examined 
exhibited a definite critical temperature in the region of 20®C. (usually 
at about 19.4®C.). The value of the constant n over the range 15- 


table n 


Siimmary of data relating frequency of breathing movements to temperature in 
animals of the inbred albino strain (twenty-eighth to thirtieth brother-sister 
generation). 


Animal no. ^ 

1 

1 Value of 

Age 

Wdght 

IS to 2Q*C. 

Above 20*C. 




days 

tm. 

2 L6 1 


14,600 

7 

2.80 

1 L5 ' 

32,800 


4 

1.95 

2 L7 


13,900 

6 

2.60 

1 L3 


14,000 

7 

2.20 

1 L3 

34,600 

14,000 

3 

1.30 

1 U 

1 

14,100 

2 

1.40 

2 L6 

32,700 1 


7 

2.69 

2 L4(a) 

33,000 

14,200 

6 

2.15 

2 L4(b) 

34,500 1 

14,400 

9 

3.25 

1 L7(a) 


13,700 

4 

1.81 (1) 

1 L6 


13,800 

6 


3 L7 1 

14,300 

14,100 

6 

(2) 

1 MW 

34,400 

14,200 

8 

(3) 

A 

14,800 

1 13,900 

6 

2.50 

C(a) 

14,600 

1 14,500 

3 


B 

33,900 



3.70 

cw 

32,800 

1 14,800 

5 



(1) Nursed by dbr. 

(2) Nursed by dbr. 

(3) Nursed by dbr. 

(a) First trial. 

(b) Second trial. 


20®C. was usually 34,000±, but in a few cases the value was 14,000rfc. 
From 20°C. upward the value obtained was always 14,000=fc (see 
Table II). The critical temperature at 20®C. was demonstrated by 
either a change of increment from34,000±: to 14,000 =h or by an abrupt 
shift in the frequency of breathing movements (see Figs. 2 and 3). 












330 335 340 345 

Fig. 2. Lower curves: Mass plot of data from eleven individuals (closed or 
partly closed circles) of an inbred albino strain. Data from these individuals al- 
ways give evidence of a critical temperature in the region of 20®C., ordinarily by a 
change in value of the temperature characteristic such that above 20°C. the value 
is 14,000=i: calories, while from 15-20'’C. this value is 34,000± calories, or by an 
abrupt shift in the frequency of breathing movements at about 20°C. and a value 
of 14,000^ calories from 15-20°C. Thus in all cases the value of the temperature 
characteristic is 14,000* calories above 20°C., and it may be either 34,000* 
calories or 14,000* calories from 15 to 20*0. 

Upper curves: Mass plot of data from nine individuak of the backcross genera- 
tion Fj by albino. All the data plotted give a value of 14,000* calories for the 
temperature characteristic from 20°C. upward; five individuals give 34,000* from 
15-20’C.; three individuab give 14,000* from 15-20°C. 
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The preliminary findings were substantiated by later repetitions with 
the offspring of a single male by his sisters. Again, only the members 
of this selected line were used in subsequent crosses, although all the 
albinos exhibited essentially the relationship described. 

II 

It should be pointed out that the data from all these experiments 
are plotted against the internal temperature of the animals as recorded 
by a rectal thermopile. Justification for using internal rather than 
external temperature is had not merely in the logical consideration 
that the reactions involved are going on in the animal and therefore 
at the temperature of the body itself, but also in the obvious consist- 
ency of the data when the internal temperature is used. This is best 
illustrated by Figs. 3 and 4. Fig. 3 shows data tor an animal (No. 
2L4) of the albino strain which were obtained on two different days; 
the upper curve represents data obtained when the animal was 9 
days old; the data for the lower curve were taken when the animal was 
6 days old. The lines fitted to the data are obviously parallel, but 
the two sections are not equidistant, due to the occurrence of the criti- 
cal point at slightly different temperatures (0.7° apart) in the two 
cases. When, however, as in Fig. 4, the data are plotted against 
external temperature rather than against body temperature, there is 
no parallelism of the curves; and while an attempt may be made to 
fit the data by the Arrhenius equation this would not only be meaning- 
less but the fit is not good, and the apparmit values of the constant n 
obtained are really dependent on the temperature of the animal’s 
body. 

It has been pointed out previously (Stier and Pincus, 1928) that 
the internal temperature of young mice, within certain temperature 
limits, is never that of the environment, but always somewhat higher. 
A young mouse placed in a chamber where the external temperature 
is different from the body temperature becomes cooled or warmed in a 
regular manner, until the internal temperature reaches'a certain fairly 
constant level. The curve of Fig. 5 is a typical cooling curve showing 
the change in internal temperature after a constant external tempera- 
ture is attained. It will be noted that the curve is asymptotic. 
Analysis of such curves is reserved for future consideration. It is 
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sufficient to note here that readings of the frequency of respiratory 
movements were taken at the approximately constant level of mternal 



330 335 340 343 


Fig. 3. Data for inbred albino animal No. 2L4, taken on two successive occa- 
sions. The open circles represent data taken when the mouse was si.x days old, 
the closed circles data taken when the mouse was nine days old. These data 
(as all the data of these experiments) are plotted against the internal tempera- 
ture of the animal. Note an increase in the absolute rate of respiratory movements 
when the mouse is older, but no change in the value of the slope constants. See 
text and Fig. 4. The one point at 16.82° which deviates markedly from the 
line drawn through the data is derived from observations which show a compara- 
tively high probable error (the coefBcient of variation is about twice that of 
the points on either side); none the less these data do contain a number of single 
readings which fall on the line drawn. 

temperature represented by the extreme lowermost portion of the 
curx'e (Fig. 5), with simultaneous and continuous recording of the 
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internal temperature. It is to be noted further that the residual 
difference between the internal and externa! temperatures is itself a 
function of temperature, the difference increasing with increasing 
internal temperature. 



In the Fi and backcross generations to be described, experiments 
were chiefly carried on over the range 1S-2S°C., in order to obtain 
accurate tests over a limited range and because of the complicating 
occurrence of a critical temperature at 25°C. in many cases. 
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In the two inbred lines some of the animals used were put to nurse 
with mothers of the other inbred line (c/. Table II), to ascertain 
whether the value of the temperature characteristic might be modified 
through the mother. In every case the temperature characteristic 
obtained was that t3^ical for the young mouse’s strain, never that of 
the nurse mother’s strain, although the animals tested were nursed 



An9W 9'JO 9€0 9=30 450 1900 lO'lO 1920 


Time 

Fig. 5. Curve showing the rate of cooling of a young mouse after the external 
(air) temperature had become relatively constant (14.87-14.83°C.). The gal- 
vanometer deflection is a measure of the difference between the rectal temperature 
and the external temperature. Each division of the galvanometer scale equals 
0.294°C. 

for as long as 9 days by the foster mother. In the Fi generation four 
yoimg were nursed by di'lule hrown mothers, and eight by albino 
mothers (Table III). Again there was no apparent correlation be- 
tween the temperature characteristics for the young and the type of 
nurse mother. 
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ni 

Table III gives the results obtained on testing twelve Fi animals 
from reciprocal crosses of the two selected lines of animals. In all 
these except one, a definite critical temperature occurred at 19.5 ± 
0.7°C., as in the albino strain. It will be seen that in general the 
value of the temperature characteristic exhibited over the range 15- 
20°C. is 24,000±, while beyond 20°C. the value most frequently 
obtained is 14,000±. Thus over the range 15-20‘’C. the values typi- 
cal for the dilute brmn strain are exHbited, while beyond 20'’C. the 
value typical for the albino strain is had. There are exceptions to 

TABLE m 


Fi-DUiUe Brovm X Albino 


MUxUl\ BO* 

1 Value otfi 


15 to 20*C. 

Atove 20*C. 


F. 1 

28,380 

14,280 ! 

dilute brown 

2 

24,600 

14,600 

“ 

3 

23,640 



4 

24,370 

14,280 

albino 

5 

24,700 

14,600 

{( 

7 1 

23,700 

14,200 

“ 

S 1 

34,800 

14,230 

“ 

9 1 

24,100 


1 “ 

11 ■ 

23,400 

14,600 

1 " 

12 ' 

13,800 

24,300 

1 dilute brown 

13 

23,700 

14,600 

albino 

14 j 

24,150 

24,150* 

it 


•No break at 20°C. 


this (Table III), but in no case is any value obtained ■which has not been 
observed hi one or the other of the two parent strains. What one might 
expect in the progeny of such a cross is a priori unpredictable. The 
ordinary Mendelian conception of dominance and recessiveness is not 
necessarily appUcable here, because we are dealing with a two-co- 
ordinate system, whereas the genic effect ordinarily studied represents 
the end-point of a process, not the process itself (cf. Crozier and Pin- 
cus, 1929). Were it not for the exceptional occurrence of ^ = 24,000± 
from 20°C. upward and of 34,000 or of 14,000 from IS-20'’C., it would 
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obtained in the two backcrosses as well as certain types of curves not 
found in the parent strains or generally in the Fi generation. The 
upper and lower curves illustrate the reality of the “shift” at 20°C. 
The middle curve gives the rather unusual situation in which the 
value of n is less at the lower temperatures than at the upper tempera- 

TABLE V 


Fi X Albino 


Animal no. 

Value of It 

15 to ZO'C. 

Above 20°C. 

1 

24,600 


2 

24,200 


6 

23,500 

14,300 

14 

24,600 

13,500 

17 

23,800 

14,400 

28 

24,000 

14,300 

29 

23,900 

14,700 

41 

24,300 

15,100 

45 

• 24,200 

13,500 

3 

14,200 

13,600 (?) 

5 

14,600 

14,900 

40 

14,600 

14,400 

4 

32,500 

14,000 

8 

34,800 

14,400 

11 

33,000 

14,100 

15 

34,600 

13,700 

39 

33,800 


44 

34,600 

24,200 

16 

28,000 


42 

28,300 

14,600 

12 

14,300 

23,800 

7 

23,700 

[ 23,900 

27 

24,000 

23,600 

42 

24,300 

28,500 


tures. Such a combination {y. = 14,000± from 15-20°C. and 24,000± 
from 20°C. upward) is, however, to be expected if there exists a 
genetic recombination of the various types of curves observed in the 
parent strain. It will be noted again that the values of n are 07tly 
those values observed in the parent strains, though many other values 
“might” have been obtained (cf. Stier and Pincus, 1928, and Table I). 
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Fig. 8 assembles three individual curves out of the backcross 
The upper and middle curves are from data on the same indi^ 



Fig. 6. Upper curve: Data from five individuals of the Fi generation 
gave the same values of the temperature characteristic, namely, 24,000=» 
15-20®C. and 14,000± from 20'*C. upwards. Middle curve: Data fror 
individuals of the backcross generation Fi X albino. 

Lower curve: data from three individuals of the backcross generation 
dilute brown. The lines drawn through the data for the two backcross j 
tions are exactly parallel to those drawn through the F< data. (No atte 
made to distinguish individuals by separate s 3 nnbols.) 

taken on successive occasions. The existence of a critical ten 
ture at 20®C. is demonstrable in one instance (middle curve) 1 
abrupt shift in the rate as well as by a change in the value of the 
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obtained in the two backcrosses as well as certain t 5 T)es of curves not 
found in the parent strains or generally in the Fi generation. The 
upper and lower curves illustrate the reality of the “shift” at 20°C. 
The middle curve gives the rather unusual situation in which the 
value of ii is less at the lower temperatures than at the upper tempera- 

TABLE V 
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24,200 
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14,300 

23,800 
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23,700 

23,900 

27 

24,000 

23,600 

42 

24,300 

28,500 


tures. Such a combination = 14,000± from 15-20°C. and 24,000:±: 
from 20°C. upward) is, however, to be expected if there exists a 
genetic recombination of the various types of curves observed in the 
parent strain. It will be noted again that the values of ii are only 
those values observ'ed in the parent strains, though many other values 
“might” have been obtained (cf. Stier and Pincus, 1928, and Table I). 
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Fig. 8 assembles three individual curves out of the backcross data. 
The upper and middle curves are from data on the same individual 



Fig. 6. Upper curve: Data from five individuals of the Fi generation which 
gave the same values of the temperature characteristic, namely, 24,000ifc from 
1S-20*C. and 14,000* from 20®C. upwards. Middle curve: Data from nine 
individuals of the backcross generation Fi X albino* 

Lower curve: data from three individuals of the backcross generation Fi X 
dilute brown. The lines drawn through the data for the two backcross genera- 
tions are exactly parallel to those drawn through the Fi. data. (No attempt is 
made to distinguish individuals by separate symbols.) 

taken on successive occasions. The existence of a critical tempera- 
ture at 20®C. is demonstrable in one instance (middle curve) by an 
abrupt shift in the rate as well as by a change in the value of the tern- 
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Fig. 7. Upper cur\'e: Data from three individuals of the backcross Fj X aldi/tp, 
illustrating the nature of the "shift” at 20°C. (c/. lower curve). 

Middle curve; Data from four individuals of the backcross Fi X dthife brov.'n 
and from one individual of the backcross Fj X albino illustrating a recombination 
of two parental types of curve. 

Lower cur\'e: Data from three indirdduals of the backcross Fj X dilute brovn 
and from two individuals of the backcross Fi X albino, showing the "shift” at 
20'C. in association with values of 24,000=^= of the temperature characteristic. 
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Fig. 8. Data for three backcross individuals. 

Upper curve: Mouse No. 42, 8 days old. 

Middle curve: Mouse No. 42, 6 days old. Note critical temperature (19.95®C.) 
at same temperature in each case, but expressed by a “break” in the upper curve 
and by a “shift” in the middle curve. Horizontal bars above and below the point 
at 19.88“C. (middle curve) represent the two modes of a bimodal frequency 
distribution for the data taken at that temperature. 

Lower curve: Mouse No. 44 Ft X albino generation. See text. 
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perature characteristic. In the upper cun^e, on the other hand, 
there is no shift but simply a change in value of the temperature char- 
acteristic. Here also one sees in an indindual what is obser\fed in 
the data as a whole, — ^namely, the occurrence of t}T>ical though not 
the same values of the temperature characteristic over the tempera- 
ture ranges used. The lower curv-e illustrates how data for a single 


TABLE 


Animal no. 

Tempcralure 

lOO/T 

Average time 
for five beats 
(first thirty 
readings) 

Probable error 

si: 

100 PE 

mean 

Dihtle broiL'n 

'C. 

15.25 

.34680 

12.596 

0.204 

1.62 

1 

16.43 

.34539 

10.463 

0.191 

1.81 


•17.57 

.34404 

8.573 

0.113 

1.31 


18.16 

.34334 

9.130 

0.147 

1.61 

1 

20.13 

.34103 

6.586 

0.104 

1.58 


21.85 

.33904 

5.126 

O.OSS 

1.66 


23.54 

.33711 

3.920 

0.068 

1.73 


24.92 

.33555 

3.400 

0.064 

1.88 


25.95 

.33440 

3.166 

0.054 

1.70 


26.92 

.33331 

3.906 

0.105 

2.69 

Back cross 

15.66 

.34631 

7.506 

0.104 

1.38 

S 

16.90 

.34483 

5.636 

0.083 

1.46 


17.47 

.34415 

4.973 

0.073 

1.46 


18.60 

.34282 

4.126 

0.054 

1.30 


•18.89 

.34248 

3.733 

0.040 

1.06 


19.86 

.34134 

3.493 

0.041 

1.17 


21.40 

.33956 

3.050 

0.033 

l.OS 


22,86 

.33788 

2.566 

0.029 

1.11 


24.61 

.33590 

2.300 

0.025 

1.09 


25.92 

.33443 

1.993 

0.023 

1.16 


* First temperature. 

individual are veiy* well fitted by curves from which the t}’pical values 
of the constant p may be calculated. 

Tliat the lines fitted to the obseri'ed frequencies are justified is 
borne out not merely by the way the points “hew to the line,” but 
also by a consideration of the variability of the data. It has been 
pointed out (c/. Crozier, 1929;Navez, 1930; Stier, Pincus, and Crozier, 
1931) that adequate data taken over a range of temperatures and de- 
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scribed by the Arrhenius equation should show a constant coefficient 
of variation, and that the probable errors of the mean observations 
should change in the same way with temperature as the means. This 
is in fact the case with these data. A statistical study of this varia- 
tion is considered elsewhere (c/. Stier, Pincus, and Crozier, 1931), but 
a concrete illustration of the nature of this independent test of the 
goodness of fit of the lines drawn to the present data is given in Fig. 9. 
The data for Fig. 9 are given in Table VI. The last column of Table 
VI gives a “coefficient of variation”. In the case of dilute brown 
animal No. 1 note the obvious increase in variation beyond the critical 
point at 25°. The points 1S?66 to 18°90, clearly below the critical 
point in the case of backcross animal No. 8, give an average value of 
100 P E 

1.400 for the ratio : those above the critical point give an 

mean 

average value of 1.122. This difference is significant and indicates 
that they belong in separate categories. One point (at 18°.89) below 
the critical temperature represents the first temperature used in the 
experiment and falls on the line drawn for points above the critical 

temperature. The value of the ratio — — for this point is 1.06 

mean 

and falls in with the average values for points on that line (for another 
case see Crozier, 1929, p. 97). 

It is also pertinent to remark that where a critical temperature 
occurs, one may find in a set of data taken just above or below the 
critical temperature, a bimodal distribution of the frequencies repre- 
senting frequencies typical of now one, now the other curve. The 
mean value from such data would lie between the two curves. The 
point at 19°98 in the middle curve of Fig. 8 illustrates such a situa- 
tion, the two modes observed in the data being represented by the 
horizontal lines. The mode for the lower frequencies lies exactly on 
the lower line (a = 28,500), whereas the mode for the higher fre- 
quencies lies below the upper line (n = 24,300) . This meets expecta- 
tions exactly, inasmuch as certain respiratory beats proper to the 
lower frequencies might well be included in readings containing chiefly 
beats of higher frequency, and inclusion of beats of high frequency in 
readings of lower frequencies is not to be expected so often since the 
mean is so dose to that to be expected from the lower line. 




335 340 343 

(Krxio’) 

Fig. 9. Closed circles represent data on breathing movements; each point is the 
mean of the first thirty readings. Open drcles represent the cologarithms of the 


probable errors at each temperature. Upper two curv'es from backcross animal 


Xo. S. Lower two cur\-es from dilute hrouuz animal Xo. 1. The curv'es drawn 


through the open circles are e-tactly parallel to those drav.'n through the closed 
drcles. The one point markedly off (at I7°57) in the lowest curve is from read- 
inp taken at the first temperature studied; such points arc often "aberrant.” See 


teat and Table \T. 
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V 

There are indications of genetic segregation of certain of the rela- 
tions of breathing-frequency to temperature, but data are as yet in- 
sufficient for any thorough genetic analysis. One observes, for ex- 
ample, a critical temperature at about 20°C. in all the albinos tested, 
but in none of the dilute browns tested. Eleven out of twelve Fi 
animals show this critical temperature, all backcross animals out of 
the cross Fj X albino show it, and fifteen out of twenty-two animals 
of the cross Fj X dilute brown show it. The implication is that this 
critical temperature is dominant and that segregation occurs in the 
e3q)ected backcross (F, X dilute bromt). 

Again, one observes a sort of segregation of the constant n- Over 
the range 15-20°C. most of the Fi animals (ten out of twelve) show 
the value n = 24,000± or 28,000db, which is the dilute bromt type. 
Similarly, in the range 20°C. upward, eight out of ten animals show 
the value m “ 14,000±, which is the albino type. If the value n 
24,000± or 28,000± were "dominant” over the range 15-20°C., and 
if this “dominance” were due to a single Mendelian factor, we would 
expect in the backcross Fi X albino approximately equal numbers of 
the dilute bromt type (a = 24,000± or 28,000±) and the albino type 
(a = 34,000±orl4,000±). Actually we observe fourteen individuals 
showing the dilute bromt type to eleven showing the albino type. If 
over the range 20°C. upward the albino type (a = 14,000±) were 
"dominant” we would expect all individuals to show this value in the 
cross Fi X albino. Actually eighteen out of twenty-three individuals 
show this value, five giving the value a = 24,000±. The latter five 
are from any strict Mendelian standpoint “exceptional” individuals. 
In a like manner one finds indications of segregation in the backcross 
Fi X diiute brown, but again six “exceptional” individuals are 
observed. There is, therefore, neither in the Fi or backcross genera- 
tions any simple Mendelian behavior. As has been pointed out, one 
need not necessarily expect results conforming to the elementary 
Mendelian scheme, but the suggestion of an approach to such be- 
havior opens interesting possibilities. Speculation in this direction is 
deemed unwise until a more exhaustive analysis is undertaken. 

The writer wishes also to defer discussion of the literature in t'-" 
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field in which this investigation represents a special phase. It may 
be pointed out, however, that the tj^ie of approach further exemplified 
in these experiments offers a unique method for unearthing and in- 
vestigating otherwise undetectable physiological differences, and has 
special advantage in that it permits the study of the genetics of func- 
tional relationships in single individuals. 

The occurrence in the Fi and backcross generations of only those 
values of the temperature characteristic found to be exhibited by the 
parent strains has a peculiar significance for the theory of tempera- 
ture characteristics. Crozier (1926, clc.) has analyzed a great variety 
of biological reactions involving temperature relations, and has found 
that the temperature characteristics derived exhibit a number of 
"modal” values. The values derived from the data of the present 
experiments fall into certain of these modal groups. Whether such 
modal values have any specific physico-chemical significance is as yet 
undetermined, but it cannot be questioned that the results of these 
experiments indicate that the particular values here observed have 
reality in a biological sense. For one can conceive of no more rigid 
test of the biological integrity of a process than that its descriptive 
constants are recoverable in successive generations of crossbreeding 
(c/. Pincus and Crozier, 1929; Crozier, Stier and Pincus, 1929). 

SUMMARY 

Young mice of a selected line of the dilute hrou)n strain of mice 
exhibit over the range 15-25°C. (body temperature) a relation of fre- 
quency of breathing movements to temperature such thatwhenfitted 
by the Arrhenius equation the data give a value for the constant u 
of 24,000 ± calories or, less frequently, 28,000 ±. Young mice of an 
inbred albino strain show over the range 15-20°C. a value oi n = 
34,000 ±, or, less frequently, 14,000±, with a critical temperature at 
about 20°C. and a value ol u = 14,000± above 20°C. The Fi hybrids 
of these two strains, and the backcross generations to either parent 
strain, exhibit only those four values of the temperature characteristic 
observ’ed in the parent strains and none other. One may therefore 
speak of the inheritance of the value of the constant fi, but the inheri- 
tance shows in this instance no Mendelian behavior. Furthermore 
there appears to be inherited the occurrence (or absence) of a critical 
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temperature at 20®C. These experiments indicate the ^^biological 
reality** of the temperature characteristics. 
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THE PHYSIOLOGICAL PRINCIPLE OF MINBIUM WORK 
A Reply 

By CECIL D. MURRAY 

(Front the Department of Ifedictne of the College of Physicians and Surgeons of 
Cohimbia University and the Presbyterian Hospital, Now York) 

(Accepted for publication, December* 11, 1930) 

P. S. Bauer' has recently questioned the validity of the Physio- 
logical Principle of Minimum Work as formulated and applied by 
me' to certain problems concerning the efficiency of operation of the 
oxygen transport system in man. 

In contrast to his opinions or the implications which he makes in 
respect to my work, I reply that this principle should not, and does 
not rest upon any principle of physics which applies, like the Principle 
of Least Action (no mention of which was made in my papers), ex- 
clusively to ideal conservative systems. PoiseuiUe’s law of flow was 
used as the simplest approximation to conditions obtaining in capillaries, 
and the gravitational factor (especially for a man in the basal state 
and lying down) was neglected as one of secondary magnitude com- 
pared to those dealt with in the general problem. Some elementary 
procedures in calculus, mechanics, and graphical analysis were used 
in solving the purely mathematical portions of certain problems, but 
these were simply the ordinary working tools of applied mathematics. 
Although supported by many analogies and general e.xperience, the 
validity or “justification” of the Physiological Principle of Minimum 
Work rests primarily upon the approximate consistency established 
between theory and certain facts of observation. 

The principle merely states that in many cases and especially in 
the circulation of the blood the cost of actual operation of living 
systems tends to be a minimum and that cost is to be measured in 
units, like the calorie and the erg, which have dimensions equivalent 
to those of itiork. 

' Bauer, P. S., J. Gen. Physiol., 1929-30, 13, 617. 

' Murray, C. D., Pros. Nat. Acad. Sc., 1926, 12, 207, 299; J. Gen. Physiol., 1926- 
27, 9, 835. 
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ON CHB.OMOSOME BALANCE AS A FACTOR IN DURATION 
OF LIFE 


Bv JOHN W. GOWEN 

{From the Department of Animal Pathology oj The Rockefeller Institute for Medical 
Research^ Princeton, N. J,) 

(Received for publication, December 16, 1930) 

The earUest census returns showed that males in the human spedes 
live a shorter duration of time than the females. These sex differ- 
ences in life span are found in a wide variety of races and world wide 
environmental conditions. In the United States Life Tables for 
1910 Glover presents the average expectations of life for thirteen 
countries in eleven age groups up to the age of eighty years. To 
fadlitate a clear-cut quantitative grasp of the problem as distinguished 
from the qualitative one we may quote these figures for the expecta- 
tion of life in years at the first year of life. The male duration of life 
is given first followed by that of the female. In Australia the male 
expectation of life is 55.2 years and the female 58.8 years; Denmark 
54.9-57.9; England 48.5-52.4; France 45.7-49.1; Germany 44.8-48.3; 
Holland 51.0-53.4; India 22.6-23.3; Italy 44.2-44.8; Japan 44.0-44.9; 
Norway 54.8-57.7; Sweden 54.5-57.0; Switzerland 49.3-52.3; and in 
the United States 49.3-52,5. The males live throughout a shorter 
time than the females. This difference persists under conditions as 
diverse as those from the north temperate zone to the equator, under 
as varied public health administrations, food conditions, and popula- 
tion densities as lands under cultivation and civilization for unknown 
time to lands first broken by the plow within the memory of living 
men, and finally with peoples of long widely separated racial origin. 
This difference in the mean life span of the two sexes likewise holds 
for much of the animal kingdom. 

It is natural to ask what may be the cause of these sex differences 
in duration of life. Drosophila is in many ways exceptionally well 
fitted to the study of such problems, as well fitted to population 
studies perhaps as the albino rat is for nutrition or the rabbit for 
447 
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immunology. It has been intimately studied for its duration of life 
under a number of strictly controlled experimental conditions. Pearl 
and his coworkers have presented hfe tables showing the duration of 
life of the separate sexes for several races, food conditions, densities of 
population, temperatures, etc. Under all of- these conditions and 
races the relative duration of life of the males vs. that of the females 
was surprisingly alike in one respect. The males lived a shorter time 
than the females. As a typical result of these studies it was shown 
that the duration of life of the normal wild type fly was 45.8 days for 
the males and 48.0 days for the females. The difference in the ex- 
pectation of life of the males and females then holds for these insects 
as it does for man. This result is true even for such racially diverse 
strains as those of vestigial where the hfe span is markedly affected 
by inheritance. In an experiment on this race it was found that the 
male duration of hfe was 14.1 days and the female 19.8 days. Despite 
the pronounced dissimilarity in the hfe of these two groups standing 
in a ratio of about 3 to 1 and attributable to the inheritance of the 
two races, the sexes still show this marked difference, the female 
hving the longer hfe. In another experiment where the food condi- 
tion was the major variable the sex difference in hfe duration held in 
much the same degree as under the conditions of fuU feeding, the differ- 
ence being about 10 per cent. Under temperature variations as 
extreme as those from 18-28°C. the sex differences in hfe stiU held 
although hfe at the cold temperature moved only about half as fast 
as it did in the hot chmate as measured by hfe rates of 43 days and 
71 days for the cold temperature and 23 days and 29 days for the hot 
temperature, male duration of hfe being given first. 

The differences in duration of hfe of the sexes is as common for the 
fly Drosophila as it is for man. What it may be asked is the physiologi- 
cal basis foi: these differences? Many suggestions have been offered 
to explain the difference. Some have attributed it to a difference in 
the environment in which the sexes hve, males being pugnacious by 
nature are exposed to sudden death more frequently than the female, 
or again since in the nature of things the male is to get the food in the 
struggle for survival he is subject to economic viscissitudes and their 
attendant physical and mental stresses to a greater extent than the 
protected females. From the point of view of another group, man in 
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his search for food for himself or his industries is exposed to more dis- 
eases than the female, thus favoring the males’ earlier death. Unfor- 
tunately, plausible as these and many other suggestions are for man, 
they do not hold for Drosophila kept under carefully controlled condi- 
tions where both sexes have not only an equal chance but an optimal 
chance to show their full potentialities for life. Yet the difference in 
life span exists in as marked a degree. There would appear to be 
something much more important than environment or at least deeper 
in life’s structure to account for the observed differences. A moment’s 
consideration of the physical basis of sex may indicate what this 
factor differentiating the life of the two sexes may be. 

Current research in modem biology has come to the view that sex 
is a resultant of interacting forces generated by the balance of genes 
within the so-called sex chromosomes and the other chromosomes of 
the group, the autosomes. The male balance in Drosophila and 
probably in man is determined by one sex chromosome of the X-type 
and the two sets of autosomes. The female balance appears to be the 
resultant of two sex chromosomes of the X-type and the two sets of 
autosomes characteristic of the spedes. This differentiation goes back 
to the egg. It initiates the chain oPevents which normally leads to 
the adult sex differences. In tUs paper attention is called to these 
chromosome differences as a possible explanation of the differences 
in the duration of life of the sexes. This hypothesis may be ap- 
proached in Drosophila melanogaster because under certain conditions 
other forms than those producing the normal male and female com- 
plex of chromosomes are produced. These forms are (1) triploids 
having three sex chromosomes and three of each chromosome of the 
autosome group and (2) sex-intergrades having two sex duromosomes 
of the X-type and generally a Y-chromosome, and three of each 
chromosome of the autosome group. 

The triploid is thus just like the normal female (two sex chromo- 
somes of the X-type and two of each chromosome of the autosome 
group) save that it has added to its chromosome complex a full hap- 
loid group of chromosomes, (one X-chromosome and one each of the 
autosome group). The balance between the sex chromosomes and 
autosomes is therefore the same as in the normal female. The dura- 
tion of life of these triploids gives a test of the influence of an extra set 
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of chromosomes when the whole is in full balance. The second 
group of abnormal forms, the sex-intergrades, furnish a group with 
extra chromosomes but with the X-chromosomes unbalanced as com- 
pared with the autosomes. The triploids furnish a test of the effect of 
the extra chromosomes in balance, and the sex-intergrades furnish a 
test of the influence of the unbalance between the X-chromosomes and 
the autosomes. Should it be that the normal male’s duration of life 
is shortened by the unbalance of his single X-chromosome with the 
two sets of autosomes, then by parallel reasoning it would be expected 
that the sex-intergrades would likewise have a shorter -duration of life 
than the triploids. If the facts actually observed fit this reasoning 
they become proof for the theory that the difference in the duration 
of life of the sexes is due to differences in chromosomes number and 
therefore gene balance. 


Material and Methods 

The material from -which these stocks of flies were derived came from a race 
bred some 300 generations in my laboratory, kno-wn as the cx. stock. This stock 
has the property of the females producing diploid eggs which on fertilization give 
triploid flies. Triploid flies from these stocks were selected in the course of ob- 
serving these cultures. They were then bred to the inbred stock of cx. flies for a 
number of generations. After the expiration of not less than five generations of 
such matings individual bottle matings were made and from these bottles the 
four classes of flies were selected ha-ving the following cellular characteristics: 



Sex chromosomes j 

1 

Auto- 

somes 

Condition 

Type males 

IX 

■ 

6 

unbalanced 

Type females 

2 X 

6 

balanced 

Triploid females 

3X 


9 

balanced 

Spt int-pr^raHps 

2X 

ID 

9 

unbalanced 




The technique was as follows: The parental triploids for these experiments were 
mated singly and placed in the ordinary half-pint milk bottles on the standard 
com meal — Karo — molasses — salts and yeast media. The cultures were incu- 
bated at 22° imtil they were about to hatch. The bottles were examined and all 
hatched flies removed -within 24 hours after hatching. The freshly hatched flies 
were examined for triploids. The triploids were the least frequent class. Thesex- 
intergrades, normal males and females followed in frequency in the order named. 
The two classes of especial interest to the experiment were the triploids and sex- 
intergrades. If either triploids or sex-intergrades were present a random sample 
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of the other classes was made from the flies from this same bottle in number ap- 
proximately equal to the triploid or the sex-intergrade classes. These samples 
of the different classes were placed in separate vials one inch by four inches fitted 
with a stopper perforated with a large hole covered by copper screen and carr>'ing 
a glass slide on which was kept a thin layer of the food medium plus yeast. These 
glass slides were changed every other day throughout the life of the flies in the 
bottle. These vials were always kept next to each other in the racks at a tem- 
perature of 22°. Counts of the deaths were made daily. 

As the chance of finding more than a very limited number of triploids per 
bottle on any one day is slight it follows that the density of flies per duration of 
life bottle was low. Furthermore, since two classes were of interest the classes 
could not be kept identical in number. Pearl and Parker have shown that a 
density less than thirty-five flies per bottle is detrimental to a long duration of 
life. Our initial densities varied from one to ten per bottle. The average density 
was 4.9 flies for the normal females, 4.2 flies for the normal males, 2.4 flies for the 
triploid females, 5.1 flies for the sex-intergrades. The actual figures for the dura- 
tion of life vathin one bottle would therefore be expected to be less than in bottles 
where the density is about the optimum, thirty-five flics. However, this effect 
is equally common to all classes of our flies. The result for our normal males and 
females when compared with those of Pearl and Parker show that in our experi- 
ment this factor density had the same order of effect as it did in their experiments. 

Survivorship Cttrves 

The data are plotted as the number of individuals surviving at the 
beginning of each indicated age period, on the basis of 1000 flies start- 
ing together at immergence. The -whole number is given in each case. 
The raw data are given, no effort being made to smooth the results. 

These distributions and the graphical presentations of them in 
Fig. 1 show at once that the groups are markedly differentiated. The 
features distinguishing these groups have as their ultimate cause the 
chromosome differences found within their cells. These chromosomes 
are balanced or unbalanced. This chromosome balance in turn in- 
fluences the balance of the genes since the chromosomes are the carriers 
of the genes. 

The normal females show the longest duration of life as evidenced 
by the fact that their life line is the highest of the diagram. The trip- 
loid females show practically the same duration of life as that for the 
normal diploid females. This fact is significant since these two types 
of flies have their chromosomes in balance three sex chromosomes to 
three sets of autosomes and two sex chromosomes to two sets of 
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If all the curves be examined it will be noted that the sex-intergrade 
curve differs from the rest in that it presents the form of a straight line 
diagonal of the chart. The instantaneous death-rate is thus a con- 
stant at all ages from the time of immergence as the imago to the 
death of the last fly. 



Fig. 1. Survivorship distribution of Drosophila for individuals with different 
chromosome groups. 

The other three curves are about midway between tins type and the 
other theoretical type of a right angle curve where all the individuals 
immerging from the pupa live to the same age when they all die. 
These Drosophila curves are thus closely similar to the many curves 
published on other Drosophila material and on man. 
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Table TI shows the physical constants of variation for the duration 
of life within the four groups. The most noticeable fact about this 
tabulation is that the normal females and the triploid females lived 
the same average length of time. Both of these flies are females 
in every sense (Gowen, 1930). The males lived 4.2±1.0 days less 
than the normal female and triploid classes. Qualitatively and also 
quantitatively this diJfference is comparable to that found in many 
studies, the males living a tenth or so less time than the females. The 
sex-intergrade class live the least time of all, in fact only half the life 
of the t 3 q)e males, females, and triploids. The unbalance of the 
chromosomes makes the type males differ from females in the features 
by which they are normally recognized. The expression of these 
differences is found in the length of the Hfe span just as in the more 


TABLE n 

Constants of Variation for Life Span in Drosophila, Balanced and Unbalanced 

Chromosome Cohorts 



Mean 

Standard 

deviation 

Coefficient of 
variation 

Type females. 

33.1±.6 

17.9±.4 

S4.2±1.6 

Type males 

28.9±.8 

19.0±.6 

65.7±2.8 

Triploids 

33.1±.8 

18.4±.5 

55.6±2.1 

Sex-intergrades 

15.0±.3 

11.6±.2 

77.3db2.3 



familiar characteristic differences in the primary and secondary sexual 
organs. 

The fact that the type females and triploids are female throughout 
and live the longest time might be held to indicate that it was the 
presence of the female organs as such that resulted in the longer life 
of the females as contrasted with that of the males. This question 
can in a measure be tested by the sex-intergrade class. The individ- 
uals within this class are all of one chromosome constitution, two 
sex chromosomes and three sets of autosomes. A wide variability 
in the degree of development of the sex organs exists within this group 
(Gowen, 1930). Some individuals are externally almost perfect males 
or perfect females. Other individuals are mixtures of the organs 
found in either sex. The influence of the presence of the particular 
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type of sex organ complex on the life span may be tested by dividing 
the sex intergrade class into too groups, those which- are most neatly 
like the female and those which are most nearly like the male. The 
individuals will have the same chromosome complex in the too groups 
but will differ in the development of the organs. The data here 
presented have been divided into these too groups designated as 
female appearing sex-intetgrades and male appearing sex-intergrades. 
A wide variability still exists in each group. While the sex organs 
systems are not as well developed as in the type individuals, the groups 

TABLE tu 


Survivorship Table for Drosophila Sex-Intergrades 


Age in days 

Male sex'intergnde { 

Female sex-intergrade 

CM 

1000 ! 

1000 

5-9 

828 ! 

709 

10-14 

652 1 

457 

15-19 

4S3 1 

275 

20-24 

362 

178 

2S-29 

258 

108 

50-34 

1 181 

59 

35-39 

1 

35 ® 

4(M4 

i 112 

21 

45-49 

78 

9 

50-54 

56 


55-59 

39 


60-64 

35 1 


65-69 

17 1 


70-74 

9 ; 



as such ate distinctly different from each other. The duration of life 
data and curves of the same are shown in Table HI. 

The pictorial presentation of these results is given in the second 
chart. 

The survival lines of the male sex-intergrades ate markedly higher 
than the survival lines of the female sex-intergrades. The result is 
therefore Just opposite to that found for the type males and females. 
The conclusion appears to be sound that the differences observed 
between the sexes are not due to the sex organs in themselves, The 
average duration of life of the two groups is 12.V±.3 days for the fe- 
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male sex-intergrades and 18.4zt.7 days for the male sex-intergrades. 
A wide variability in organ development still remains within these 
two groups, due apparently to the fact that the organism has not as 
yet adapted itself to a chromosome unbalance of two sex chromosomes 
and three sets of autosomes. To still further reduce this variability 
a portion of the sex-intergrades were divided into three classes, female 



A(j£ IN DAYS 


Fig. 2. Survivorship distribution of Drosophila sex-intergrades, the chromo- 
some complex is the same but the development of the sex organs is unlike. 


sex-intergrades containing most of the individuals like those of the 
female sex-intergrades given above, mid sex-intergrades having mix- 
tures of the primary and secondary organs of both sexes and male sex- 
intergrades having organs hke the males. The average duration of 
life in the three groups for a much less number of individuals was 
14.1 ±2.3 days for the female sex-intergrades, 17.7 ±1.3 days for the 
mid sex-intergrades, and 19.1 ±1.0 days for the male sex-intergrades. 
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The facts support the data of the other experiment, that it is not the 
male or female sex system as such but rather the much more extensive 
alterations brought about by the relative balance of the sex chromo- 
somes and autosomes "which accounts for the difference in the duration 
of life of the sexes. 

The forms brought about by the two sex chromosomes and three 
autosomes combinations are not suited to life in nature nor do they 
reproduce. The changes brought about by the unbalance of the 
chromosomes are much more severe on the animal than are the changes 
brought about by a still further unbalance of the chromosomes as seen 
in the type males. This fact has a distinct evolutionary interest since 
it suggests a cause for the trend of evolution away from the hermaphro- 
dite toward the markedly bisexual species in the higher animals. 

It may be noted in Fig. 2 that both types of sex-intergrade die at a 
constant percentage rate, a type of curve which has only been approxi- 
mated in other forms. The death rate for the male sex-intergrades is 
approximately 6 per cent a day, the survival curve being ' 

Surviving male ses-intcrgrades =» /I e" * 

when A = surviving individuals at any age in days and I equal age in 
days. 

The female sex-intergrade curve shows a constant rate of death. 
This rate is nearly twice as great as that of the male sex-intergrade, 
being 10 per cent per day. 

Surviving female sex-intcrgiades = A e * 

The results herein are supported on rather meager data by those on 
two other groups of chromosome unbalanced flies, the super females 
■with three sex chromosomes and two sets of autosomes and another 
unbalanced group having only one fourth chromosome. These results 
will be presented at a later date. 

From another viewpoint, the facts brought out in this paper are of 
moment. The cells making up the bodies of the triploid and sex-inter- 
grade are a third larger than the cells comprising the type males and 
females. They have more cytoplasm and chromatin. They must 
function in a bigger way than the ordinary cells since there is more 
material to be maintained and greater distances to be traversed. The 
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fact that the triploid females are able to live as long as the diploid 
females shows that the two t5^es of cells are capable of functioning 
equally well. 


Survival Curves in Other Species 

Survival curves have been determined for bacteria under a variety 
of conditions. The universe of experiment has been chiefly an unfav- 
orable environment due to disinfectants or X-ray. Like curves have 
been determined for protozoa, worm, and Drosophila eggs, etc. From 
the form of the curve taken by the raw data of such experiments a 
theory for the cause of death of the particular form experimented with 
has generally been evolved. This approach to the problem has, on 
the whole, been interesting but sterile since it has led to dynamically 
opposite views, those which account the variabihty to the biology of 
the organism, and those which attribute it to chemical degeneration 
processes. It takes information independent of that derived from 
curve fitting to throw light on the physical meaning to be attached to 
the constants of the curves. 

Pearl and his coworkers have performed such an analysis by showing 
that it is possible to take a species with a determined life curve and 
by changing the genetic constitution of the species to alter the life 
curve and to change its form. Biological variability of the species is 
consequently a demonstrated factor in the forms which life curves 
take in this species. On a less exact scale perhaps this fact has been 
demonstrated several hundred times in Drosophila for specific genes 
ranging all the way from genes which cut the life curve off in the egg 
to those which kill in the larva, pupa, or imago. That such genes are 
universally common is shown by their demonstration in mice, cattle, 
dogs, man, corn, wheat, barley, in fact in almost all forms of life in both 
the animal and vegetable kingdoms. The data of this paper further 
extend this principle of biological variation to another phase of the 
subject, namely the balance brought about in the organs by the chro- 
mosomes. This balance alters the effects of the different genes and 
markedly influences both the shape of the life curve and the duration 
of life for the different groups in which this species may be divided. 

The fact that survival curv’-es may follow those for a unimolecular, 
bi-, or various other reaction does not in itself prove that life is de- 
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pendent on a single, double, etc., molecular complex as many have as- 
sumed. It may equally well mean that some one organ, and this organ 
may have any complexity, takes on major importance to life within 
the particular experiment and that when exposed to the chances of 
being hit by the lethal agent, this organ will succumb with one, two, — 
hits, as the case may be. The observed curves need not and probably 
do not have more than a distant relation to single molecules as such. 

It is significant to note that the Drosophila life curve has been 
shown in the study here presented to be capable of division into five 
different curves. The first is the familiar fact that while of the same 
general form, the type female life curve is about a tenth higher than 
the male life curve. The curve for the triploids is like that for the 
type females. These curves are of the type which can be generated 
by organs varying in their biological possibilities for life due to their 
innate characteristics. That this interpretation is correct is at least 
indicated by the fact that the other two groups, the female sex-inter- 
grades and the male sex-intergrades show the type of life curve which 
would be generated by a single organ becoming of prime importance 
to life. Furthermore the organ which has this major vital r61e must 
be different in the two groups since the rate of degeneration is signifi- 
cantly different in the two curves. 

SUMMARY 

This paper presents a study of the influence of chromosome balance 
on duration of life in Drosophila. The balanced type of cells are shown 
to favor a longer life than are the unbalanced type. 

Under the identical conditions of the experiment, the type females 
live an average of 33.1 ±.6 days; the type males 28.9±.8 days; the 
triploid females 33.1±.8 days and the sex-intergrade females 15.0±.3 
days. The unbalance of the chromosomes and therefore of the genes 
contained within them is evidently a fundamental factor in the prob- 
able life span of the individual. The magnitude of the effect is fully 
on a par with that found tor other factors, i.e., different Mendelian 
genes for constitutional vigor, etc. 

It has been possible to show by a study of the various sex classifica- 
tions within the sex-intergrade class that the presence or absence of 
ovarian or testicular tissue as such is not the primarv cause of the 



460 


CHROMOSOME BALANCE AND DDRATION OE LIFE 


difference in the life duration in the type males and females but that 
the cause is to be found deeper, sex determination and duration of life 
accompanying each other and resulting from the common cause, 
chromosome constitution. 

The survival curve of the sex-intergrade groups present a limiting 
curve of duration of life, a constant death rate for each day of age. 
The curves have different rates of degeneration. To account for this 
fact it is necessary to assume that for these particular organisms a 
different organ in the two groups has assumed major significance to 
life due to the gene complex which causes their differentiation. Re- 
current chance environmental and hereditary agents acting on organs 
generate the type of probability curve observed. 

Triploid flies are made up of cells which are one-third larger than 
the cells of the type flies. It is not without significance to note that 
such individuals show no greater or less duration of fife than do the 
ordinary flies when both groups have their chromosomes in balance. 
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In this paper it is proposed to measure the katabolism of four 
fundamentally distinct groups of animals all -within the same species 
and having closely similar genetic constitutions. These groups differ 
in what are perhaps the most significant elements of life. The 
chromosome structure of the first group is that of the type female, 
diploid; the second group is that of the type male, diploid but having 
one X and Y instead oi the t-wo X-chiomosomes oi the type female; 
the third group of flies are triploid, three sex chromosomes and three 
sets of autosomes; the fourth group, sex-intergrades has two X-chromo- 
somes and three sets of autosomes. 

Katabolism is a direct function of the cells composing the bodies of 
all animals. The cells of these four groups differ in size; the type male 
cells are the smallest; the females are somewhat, possibly a tenth, 
larger; the sex-intergrades and triploid cells are a half larger. The 
larger cell size suggests that any function -within the cell -would be 
performed in a larger way. The carbon dioxide production should 
enable us to measure physiologically the extent of this acti-vity and 
present us -with data on that fundamental point the relation of cell 
size to metabolic acti-vity. 

The durations of life of these different groups have been measured. 
The forms -with the balanced chromosome complexes -within their 
cells live the longest time, the unbalanced groups the least. Rubner 
has linked the duration of life -with the amount of energy which the 
animal is capable of metabolizing. He states that the total energy 
transformed for a given body weight and for the -whole life of the animal 
is an approximate constant for a large variety of animals. From this 
fact he elaborated what is perhaps the most complete theory to account 
463 
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for the regulation of the duration of life as the time necessary to 
metabolize a given quantity of energy. Concrete and suggestive as 
this theory is, it has been tested to only a limited extent. Slonaker 
in an apparently well controlled experiment consisting of a group of 
3 exercised rats 3 litter mates which were not exercised obtained 
data which was interpreted as showing that those which exercised 
used their potential energy faster and died earlier than those which 
did not. The odds for significance of this conclusion are .015. Loeb 
and Northrop have shown that the duration of life of aseptic Drosophila 
cultures was a function of temperature. Since activity and therefore 
the metabolized energy consiuned is also a function of temperature, 
Pearl has concluded that this data of Loeb and Northrop and also 
Slonaker’s results are to be interpreted as favorable to Rubner’s view. 
Northrop in a later experiment showed that the total COo production 
of Drosophila cultures for their life time was 445 mg. at 15°C.; 411 
mg. at 22-26°C. in light; 272 mg. at 26°C. in the dark; and 246 mg. at 
30°C. in the dark. From these results Northrop draws a conclusion 
adverse to Rubner’s theory. 

The metabolic rates of the four groups of flies here described furnish 
a unique opportunity to obtain critical data on these problems. 
Qualitatively the results have favored the h 5 rpothesis that the pro- 
duction of CO 2 per mg. of body weight per 24 hours is a function of the 
chromosome balance and therefore of duration of life; quantitatively 
the relations are not exact. 

Material aiid Methods 

The flies for this e.xperiment came from the same stock as that previously used 
in the duration of life experiments. This cx. stock has the property of producing 
a limited number of triploid females. These triploid flies when bred have progeny 
of four types. 



Sex 1 

chromosomes j 

Autosomes 

Condition 

Mean duration 
of life 

Type males 

1 X 

Bl 

6 

unbalanced 

28.9±.8 

Type females 

2 X 


6 

balanced 

33.1±.6 

Triploid females 

3 X 


9 

balanced 

33.1±.8 

Sex-intergrades 

2X 

1 Y 

9 

unbalanced 

15.0zfc.3 


To obtain a sufficient number of each of these types, the primary triploid females 
were mated singly to the inbred males of this same stock. Triploids were selected 
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from the progeny to be again bred to the inbred stock, the process being repeated 
for at least seven generations. Progeny not older than 24 hours were selected from 
the eighth or more generation culture to be used for the determination of the car- 
bon dioxide production over a 24 hour penod. The number of flies in the triploid 
and sex-intergrade classes are few. The individual tests of carbon dioxide produc- 
tion were consequently performed on a limited number of flies per test experi- 
ment. While this ^^fficulty has the very teal effect of causing the deviation be- 
tween experiments to be of wide ranges, it has a compensating and equally real 
advantage, it enables the investigator to be positive as to the exact number of flies 
alive during the experiment as well as at the beginning of the experiment and at 
the end of it. 

The selection of flies to test was performed in the following manner. If either 
triploids or sex-intergrades were found in the bottle a like random sample of the 
type females and males was also made. These random samples of each group 
were divided so that where possible there were ten flies for the production of car- 
bon dioxide in each test experiment. 

The carbon dioxide determinations were carried on in vials 1 inch by 4 inches. 
S cc. of barium hydroxide one hundredth molar was placed in the bottom of the 
vial. A screen of coarse cloth was placed above the barium hydroxide. The 
flies to be tested were kept above this screen. The vial was closed by a rubber 
stopper vaselined to prevent any loss or gain of COj vidthin the vial. This vaseline 
on the stopper proved to be a most important matter despite its simplicity. The 
rubber stopper of the vial carried a glass tube, open on the side, in which was kept 
a small quantity of cotton moistened with freshly boiled distilled water. No 
food of any sort was present in the vial. The vials were kept at 20®C. for the 24 
hours during which the experiment was in progress. The flies were kept in the 
dark. Blanks were in duplicate or triplicate for each experiment. The blanks 
were quite uniform both with their checks and for the amount of CO 2 absorbed 
from the air originally contained in the vial. The mean amount of this contained 
CO 2 was .207 ± .009 mg. for the thirteen experiments. It was the intention to 
have all four classes of flies for each experiment, the se.x-intergrades divided into 
three groups according to whether they resembled males, females or were largely 
intermediate between the two. 

The Carbon Dioxide Production 

The results for the carbon dioxide production were all computed on 
a per mg. per 24 hour basis. The data for the individual experiments 
are shown in Table I. 

The CO 2 rates presented in Table I show that on the average the 
type females produce less carbon dioxide than any of the other groups. 
The triploid females produce slightly more carbon dioxide than the 
type females. The type males produce 25 per cent more carbon 



466 


METABOLISM AND DURATION OE LITE 


P:^ 


C) 

O 

O 


2 

a 

tq 

S 


« 

8 

K 


aopt:TA9p 

pitipntiJS 

9.9 

15.9 
11.2 

27.9 
21.5 
24.3 

HT!3J^ 

t-l VO C'J lo to 

to O CO lO VO 

rH rH tH 

'03 

04 ON ^ 00 

^ CO CM OV 04 04 

1 tH 

saig 

O lo to OV 

'03 

O- O VO 04 
fO 04 CO CO 04 

1 

saig -OH 

0\ CO CO VO 04 

'03 

04 On 0\ On VO 
to vO 04 On »0 

saig -OH 

O O 04 O CO ‘O 
•i—t T-i 

o 

.9 

^ On ^ <M O 

^ oO ''T vo o«» 

srH H 

saig - 0 ^ 

O CO O ’-H VO O 

04 ^ 04 04 04 

'03 

On CO 04 04 CO 

lO CO VO CO rl^ 

^ <t—i ^ ^ ^ 

saig -o^i 

O O On O O O 

1 1 irH 

'03 

04 CO 04 ON ^ 

CM OO CO VO O tJh 
^—1 ▼H 'tH 

saig -oii 

On ON On CO to »0 

T-i 04 04 

'03 

tH VO 0\ 00 4^ O 

j>. lO O CO 

»-C ^ ^ 04 ▼H 

saig -o^i 

OO tH CO 04 O'- lo 
▼H 04 04 04 04 ^ 

'03 

oo CO ^ 1 

CO On to 1 

^ ^ r-I v<H tH 

saig -o^j 

o to lo lO ^ 1 

'03 

o CO fO ^ ^ to 
fO to VO CO to 

y^ »— < ^ r-H ^ y^ 

saig - 01 ^ 

O Os O* 00 CO 

^ ^ ^ ^ ^ 

'03 

to CM to O Os Os 
to CO CO CO to 

^ ^ ^ i-H -»-< 'I— C 

saig -o^ 

O O Os O On 

C4 •«-< 04 T-C 04 

'03 

CO VO ^ 1 VO I 

to VO ^ 1 to 1 

^ ^ y^ 

saig -ON 

O Os O I O 1 

04 ^ C4 1 ‘ 1 

'03 

^ O CO Os 

to to CO 00 VO 4*^ 

^ y^ ^ y^ 

saig - 0 ^^ 

Os Os O vO Os CO 
^ ^ 04 ^ v-4 i-H 

'03 

VO On O CO 

T-* CO CM CO CO C4 

▼— < y^ CM y^ CM 

saig -o^j 

o O ON o o o 

»-< ^-4 


•T3 

a 

0 





tn 

CJ 

■o 

a 

tn 

»T^ 



tn 

o 


& 

rt 



M 

&0 

o 

& 

tn 

O 


*c3 

i 

»<• 

E 

.s 

>< 

o 

.s 

1 

*c3 


M 

1 

V 

tn 



B 

r2 

*o 

X 

W 

tn 

j) 

d 

o 

tn 

C4 

<L> 

Is* 

*c 

H 

r2 

B 

a 

pin 

o 

"rt 



JOHN W. GOWEN 


467 


dioxide than either the type females or triploid females. The sex- 
intergrade classes produce much more carbon dioxide than the type 
females or triploid females but are about equal to the type males in 
their metabolic rates. Within the sex-intergrade group the produc- 
tion of carbon dioxide is approximately the same for the three types. 

The significance of these difierences may be tested in a variety of 
ways according to the aspect of the data considered. If the standard 
deviation for the production of CO- were calculated as was done in 
Table I the significance of the data is great. While the odds are less 
it seems more logical to regard the individual experiments as paired 
units in themselves. In fact the experiment as designed was in- 
tended for this method of testing for significance, “Student’s” 
method. Each different type of fly was run with the other types in 
the same experiment and under identical conditions so far as known, 
the only exceptions to this occurring when the flies of a given group 
were missing from the cultures on that day. The material may there- 
fore be justly treated as paired sampled material. This method of 
treatment shows that the type female class is throughout distinctly 
lower than the male class and the three sex-intergrade classes in its 
carbon dioxide per 24 hours per mg. of body weight. The type female 
class is identical with the triploid class in the amount of carbon dioxide 
produced. The males are significantly larger in their carbon dioxide 
production rates than the type females and triploid females. They 
are not differentiated from the mid, female or male sex-intergrade 
classes. The triploid females are like the type females, and markedly 
different from the males and the three sex-intergrade groups. The 
three sex-intergrade classes are comparable to each other and like the 
type male class; they are significantly different from the type females 
and triploid females. The probabilities from which these statements 
are derived are given on following page. 

In another paper it was possible to show that these six classes of 
flies were also differentiated in regard to their duration of life. The 
mean life spans for the different groups were as follows: type females 
33.1 ±.6 days; type males 28.9 ±.8 days; triploids 33.1 ±.8 days; mid 
sex-intergrades 17.7 ±1.3 days; female sex-intergrades 12.7 ±.3 days 
in larger group and 14.1 ±2.3 days in smaller sample; and male sex- 
intergrades 18.4±.7 days in larger group and 19.1 ±1.0 days in 
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smaller group Of these six classes of inbred flies four are funda- 
mentally different from the standpoint of chromosome structure. 
These six classes when kept under nearly identical environmental 
condition have the metabolic rates and durations of life indicated 
above. The comparison of these two variables for these six groups 
furnishes a uniquely critical test of Rubner’s theory for the duration 
of life. Rubner’s theory postulates an energy limit to the material 
which any animal may metabolize per unit of body weight. On 
reaching this limit the animal dies. Within the species Drosophila 
type females live longer than the males; the difference in average life 


Classes compared 

Odds 

Type 9 with tjrpe cT 

<•01 

Type 9 with triploid 

.04 

Type 9 with mid sex-intergrade 

<■01 

T 3 rpe 9 with female sex-intergrade 

<•01 

T 3 'pe 9 with male sex-intergrade 

<.01 

T 3 rpe cf with triploid 

<.01 

T}T)e cf with mid sex-intergrade 

.84 

T}rpe cT with female sex-intergrade 

.10 

Typf* r? witVi malp. spY-intergradp. 

.65 


.02 

Triplmd with fpmalp sPY-interg^radft . 

<.01 


.01 


.32 


.25 


.54 



span being about 12 per cent. On the basis of Rubner’s theory the 
males should metabolize their energy faster than the females. This 
they actually do, the difference in the rates being .036 mg. per day per 
mg. of body weight or a percentage difference of 27 per cent. Qualita- 
tively the facts are in agreement with the theory, quantitatively the 
percentage difference is twice for the carbon dioxide rates and only 
once for the duration of life. 

The triploids live the same length of time as the type females. 
They should consequently metabolize the same amount of energy. 

1 Gowen, John W., On chromosome balance as a factor in duration of life, 
J. Gen. Physiol., 1930-31, 14, 447. 
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The data and theory are in essential agreement on this point. If the 
theory holds, the triploids should also use less oxygen and produce less 
carbon dioxide than the males and the three sex-intergrade classes. 
Here again the hypothesis and the facts concur qualitatively. Quanti- 
tatively the triploids live 12 per cent longer than the normal males and 
metabolize 23 per cent less carbon dioxide; a ratio of 1 to 2 instead of 
1 to 1. The agreement is tTorse for the sex-intergrade classes. The 
mid sex-intergrades live 15.4 days or 43 per cent less time than the 
triploids. They metabolize 26 per cent more energy per day. The 
female sex-intergrades live 20.4 less days or 62 per cent less time and 
give off 14 per cent more COj. The male sex-intergrades live 44 per 
cent less time than the triploids and metabolize only 23 per cent 
faster. 

The three sex-intergrade groups do not differ significantly in their 
carbon dioxide productions. What difference there is, however, is in 
the wrong direction. The female sex-intergrades metabolize the least 
and live the least instead of the most days as the theory would call for. 
The differences foimd for the intersex group should perhaps not be 
emphasized however because of the difference in the type of their life 
curves as compared with those of Drosophila as they are ordinarily 
known. These sex-intergrade survival curves are simple exponential 
curves with a constant rate of death for the male sex-intergrades of 6 
per cent and for the female sex-intergrades of 10 per cent. They start 
at this rate from the initial class of the 1000 survivors. Such curves 
can be generated on the theory that some agent oh death strikes by 
chance some spedal organ of paramount importance to life. The fact 
that the chromosomal organization of the se.x-intergrade has so seri- 
ously affected some essential part of the organism as to cause the life 
curves to take the form they do, may equally well have altered the 
metabolic rates from what might be expected on the hypothesis of 
Rubner. The same excuse cannot be offered for the type female, 
male or triploid curves. Qualitatively these curves agree with Rub- 
ner’s theory, quantitatively the agreement is imperfect. This irregu- 
lar agreement is quite probably significant and to be interpreted as 
indicating not more than a partial truth in Rubner’s theory. 

These data may be summarized in slightly different form but em- 
phasizing the same conclusions. Rubner’s theory says that the enerev 
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one produces a mechanical variation (Fig. 15), whose curve begins 
like that in Fig. 1 a, hut is reversible and returns to the level from which 



Besii 

Fig. 3. Diagram to show the arrangement of an experiment The spot C was 
kiiled by chloroform before the stimulus was applied: 0.001 m KCl was applied 
at all contacts. 


it started without going above zero. The curve of the propagated • 
negative variation (Fig. 1 c) commences with an upward instead of a 
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downward movement, and this starts upward less abruptly' than in 
the other cases (cf. Fig. 4). 

Passage beyond a killed spot is illustrated by Fig. 5 which may be 
interpreted as follows: Cutting^ at X (Fig. 6) resulted in a vigorous 
mechanical disturbance which traveled down the cell to A, and caused 
the irreversible change (death wave) shown by the upper curve (which 
does not return to the level from which it started). The disturbance 
passed the killed spot (C) but its intensity fell off as it progressed, 
and on reaching B it produced only the reversible response (mechanical 
variation) shown by the lower curve. 



Fig. 4. Fast photographic record of an experiment arranged as in Fig. 3 with 
contacts A and C onl}'. No mechanical stimulation but only a propagated nega- 
tive variation (originating at Q), showing the gentle upward slope of the first 
movement vi. Cf. Fig. 1 c. 

The interval between the vertical lines is 0.2 second. 

Such falling off is characteristic of mechanical disturbances: for 
e.xample, even when the death wave does not pass a dead spot there 
is a loss of intensity as it travels.® This is shown in Fig. 7 (the loss is 
often very much greater). Both the amplitude and the speed of the 

®Osterhout, W. J. Y., and Harris, E. S., J. Gen. Physiol., 1928-29, 12, 167, ^ 
355; Osterhout, W. J. V., and Hill, S. E., J. Gen. Physiol., 1930-31, 14, 385. 
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Fig. S. Photographic record of an experiment arranged as in Fig. 6. The 
upper curve records the p.d. of A with reference to C, the lower airve that of 
B with reference to C. W^en the cell was cut at X (Fig. 6) a mechanical dis- 
turbance traveled to A producing an irreversible response (upper curv'e), con- 
tinued past the dead spot (Oj and produced a reversible response at B (lower 
curve). 

The interval between the ^'ertical lines is 5 seconds. 
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Fig. 7. Photographic record of an experiment arranged as in Fig. 8. The 
uppermost curve shows the p.d. of A with respect to C, the middle curve tliat of 
S with respect to C, and the lowest curve that of D with respect to C. When the 
cell was cut at X a death wave traveled down the cell, losing intensity as it pro- 
gressed, as shown by the lessened amplitude and speed of the movements con- 
stituting the response. 

The interval between the vertical lines is S seconds. 

In this case the curve has but one crest but more commonly it has two as in 
Fig. la. 



Fig. 8. Diagram to show the arrangement of an e.xperiment. The spot C was 
killed by chloroform before the cell was stimulated; 0.001 M KCl was applied at all 
contacts. 
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movements (but not the speed of transmission^) fall off® as the stimulus 
moves along the cell. 

On superficial examination the curve of a mechanical variation 
(lower curve in Fig. 5 and both curves in Fig. 10) might be confused 
with that of a propagated negative variation such as is shown® in 
Fig. 9, but there are evident differences. In the first place, the up- 
ward movement in Figs. 5 and 10 is much more abrupt (the record is 



Fig. 9. Photographic record of an experiment arranged as in Fig. 8. The 
uppermost curve records the p.d. of A with reference to C, the middle curve that 
of B with reference to C, and the lowest curve that of D with reference to C. A 
propagated negative variation started by chemical stimulation at C (Fig. 8) 
appeared at D (lowest curve), then at B (middle curve), and a little later at A 
(uppermost curve). 

The interval between the vertical lines is 5 seconds. 


^The speed of transmission is estimated from the first movement a observed 
on fast records. 

®The amplitude of the response also falls off as a mechanical disturbance 
travels in a rubber tube, as elsewhere explained.® This amplitude likewise 
diminishes as the force of the blow decreases. 

® In this case the curves do not go to zero. This will be discussed in later 
papers. 
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too slow'^ to show the first downward movement a). In the second 
place the time of transmission differs; in Figs. 5 and 10 the first up- 
ward movement h appears to be simultaneous in the upper and lower 



Fig. 10. Photographic record of an experiment arranged as in Fig. 3. The 
upper curve records the p.d. of A with reference to C and the lower curve that of 
B with reference to C. When the cell was pinched at P (Fig. 3) a mechanical dis- 
turbance traveled along the cell producing mechanical variations at B (lower 
curv^e) and at A (upper cun'^e). The responses appear to be simultaneous in this 
record. 

The interval between the vertical lines is 5 seconds. 

curves (and presumably this applies also to the downward movement 
a), but in Fig. 9 the first upward movement^ occurs later at A (upper- 
most curve) than at B (middle curve). The difference in time be- 
tween the first upward movement* at A and B is about 1 second (and 

^ Figs. \ a, I b, and 1 c are based on faster records in which the photographic 
paper moved at least 12.5 cm. per second. 

* This need not alwaj's be the case. For the corresponding relations in move- 
ments c and d see Osterhout, W. J. V., and Hill, S. E., J . Gen. Physiol., 1930-31, 
14, 385. 
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this is also true for B and D). Since the distance between A and 
(and between B and C>) is I cm. the rate of transmission is about 1 cm. 
per second.^® 

The transmission time is characteristic. Mechanical variations 
as seen® in Fig. 10 have the appearance of being simultaneous at both 



Tig. 11. Photographic record of an experiment arranged as in Fig. 3. The 
upper curve records the p.d. of .1 with reference to C and the lower curve that of 
B with reference to C. \Vl\et\ the cell was pinched at T a mechanical disturbance 
traveled rapidly to B, producing an incomplete mechanical variation (lower curve), • 
and then to A, producing a still smaller respKjnsc (upper curve). A second pinch 
produced a complete mechanical variation at B and an incomplete one at A, but 
a little later a propagated negative Variation arrived at A (it is characterized by 
a gradual upward movement and a slow rate of transmission). 

The interval between the vertical lines is 5 seconds. 

contacts*, the figure indicates that the mechanical disturbance, pro- 
duced by pinching at P (Fig. 3), traveled rapidly along the cell, pro- 

® 7.C., the distance from the right edge of contact .4 to the left edge of contact 
B. Cf. footnote 2. 

In this case the propagated negative variation originated by chemical stimula- 
tion at C as elsewhere explained (Osterhout, W, J. V., and Hill, S. E., J. Gen. 
Physiol, 1929-30, 13, 459). 
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ducing the same response at B (lower curve) and at A (upper curve). 
The mechanical disturbance probably travels at the rate of sound in 
water, as elsewhere explained, ^ in which case the responses at A and 
B would appear to be simultaneous on our records. 

When the intensity of the mechanical disturbance falls oif so that 
it can no longer produce a complete mechanical variation {i.e., one 
whose curve goes to zero), it often produces a less extensive change, 
which may be called an incomplete mechanical variation. Such 
changes are shown® in Fig. 11 resulting from a bend at P (Fig. 3) which 
produced a small response at B (lower curve) and a still smaller one at 
A (upper curve). A few seconds later the cell was more vigorously 
bent at P and we see at .B a complete mechanical variation (going 
practically to zero) and simultaneously an incomplete one at A. 
Soon afterwards A made still another response whose gradual upward 
movement and slow rate of transmission are characteristic of a 
propagated negative variation. The interval between the first visible 
movement^ at B and the slow upward movement at A after the second 
pinch is about 1 second and as the distance is 2 cm. we may regard the 
rate of transmission as about 2 cm. per second (the speed of a propa- 
gated negative variation ^‘’). 

It would seem that a mechanical disturbance strong enough to 
produce a complete local variation at B fell off so much that when it 
reached A it caused only a small response and presumably nothing 
more would have happened at A had not the local variation at B 
passed over into a propagated negative variation which then traveled 
on to A. A change of this sort is to be expected if a mechanical dis- 
turbance can greatly reduce the p.d. across the protoplasm at any 
point and travel no further, for a flow of current will presumably start 
from the next point^® having a sufficient p.d. and so produce a propa- 
gated negative variation. 

I.C., between the start of the upward movement at A and that at B: this can 
be determined with sufficient accuracy for our present purpose which is merely to 
find the appro.rimate rate of transmission. 

Cf. Blinks, L. R., Harris, E. S., and Osterhout, W. J. V., Proc. Soc. Exp. 
Biol, and Med., 1928-29, 26, 836. 

Cf. Osterhout, tV. J. V., and Hill, S. E., J. Gen. Physiol., 1929-30, 13, 459, 
547. Osterhout, W. J. V., Electrical phenomena in the living cell, in Harvey 
Lectures, 1929-30, The Williams and Wilkins Co., Baltimore, 1931, 169. 
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In some cases the change from a mechanical to a propagated varia- 
tion may occur so early that we see little or nothing at the second 
contact save the propagated negative variation. This is most often 
observed when the bending or pinching is so gentle that the cell can 
be repeatedly stimulated in the same spot without seeming to suffer 
any permanent injury.*^ As an illustration we may turn® to Fig. 12. 
Bending at Q (Fig. 3) produced a mechanical variation at A (as 



Fig. 12. Photographic record of an experiment arranged as in Fig. 3. The 
upper curve shows the p.d. of A with reference to C and the lower cun'C the P. D. 
of B with reference to C. When the cell was bent at () a mechanical disturbance 
traveled to ,I producing a mechanical variation (upper curve) but the intensity of 
the disturbance fell off so that it changed over to a propagated negative variation, 
as shown by the gentle upward slope at B (lower cur\'e) and slow rate of trans- 
mission. 

The interv'al between the vertical lines is 5 seconds. 

shown by the abrupt upward movement on the upper curve). But 
before it reached B it passed over into a propagated negative variation 
(as shown by the gentle upward slope of the first movement on the 
lower curve) : this appeared at B about a second after the first move- 

A very rigorous bend or pinch may produce irreversible changes (death 
waves). 
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ment at A, and as the distance between A and -B is 1 cm. the rate of 
transmission is about 1 cm. per second (/.c., that of a propagated 
negative variation). 

It seems justifiable to conclude that a mechanical disturbance may 
produce a death wave which, as it travels, may lose intensity so that 
it can set up only a mechanical variation and later only an incomplete 
one which may finall}^ pass over into a propagated negative variation. 

It is of interest to note that in the spring and fall cells are often 
found which cannot be stimulated either electrically or chemically to 
give propagated negative variations but repeated bending or pinch- 
ing at the same spot (at intervals of 20 seconds or more) may produce 
each time a mechanical variation (which on superficial examination 
might pass for a propagated negative variation). 

How does a mechanical disturbance produce an electrical response? 
Aside from streaming potentiah^ a rupture of the non-aqueous surface 
film might lessen or abolish the p.d. across the protoplasm: possibly 
the mechanical disturbance may cause ions to move into the proto- 
plasm and thus lower the p.d. without rupturing the fihn.’® As such 
changes could not arise in a homogeneous medium they furnish evi- 
dence in favor of the idea that the aqueous protoplasm is covered by 
non-aqueous films. 

It would be interesting to know how general such phenomena are 
in the field of mechanical stimulation, which includes such diverse 
features as the senses of touch and hearing, the mechanical stimulation 
of motile organs in plants,^' and tliigmotropism; geotropism seems to 
be in the same category as it depends on deformation of the 
protoplasm.^* 

The all or none law does not apply to incomplete mechanical varia- 
tions, for the response varies with the strength of the stimulus. Al- 
though this is sufficientl_v evident from a qualitative standpoint it 

The effects of streaming potential (which have been considered in a previous 
paper-) seem to be relatively transitorj-. 

Osterhout, \V. J. Electrical phenomena in the living cell, in Harvey Lec- 
tures, 1929-30, The Williams and Wilkins Co., Baltimore, 1931, 169. Osterhout, 
W. J. \'., and Hill, S. E., J. Gen. Physiol, 1929-30, 13, 547. Blinks, L. R.,/. Gen. 
Physiol, 1929-30, 13, 361, 495. 

Cf. Stern, K., Elektrophysiologie der Pflanzen, Julius Springer, Berlin, 1924. 

' * This might occur either with or without otoliths, starch grains, etc. 
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cannot be investigated quantitatively until we have a satisfactory 
method of regulating the strength of the stimulus.*® 

There is an interesting point touching the form of the curves. 
Gasser and Erlanger®" have shown that in the case of nerve the double 
crest indicates different rates of conduction in different fibres. Evi- 
dently the double crest in our curves cannot be explained by assuming 
different rates of conduction in different parts of the protoplasm. For 
if this were the case we should have a wider separation of the crests 
as the conducting path lengthened but this is certainly not the rule 
and occasionally we find records like Fig. 9 which shows that the con- 
tact nearest to the point of stimulation (lowest curve) has a greater 
separation of crests than the others. Furthermore we find (Figs. 
5, 10, 11, and 12) a double crest where no conduction of the stimulus 
is supposed to occur but each variation is due to a mechanical stimulus 
acting at the point where the response occurs. 

We desire to add that we began our investigation by repeating 
preliminary experiments made by Mr. E. S. Harris*' (in collaboration 
with the senior author). 


sumiARY 

Mechanical stimulation of Nitella often produces responses resem- 
bling propagated negative variations but traveling faster and going past 
a killed spot. They appear to result from a mechanical disturbance 
traveling along the cell and stimulating each spot it touches (i.e. the 
stimulus itself travels). They are called mechanical variations to 
distinguish them from propagated negative variations. 

A mechanical disturbance may cause an irreversible change (death 
wave), but in traveling along the cell it may lose intensity and then 
produce only a reversible response (mechanical variation) which may 
eventually change to a propagated negative variation. 

The all or none law does not apply to incomplete mechanical varia- 
tions, for the response varies with the strength of the stimulus. 

*®It is easy to strike the cell a measured blow, but since the effect depends on 
the physical characteristics of the cell (e.g., diameter, flexibility of wall, turgidity, 
etc.) a given series of blows can be compared only qualitatively from cell to celt. 

“ Gasser, H. S., and Erlanger, J., Am. J. Plo'siol., 1927, 80, S22. 

** Blinks, L. U., Harris, E. S.. and Osterhout, W. T. V., Froc. Soc. Exp. Biol, 
and Med., 1928-29, 26, 836. 
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(Accepted for publication, January 30, 1931) 

The removal of salts from solutions of proteins can be a laborious 
task. The method of Kunitz and Simms (1) was an important step 
in the direction of making this task simpler. We have found it con- 
venient and necessary to be able to dialyze proteins rapidly, without 
undue loss due to denaturing, and without using a preservative. 
Methods of dialysis without circulation of the protein solution and of 
the outside liquid take several days, and frequently weeks, necessitat- 
ing the employment of preservatives. Spontaneous denaturing of 
the protein is appreciable during long periods of dialysis. The method 
here described largely avoids these difficulties. It can be varied in 
certain ways. For example, the outside ait can be excluded; the angle 
of the membrane-support can be changed; greater or less economy of 
distilled water can be effected. The whole apparatus can be placed 
in a cold room, or other methods can he employed to keep the tempera- 
ture low. 


Description of Apparatus 

The design of the apparatus is indicated in Figs. 1-3. The outside liquid is 
contained in an ordinary metal wash basin (d), paraffined on the inside, fitted 
with intake pipe (B) and overflows (C and Cf) to permit the drculation of water as 
indicated in Fig. 1. The cover of this vessel (D), on which a constant speed motor 
(E) is mounted, is just wide enough to support the motor and the casing for the 
drive shaft (F), which is inclined at an angle of approximately 70® to the horizontal. 
The supporting racks (G), of which one or two may be attached to the shaft by a 
sleeve and screw (E), can each support six membranes. The method of support- 
ing the membranes on the rack is shown in Figs. 2 and 3. The membranes (/) 
are held in place by the pegs (K) on the rack, by two long rubber bands (L and 
V) stretched completely across the pegs and passing over the membmnes, and by 
glass rods (3f) which pass through single-hole rubber stoppers fixed in the mem- 
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branes. These rods in turn are fixed in place by the spring clamps (i'O on the rad:. 
The drive shaft is connected with the motor by the worm gear (0) and pulley (P) . 

At first the membranes were prepared fay depositing in the usual fashion three 
layers of collodion, U.S.P.X, on the inside of 27 X 200 mm. test tubes, and dry- 
ing in air for 20 minutes. Later this type of membranes was supplemented by the 
use of 25 mm. diameter ^^Visking’^ tubes, ^ which proved more satisfactory in that 
the necessity for the preparation of collodion membranes was eliminated. Using 
this apparatus and the “Visking” tubes, twelve membranes, each containing 100 
cc. of crystals or of solution, may be dialyzed simultaneously. 



EXPERIMENTAL 

The cylindrical membranes are filled to within a few cm. of the 
top with the solution to be dialyzed and are fixed in place on the rack. 
Tap water is then allowed to flow through the outer vessel at a rate of 
1.5 to 4 liters per minute. As the inclined rack is rotated at 6 r.p.m. 
by the motor, the air bubble’ in the membrane tube provides gentle 
stirring. When dialysis agdnst tap water is complete the outer 
vessel is drained, the intake pipe shut off, and dialysis is continued 
against distilled water. In obtaining the illustrative data given in 
Table I only dialysis with one change of distilled water was used. 

It was found that denaturing of protein was negligible during the 
short time required for dial 5 rsis. The loss of protein by leakage was 

* Kindly supplied by the Visking CJorporation, Two stoppers, one of them 
single-holed, are fixed with rubber bands into the ends of the Visking tubing. It 
is necessary to test each membrane for leaks. 

* We are indebted to Professor Crozier for the suggestion that a smooth glass 
sphere may be more suitable than the air bubble since probably less denaturizalion 
would occur. 
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determined by the Koch-McMeekin method, and was found to amount 
to less than 5 per cent after 12 hours’ dialysis. The rate of disappear- 
ance of salt was determined both with pure salt solutions and with 
solutions containing proteins. Half-saturated ammonium sulfate was 
dialyzed ammonia-free (as tested with Nessler-Folin reagent) within 
12 hours. Some of the results obtained with the protein solutions are 
given in Table I. Not more than three membranes were employed in 
these experiments. The rate of dialysis against distilled water may 
be appreciably affected by the number of membranes used in each 
experiment. 


TABLE I 

These data illustrate the rate of disappearance of salts from cylinders of collo- 
dion and of “ Visking” tubing under the experimental conditions described in the 
text. 


Protein solution 

Time dialyzed (hours) 

Spec, conductivity 
X 10® reciprocal 
ohms 

Tap water 

Distilled 

1. Serum globulin 

24 

0 

13.8 

2. Egg albumin (10 per cent) 

12 

12 

16.9 

3. Egg albumin (2 per cent, approxi- 

2| 

0 

857.0 

mately) 

5^ 

0 

96.3 


71 

0 

' 42.0 


8 

0 

36.9 


8 

4 

13.9 


The conductivity of the tap water used was 12.0 X 10"®; the conduc- 
tivity of the distilled water (after exposure to the air) was 1.40 X 
10"® reciprocal ohms. In the dialysis of Solutions 1 and 2, collodion 
sacks were used. In the dialysis of Solution 3, “Visking” membrane 
was used. In all cases the solutions were half saturated in ammonium 
sulfate before dialysis. 

These results, especially those obtained with Solution 3, compare 
favorably with the value of 18 X 10"® obtained by Kunitz andSimms 
(1) after 24 hours dialysis against circulating distilled water, and the 
value of 16 X 10"® obtained by them after 31 hours.® 


’ The apparatus can be obtained from Mr. J. H. Emerson of Cambridge, Mass. 
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SUMMARY 

A method is described by -which moderately large quantities of 
protein solutions can be dialyzed relatively free of salts within 12 to 
24 hours. The use of “Visking" tubes instead of collodion bags is 
recommended, for speed of dialysis as well as ease of manipulation. 
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1. Kunitz, M., and Simms, H. S., /. Gm. Physiol.^ 1928, 11, 641. 
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(Accepted for publication, January 20, 1931) 

The first step in the process of bacteriophagy, or lysis of bacteria 
by bacteriophage, is the combination of phage with susceptible organ- 
isms. D’Herelle in his early work (I, 2) noted a rapid and specific 
attachment of phage to susceptible bacteria under suitable conditions, 
and von Angerer (3), working with dead organisms, found that the 
process could be expressed in the form of the usual adsorption isotherm 
equation with 1 /k = 0.75 — 0.80. Prausnitz and Firle (4) further 
observed that heating susceptible bacteria to temperatures above 
110°C. resulted in destruction of the ability to bind phage. It is also 
known that as a general rule homologous or heterologous resistant 
bacteria fail to combine with phage to any appreciable extent (4, 5, 6); 
although Flu (7) and Gohs and Jacobsohn (8) have reported cases 
which are definite exceptions to the rule. 

The general trend of the above work has led to the assumption that 
live bacteria take up phage by adsorption, although there eidsts no 
adequate quantitative data in support of this idea. Obviously the 
question of how phage and bacteria combine is a fundamental one and 
the writer has felt that a closer study of the process would be in order, 
particularly since the observation of Krueger and Northrop (9) that 
extracellular phage per milliliter constitutes a constant low percentage 
of total phage per milliliter during the logarithmic phase of phage 
production in a phage-bacteria mixture, suggests the possibility of 
phage distribution being of a simple type. 

The present paper deals with observations on the distribution of 
phage between bacteria (both living and dead) and the broth in which 
493 
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they are suspended. The phage used throughout is a highly active 
antistaphylococcus race and the bacterimn is a single phage-suscep- 
tible strain of S. mireus. Abbreviations and terms employed are 
defined as follows : 

P: Bacteriophage. 

B: Bacterium. 

[P]: Phage/ml. 

[jB]: Bacteria/ml. 

P.U.: Phage unit. An arbitrary activity unit (11). 

[P]e: Unbound phage/ml. at equilibrium. 

p6: Phage bound by bacteria. 

Broth: Veal infusion, 1 per cent peptone, 0.5 per cent NaCl, pH 7.6. 

Distribution of Phage between Living, Susceptible Bacteria and Broth in 

the Absence of Growth 

Methods: 16 hour cultures of S. aureus grown in Blake flasks were taken up in 
saline, filtered through a Schleicher and Schull Faltenfilter No. 588, washed twice 
in saline and the cell content determined by the centrifuged-sediment method (10). 
The saline suspension was diluted with broth to give a proper [B] and the B-broth 
mixture was held at 10°C. for § hour before being used. Mixtures of P and B 
(already cooled to 10°C.) were placed in test tubes and the latter were shaken at 
10°C. for 2 hours. At the end of this time the tubes were placed in iced holders 
and were centrifuged at high speed for 6 minutes. The supernatants were at 
once pipetted ofli, diluted with broth, and kept at O^C. until they could be titrated. 

For determining free P at equilibrimn 4 ml. aliquots of various dilutions were 
employed, the titration procedure being that described by Ejmeger (11, 12). 
Phage combined with B was determined by difference. Controls of B in broth 
without P and of known [P]’s mixed with B (diluted for titration without centri- 
fuging, for total P/ml.) were nm with each series to detect any bacterial reproduc- 
tion or formation of P. 

Since the relationship being studied was that existing between P 
and B in the absence of B growth, it was essential to prevent bacterial 
reproduction. Rather than complicate the experiments by introduc- 
ing chemical inhibitors, it seemed best to work at low temperatures. 
It soon developed that an additional factor of safety was introduced 
if the broth suspension of B was kept at 10°C. for J hour before 
being mixed with P. The controls of B alone in broth were sufficient 
to detect cases of moderate B growth, but a much more satisfactory 
growth criterion lay in the control mixtures of known [P]’s with B. 
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The value of such controls rests upon a fact elicited in previous work 
on the kinetics of the B-P reaction (9), namely, that the rate of P 
production in a P-B mixture is a power of the rate of B reproduction. 
Consequently, even slight inaeases in [B] give rise to very appre- 

TABLE I 


Distribution of Phago Between Broth and Live, Resting Bacteria at iO°C. 
Volume 4 Mi. Period of Contact Z Sours 


Total Initial 

Total inlUal fi 

|P1. 


4 X 10' 

16 X 10' 

5 X 10* 

11.9 X 10’ 

2 “ 


3 “ 

9.8 “ 

1 “ 

“ 

1.6 « 

9.2 « 

8 X 10* 


9.5 X 10* 

12.5 " 

4 « 

** 

5.0 “ 

11.9 " 

2 “ 

“ 

2.75 “ 

10.7 “ 

4 X 10' 

8 X 10* 

1.02 X 10* 

11.0 “ 

2 

“ 

5.0 X 10* 

11.2 “ 

1 " 

“ 

2.3 " 

12.3 « 

8X 10' 

“ 

1.95 “ 

11.6 ” 

4 “ 

** 

1 « 

11.2 “ 

2 “ 


5.75 X I0< 

9 6 « 

4 X 10* 

4X10' 

2.1 X 10* 

9.4 “ 

2 “ 


9.75 X 10* 

10.3 “ 

1 “ 

“ 

5 " 

10 0 “ 

8 X 10" 


3.8 “ 

10.8 " 

4 « 

“ 

1.75 “ 

11.8 “ 

2 “ 


8.0 X 10* 

13.1 “ 

Control for B growth and 
P formation 




4 X 10» 

16 X 10' 

FinaUotalp:3.97 X 10* 

ContTolfor.B growth {Cen- 
trifuged'Sediment 
method) 




4X 10' 

16 X 10* 

Final total 5:4.07 X 10’ 


dable and easily detectable inaements in total [P], P production 
therefore serves as a sensitive indicator of B growth. 

Control tests run at intervals of 15 minutes on several distribution 
series indicated that If hours sufficed for the establishment of 
equilibrium between intracellular and extracellular P. This point 
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was also confirmed by experiments in whicb equilibrium was ap- 
proached from both sides (see reversal experiments). The use of 
periods longer than 3 to 4 hours for contact between P and live, non- 
growing B introduced complications due to the death of considerable 
numbers of B. It is shown elsewhere (Distribution of phage between 
heat-hilled susceptible bacteria and broth) that the processes by 
which dead B and live B take up P from solution differ. Also, control 
experiments indicate that under the experimental conditions obtain- 
ing no significant drop in viable survivors occurs during the first 
3|- to 4 hours. After this time, however, the proportion? of dead 



Fig. 1. Phage distribution between live, resting, susceptible bacteria and broth. 
Data plotted as adsorption isotherm. Contact period 2 hours at 10°C. The 
points are seen to lie along a line of slope (l/«) = 1. 


cells in the mixture becomes considerable and their presence accounts 
for the inconstant and not altogether predictable results secured when 
long contact periods are employed. 

Table I lists the pertinent data obtained in one distribution experi- 
ment run at 10°C. [P]’s varied from 1 X 10® p.u./ml. to 5 X 10^ 
p.Tj./ml. and over this range three different [P]’s were employed: 
4 X lOyml., 2 X lOyml. and 1 X lOyml. respectively. A period of 
2 hours was allowed for the system to come to equilibrium before 
samples were taken, and it is apparent that the observed values give a 
reasonably constant partition coefficient. In calculating K the ratio 
Pi, /B is multiplied by 25 X 10*® in order to obtain the concentration 
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of p/ml. of B (there are approximately 25 X lO*” bacterial ceBs in 
1 ml. of packed bacteria). Fig. 1 presents the same data plotted in 
the log form of the adsorption isotherm equation. The points are 
seen to lie on the Bne of slope 1 (i.e., l/» = 1). 

Any single B suspension gives satisfactorily constant values for the 
partition coefficient. Different preparations of B, however, produce 
moderate fluctuations in the coefficient over and above the variations 
due to experimental errors in estimating B and determining P. 
[Determinations of B can he made with an accuracy of ± 2 per cent 
(10) while [P] can be determined within ± 3 per cent (12).] 

It would appear then that the distribution of P between broth and 
Bve, non-growing B may be expressed in the form of the common 
Normal Distribution Equation, If the distribution is strictly normal 
it not only should furnish data which fit the equation but equilibrium 
should be attainable from both sides. ExperimentaUy this proves 
to be true as is demonstrated in the foUowing experiment: 

4 X 10’ p.u. and 1.6 x 10’ B were mixed in a total volume of 4 ml. of broth. 
The mixture was shaken for li hours at 10°C. to permit establishment of equilib- 
rium and then was diluted 1/10 with broth. After an additional 11 hours 
shaldng at 10®C. [P]t of the diluted mixture was determined. For compar- 
ison (Ph was also ascertained in mixtures having the B and P concentra- 
tions of the undiluted and diluted original set-up. For this purpose two tubes 
were prepared: in both of which fP} = 1 X 10’ and [P] * 4 X 10’. To be sure 
that equilibrium had been reached free P/ml. was determined in one tube at 11 
hours and in the other at 2 hours. To check [Ph in the diluted suspension a flask 
containing 4X10’ p.u, and 1 .6 X 10’ P in 40 ml, of broth was included. Samples 
for determinations of free P/ml. were taken at 11 and 2 hours. 

As shown in Table H the partition coefficients agree quite weB. 
Moreover, the total free P after dilution is nearly ten times the 
amount present before dilution, so there is no doubt that equilibrium 
in the dilute suspension was reached by diffusion of phage from the 
bacteria instead of diffusion into them, as is the case in the previous 
experiments. Consequently it follows that the removal of P from 
solution into living, susceptible B is a reversible process, thus further 
substantiating the idea that P distribution between B and broth 
in the absence of growth is a case of true Normal Distribution. Rep- 
etition of this experiment at 0°C. and 10°C. with other concentra- 
tions of B and P has given like results. 
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Distribution of Phage Betiocen Growing Susceptible Bacteria and Broth 
In an earlier paper (9) Krueger and Northrop reported a simple 
relationship found to exist between intracellular and extracellidar P 
in a P-B mixture during the log phases of B growth and P formation. 
The log plots of total P/ml. and extracellular P/ml. against time in 
several of our kinetic experiments were practically parallel lines, 
indicating that extracellular P/ml. was a constant low percentage 
(ca. twenty per cent) of total P/mi., while the intracellular P fraction 
constituted a constant major percentage of total P/ml. at any par- 
ticular time. 


TABLE m 


Catculotion oj Partition Coepicimts for Phage Distribution in Phage-Growing B 
Mixture at 36°C. Data from a Prepionsly Reported Experiment ( 4 ) 


‘(swnpling) 

1 B/ol 

Toul P/ml. 

Free F/ml. 


hti. 

0 

1 

1 

1 2.5X10’ 

2 5X10* 

2.5 X 10» 


.50 

1 4 « 

2.5 X 10* 

1.6 “ 

90 X 10* 

1 00 

6 3 “ 

2 X 10* 

6.3 « 1 

123 “ 

1.50 

1 6 X 10’ 

2 X 10’ 

4 X 10> 

76 “ 

2.00 

3.2 '■ 

1 6 X 10’ 

4 X 10’ 

31 " 

2 SO 

6.3 " 1 

1 6 X 10’ 

4 X 10’ 

16 “ 

3.00 ' 

1 X 10’ 

1 6 X lOw 

5X 10’ 

7,7 “ 

3.50 

“ 

1.4 X 10« 

1.6 X 10’ 

21.6 ” 


With [B] constant this relationship would signify that a true normal 
distribution obtained with reference to P in the bacterial and broth 
phases. However, the system is not static, for [B] is increasing 
logarithmically with time and a priori the data will not yield a con- 
stant partition coeflident. Table III, an analysis of such an experi- 
ment, shows this to be true, K decreasing markedly during the period 
studied. 

Since the distribution of P between living susceptible B and broth 
in the absence of growth is so definitely of normal type it seemed 
advisable to reconsider our earlier kinetic data. In the first place, 
there was the possibility that with such a rapid rate of P production 
there might exist a lag in diffusion of P through the cell membrane, 
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samples being taken too fast for attainment of equilibrium. To 
influence the data in the direction of maintaining a constant partition 
coefficient we should have to assume then that P is formed extra- 
celliflarly and that a progressively greater lag arose in the diffusion 
of P into the cell. While there was no special reason to suppose that 
this represented the true situation the possibility could be experi- 
mentally checked. The test was carried out by allowing a P-growing 
B mixture to reach a point well within the log phase of B growth, 
stopping the reaction by rapidly cooling the reactants to 0°C. and 
titrating the free and total P/ml. at intervals. Table IV gives the 

TABLE IV 

Experiment to Detect Lag in P Distribution Between Cell and Broth 
[jB]o 2.5 X 10^ [P]o 1 X 10^ Volume 30 ml. 

Mixture Shaken at 36°C. 1 3f4 Hours. Cooled at Once to 0°C. Samples Taken as 

Indicated 


t (after icing) 

S/ml. 

Total 

Free F/ml. 

(P{/B)(25 X 10») 

^ IP] free 

min, 

1 

1.8 X 108 

5.70 X 108 

3 X 10* 

25 X 10’ 

15 


5.60 " 

(( 

24.5 " 

30 

« 

5.65 “ 

3.1 X 108 

24.0 “ 

45 

1 

5.70 « 

({ 

24.2 “ 


essential data of the experiment and shows that no lag in diffusion of 
P either in or out of the cell is detectable. 

The next desirable bit of information was the exact relative slopes 
of the log plots of extracellular P/ml. and intracellular P/ml. against 
i. In the experiments previously reported (9) samples taken for 
total P/ml. determinations were diluted at once and were mixed 
with the test B suspension. The time period occupied by the proce- 
dure was short and the titration data furnished very uniform slopes 
for the rate of total P formation. However, this was not so in the case 
of free P/ml. determinations. These samples had to be centrifuged 
for 0.1 hour during which time the P-B reaction continued. They 
were then diluted and titrated immediately. 

Plots of the titration readings, i.e., log extracellular P/ml. against 
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t, gave slopes varying somewhat in different experiments and the 
points of any one plot were not as regularly aligned as in the total 
P/ml. plots. To obtain better data the same experiments were 
repeated with this alteration in technic: Samples for total P/ml. 
and for extracellular P/ml. were removed from the reaction mixture 
at intervals, chilled at once to 0°C- and the total P aliquots were 



Fig. 2. Relationship of extracellular P/ml. to rntracelJular P/znl. durmg B 
growth in a P-B nature. Experiment run at 36'’C. Special sampling precau- 
tions were taken (see text) and the data from the plotted curves give a constant 
partition coeffident for P distribution between growing B and broth fcf. Table V). 
• Total P/ml. o Extracellular P/ml. *0 (BJ m broth control. <S IB] in P-B 
mixture. 

diluted in 0°C. broth. Meanwhile, the chilled extracellular P samples 
were packed in ice, centrifuged 0.1 hour and the supernatants then 
diluted with chilled broth. All samples were held at 0°C. alter dilu- 
tion until the end of the experiment and were then titrated together. 
Control experiments showed that immediate reduction in temperature 

could be relied unon to .«itrir» R omwi-b arsrl P 
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Following this procedure, t of sampling, particularly for extracellular 
P, could be more accurately fixed and the data so obtained furnished 
curves of the type shown in Fig. 2. In the plot of log extracellular 
P/ml. against t the slope is clearly not parallel to the log Tot. P/ml. 
plot. The difference is slight but definite, and makes for considerable 
improvement in calculations of the partition coefficient. Thus in 
Table V the data from the experiment of Fig. 2 are listed and it is 
evident that the partition coefficients agree very well. 

It seems reasonable to conclude therefore, that our earlier data for 
extracellular P/ml. were not entirely accurate due to the mechanical 
difficulty of fixing /(sampling) in a rapidly reacting mixture. With an 


TABLE v 

Distribution of Phage Between Growing Susceptible Bacteria and Broth at 36°C. 
Reaction Slopped in Samples by Reduction of Temperature to 0°C. 


*(sampUng) 

J5/ml. 

Total P/ml. 

Free P/ml. 

^ (.Pb/BK2S X 10“) 

^ \P] free 

hn. 








0 

3 

X 10^ 

1 X 10’ 

1 

X 10’ 



.50 

4 

U 

2.5 “ 

7.9 

X 10« 

13.0 X 10’ 

.80 

5.36 

t( 

6.6 “ 

1.25 

X 10’ 

20.0 

<( 


6.3 

« 

1.6 X 105 

2.2 

it 

25.0 

u 


7.9 

« 

4 " 

4.8 

(( 

23.2 

u 

1.40 

1.0 

X 105 

1.1 X 10’ 

1.0 

X 105 

25.0 

it 

1.60 

1.2 


2.75 " 

2.0 

u 

26.5 

u 

1.80 

1.45 


7.1 “ 

4.0 

(( 

29.0 

(( 


improved technic, this source of error has been eliminated and the 
data fit the Normal Distribution Equation satisfactorily. 

The distribution of P between broth and live, susceptible, growing 
B, i.e., in a reacting mixture of P and B, is then of the same simple 
type found to hold for P distribution in the case of live, non-growing B. 

Distrihiition of Phage helween Heat-Killed Susceptible Bacteria and 

Broth 

Methods . — Saline suspensions of staphylococci were prepared as described under 
Distribution of phage between living bacteria and broth in the absence of growth. 
After beating at SO^C. for 3 hours the suspensions were washed several times with 
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saline and samples for sterility tests were taken. Various concentrations of F 
and B in broth were placed in the mechanical shaker at 0®, 10® or 36®C. At the 
end of 16 to 18 hours the tubes were centrifuged at high speed and the of the 
supernatants determined. Controls of kno^vn [PJ’s with known IB]’s (for total 
[P] determinations) were included in each set-up. The long period of contact 
between B and P in these experiments was used merely as a matter of convenience 
and not because the attainment of equilibrium conditions required such prolonged 
interaction (see section on velocity, page 508). 

The adsorption isotherm equation states that a ~ k where a 
» quantity of sorbate per unit of adsorbent — here p.u. adsorbed per 
B, c ^ concentration of sorbate at equilibrium and k and l/» are 


TABLE VI 


Adsorption of Phage by Seat-Killed Susceptible Bacteria at 10°C, 

TotalB: 2A y. VohmeSMl. Period of Contact 16 Sours. BKilledatSO'^C. 


Total iaitlal t.v. 

tPU 



1 X IQia 

t.25 X 10’ 

1.66 

1.72 

4 X 10’ 

3.16 X 10« 

1.22 

1.21 

2 “ 

I.IS “ 

0.92 

0.8S 

1 “ 

5 0 X lOs 

0 62 

0.55 

4 X 10’ 

1.8Q « 

0.22 

0.18 

2 “ 

8.1 X 10‘ 

-0.08 

-0.12 

1 « 

4.0 “ 

-0 38 

-0.39 


constants. Table VI presents the data from an experiment typical 
of many performed with dead B. The constants log k and l/» are 
calculated from the experimental observations and are seen to give 
values for log a when substituted in the logarithmic form of the ad- 
sorption equation (log o — log A -f l/n log c) which agree well with the 
observed figures. In Fig. 3 the same data are plotted for comparison 
with the calculated curve. 

Table VH includes the data from two other adsorption experiments 
nm at 10°C. with different B preparations. In the plot of the data. 
Fig. 4, observed points of Fig. 2 are reproduced to bring out the degree 
of variation between results obtained with different lots of organisms. 
The two sets of data in Table VII include regions of high P/B ratios 
and show a distinct flattening in their upper segments due to satura- 
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tion of B with P. Such behavior is not predicted by the Freundlich 
equation although frequently observed experimentally. However, the 
general adsorption theory developed by Langmuir (13) predicts this 



Fig. 3. Phage distribution between heat-killed, susceptible bacteria and broth. 
Data plotted as adsorption isotherm. Contact period 16 hours at lO^C. l/« = 
0.84. 


TABLE vn 


Adsorption of Phage by Heat-Killed Snsceptible Bacteria at 10°C. 

Two DifferejJt B Preparations. Total B: 2.4 X 10^. Volume 8 Ml. Period of 
Contact 16 Hours. B Killed at 80°C. 


B preparation No. 1 

B preparation No. 2 

Total initial p.n. 

Los(P!< 

LogPi/S 

Total initial P.u. 

LogtP), 

Log’A/'S 

6 X 10‘» 

9.4 

2.22 

7 X lO’O 

9.52 

2.26 

4 “ 

9.0 

2.12 

5 “ 

9.06 

2.23 

2 “ 

7.9 

1.91 

3 “ 

8.35 

2,07 

1 » 

7.0 

1.61 

8 X 10» 

6.95 

1.52 

4 X 10’ 

6.40 

1.22 

4 X 10’ 

6.60 

1.22 

2 “ 

6.15 

0.92 

2 “ 

6.24 

0.92 

1 “ 

5.70 

0.62 

1 “ 

5.80 

0.62 

4 X IQS 

5.18 

0.21 

4 X 10’ 

5.24 

0.22 

2 “ 

4.80 

-0.08 

2 “ 

4.90 

-0.08 

1 “ 

4.42 

-0.39 

1 “ 

4.56 

-0.38 
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type of curve with high ratios of sorbate to adsorbent and lends to the 
present data adequate theoretical supports 

It should be mentioned that several early adsorption experiments run at 10®C. 
as dready described gave isotherms for which \(n in the log plot =» 1.25. This 
suggested the possibility of P distribution in dead B being of the associative type. 
However, in associative distribution w, in the equation Ci ~ k Ci«, is ort^narily 
a whole number greater than one. Further, a^ociative distribution is commonly 

3 


2 

m 

O I 
o 


LOG Cp\ 

Fig. 4. Phage distribution between heat-killed, susceptible bacteria and broth. 
Three different B preparations. Data plotted as adsorption isotherm. Contact 
period 16 hours at 10®C. 

A B preparation No. 1 joata of Table VII 

o DataofTableVI 

reversible while no evidence of reversal could be obtained in the present instance. 

It was finally foimd that peculiar results of this sort, giving distribution plots ^ 
midway between those of normal and associative distribution, depended upon some 
substance present in imwashed cultures. This material, derived from the medium 

^ In order to apply Langmuir’s equation quantitatively it is necessarj' to make 
arbitrary assumptions as to the constants owing to lack of experimental data, so 
that no definite sign^cance vrould attach to the calculations. 
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upon which the bacteria were grown and amboceptor-like in action, furthered the 
binding of P by dead B and was shown in control e.^periments with ultrafiltrates 
not to exert any inactivating action upon phage. Its presence in P-live B mixtures 
used for distribution experiments resulted in the B taking up considerably more P 
than is normally the case and was responsible for several apparently anomalous 
series tmtil the cause was discovered. In subsequent adsorption and distribution 
experiments, the B were washed several times with broth or saline to remove the 
disturbing factor. When new lots of agar (of the same formula) were used for 
growing the bacteria no diflferences were found between washed and unwashed B, 
both giving strictly regular results. 

It is quite possible occasionally to obtain what appear to be fairly 
good adsorption isotherms when the ratio P/B of the entire series is 

TABLE vm 

Irreversibility of Phage Sorption by Heat-Killed, Susceptible Bacteria 
Temperature 10°C. Total B 2.4 X 10^ Volume 8 Ml. Initial Period of Contact 

16 Hours. B Killed at 65°C. 


1 

Total initial 

iPk 

Total 

e.ttrace]lular 

P.U. 

(Pj/B)(2S X lO'o) 
IPl. 

(1) P-B mixture for estab- 
lishing [P] t after 16 
hours. 

4 X 10® 

! 

3 X 105 

2.4 X 10’ 

1,380 X 10’ 

(2) Reversal e.xperiment 

At equilibrium (16 
hours) diluted to 80 ml. 
with broth and shaken 
24 hours at 10°C. Final 
volume 10 X initial 
volume. 

tt 

2.1 X 105 

1.7 X 10’ 

19,800 X 10’ 


high and if lower P/B ratios are not included in the test the results 
may be misleading. However, the plotted points do not give a smooth 
curve, the slope is very low and other experiments including lower 
P/B ranges indicate that the region is one of B saturation with P. 

Apparently, then, the combination of P with dead B may be ex- 
pressed in the form of the usual adsorption isotherm equation except 
in cases of very high P/B ratios. If the process is a true adsorption 
and proceeds to > 99 per cent completion as in the present instance, 
it should be very difficult to demonstrate any reversibility. This 
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point was tested experimentaUy by running at the same time as the 
reversal esperiment vnth live B, a similar seri» employing dead B. 
Table VIH gives the rKUlts obtained and clearly demonstrates that 
no detectable reversal has taken place. Other e.vperiments performed 
at 10=C. and O’C. rvith various (Pj’s and (Bj’s lead to the same general 
conduaon. 

The control tubes for total [P] in distribution ccpcrimcnU performed 
rrith dead B invariably give a \P] value identical with or less than 
that of the supernatant fluid left after centrifugation of B, although 
these determinations are made with dilutions of the entire P-B mixture. 
Thb apparent paradox is readily explicable on the basis of the fore- 
going facts concerning P adsorption. P taken up by dead cells is 
retained by them and consequently does not function in the P titration . 
Hence the [P] of the P-B mixture ordinarily will be that of the super- 
natant. Howes'er, if low diluttons of the P-B suspension are em- 
ployed in the titration set-up an appreciable concentration of dead B 
may be introduced. Xow, as the live organisms of the test series grow 
and produce P the latter will be adsorbed by the dead B in consider- 
able amounts, thereby increasing time of lysis and causing the mixture 
to have an apparent [Pj Iks than the free [P] at equilibrium. 

Tbs fact that the combination of P with dead B is non-reversible 


fcrinp tm the possTnility that the phenomenon studied may be not one 
of adsorption but rather au inactivation ol P by some hypothetical 
suhstanoe deifr-ed from the dead B and set free in the broth. This 
possiKHtj' was tested by filtering heavy suspensions of dead B in broth 
and saline through aoetic-coUodioa membranes (1-1) just dense enough 
to retain all organisms while alioTring free passage of substances in solu- 
and adding the filtrates to known jPj’s. Tue Qtrate-P mixtures 


were snaken at If/C. and ypC. for 16 hours and the [Pj of the liquid 
then dstennined. In no mstauce was it possible to detect the least 
loss in P litre, snowing that dead B remove P from solution by a 
process or P-B combination and cot by liberating any soluble in- 
activating sabstanre. 

JBr IT Vcr/ir.g^ Tmptreiurts at V/kich B Are Killed on B 
This rriatiouship was investigated by exposing 
prsparatiecs for 3 houro to temperatures of 
C, b/C. zon. tf//C, Tee heat-ksHed bacteria were then tested in 
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upon which the bacteria were grown and amboceptor-like in action, furthered the 
binding of P by dead B and was shown in control experiments with ultrafiltrates 
not to exert any inactivating action upon phage. Its presence in P-live B mixtures 
used for distribution experiments resulted in the B taking up considerably more P 
than is normally the case and was responsible for several apparently anomalous 
series until the cause was discovered. In subsequent adsorption and distribution 
experiments, the B were washed several times with broth or saline to remove the 
disturbing factor. When new lots of agar (of the same formula) were used for 
growing the bacteria no differences were found between washed and unwashed B, 
both giving strictly regular results. 

It is quite possible occasionally to obtain what appear to be fairly 
good adsorption isotherms when the ratio P/B of the entire series is 

TABLE vm 

Irreversibility of Phage Sorption by Heat-Killed, Susceptible Bacteria 
Temperature 10° C. Total B 2.4 X iO* Volume 8 Ml. Initial Period of Contact 

16 Hours. B Killed at 65°C. 



Total initial | 
p.u. 

iph 

Total 

Ktracellular 

p.u. 

(.PbfBKlS X 10>») 
[FJe 

(1) P-B mixture for estab- 
lishing [F]e after 16 
hours. 

4 X 105 ‘ 

3 X 10= 

2.4 X 105 

1,380 X 10’ 

(2) Reversal e.xperiment 

At equilibrium (16 
hours) diluted to 80 ml. 
with broth and shaken 
24 hours at lO’C. Final 
volume 10 X initial 
volume. 

c< 

2.1 X 10= 

1.7 X 105 

19,800 X 10’ 


high and if lower P/B ratios are not included in the test the results 
may be misleading. However, the plotted points do not give a smooth 
curve, the slope is very low and other experiments including lower 
P/B ranges indicate that the region is one of B saturation with P. 

Apparently, then, the combination of P with dead B may be ex- 
pressed in the form of the usual adsorption isotherm equation except 
in cases of very high P/B ratios. If the process is a true adsorption 
and proceeds to > 99 per cent completion as in the present instance, 
it should be very difficult to demonstrate any reversibility. This 











Summary o! Readion Vdocily Experiments on; (a.) Combination of Live, Resting, Susceptible Bacteria with Phage 

(b) Combination of Scat-Kilted, Susceptible Bacteria with Phage 
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the usual way for ability to adsorb phage. No significant changes 
were found over this range of temperatures. 

II. Reaction Velocity 

In order to obtain some idea of the course of events between the time 
of mixing phage with susceptible bacteria and the final attainment of 
equilibrium the reaction velocity of the P-B system was investigated, 
using both live and dead bacteria. 

Methods: The live bacterial reactant was prepared as outlined under Distribu- 
tion of phage between living susceptible bacteria and broth in the absence of 
growth. Appropriate concentrations of P and B, previously cooled to 10°C., 
were mLxed and the mixtures were shaken at 10°C. Samples taken at intervals 
were centrifuged at high speed 0.1 hour in iced cups. The supernatants were 
pipetted off, diluted with 0°C. broth and kept at 0°C. until they could be titrated. 

In the case of the reaction of P with dead B the latter reactant was made up 
according to the procedure described in Distribution of phage between heat-killed 
susceptible bacteria and broth. Sampling and titrating were carried out as above. 

The removal of P from solution by resting live bacteria or by heat-killed ceDs 
proceeds very rapidly and the time of sampling must be accurately fixed to obtain 
reliable data. Consequently the middle of the centrifuging period was arbitrarily 
designated as /-sampling in these experiments. The initial [B] used throughout 
was 1 X 10® 5/ml. while initial [P] was 1 X 10®p.TJ./ml. 

The distribution of P between live, susceptible B and broth in 
accordance with the Law of Normal Distribution would suggest that 
the combination of P with B involves diffusion of the lytic substance 
into the cell. It is not surprising therefore to find that the rate of the 
process, in common with those found for many other cases of diffusion 
into living cells, is proportional to the concentration gradient and to 
the number of cells present. 

That is: 

dP/di = ([B]) i[P]t - [P].), 

where [B] = concentration of bacteria, [P]j = free P/ml. at any time t 
and [P]e = concentration of P at equilibrium. 

It follows that 

dPJdi = k ([B]) ([P], - [P],), 

which on integration gives: 


1 . ([Plo-lP].) 



TABLE EC 

Sumtiiary of Reaction Velocity ExPerifnents on: (a) CotHhination of Live, Resting, Susceptible Bacteria with Phage 

(b) Combination of Heat-Killed, Susceptible Bacteria with Phage 
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The dose agreement of the average i^'s is obviously fortuitous. 
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Fig, 5 shows graphically a single experiment performed in duplicate 
with live and dead B. There is no significant difference in the reaction 
velocities. This in general expresses the results of the series of veloc- 
ity experiments (cf. Table IX), i.e., live, resting, susceptible B and 
heat-killed, susceptible B take up P from solution at much the same 
rate, although it should be noted that equilibrium is rapidly reached 



Fig. S. Velocity of reactions susceptible 5 + F 

\b. Heat-killed, susceptible B + P 

[S]» = 1 X IQS [P]„ = 1 X IQS Temperature lO^C. (« - ic) = [P]/,, 

after time i. 


o- Live B curve (lower line) 

• Dead B “ (upper “ ) 

No significant difference is seen in the velocities of the two reactions. 


with live cells whereas dead bacteria continue reacting with P until 
much more of the latter is removed from solution. 

In order to determine whether the period consumed in the reaction 
represented delay due to diffusion of P to the B cell or time utilized 
in a reaction between P and B, once contact was established, the fol- 
lowing experiments were performed; 

1, Duplicate set-ups with P and dead B were made. One series 
was shaken vigorously at lO^C, while the other was not shaken. 




LOG Ca-x] 




Fig. 6b 

Fig. 6. Influence of doubling viscosity upon velocity of reactions: 

a. Live, resting, susceptible 5 + P 

b. Heat-lulled, susceptible J5 4- P 

[B], » 1 X 10« [P]a « 1 X 10« Temperature 10"C. (a - x) =i [P]t^ 
after time t. 

*> J3 -J- P normal viscosity of brotb. 

• B + P viscosity of medium doubled with twenty per cent glycerine. 

There is no marked difference in the vdodties of the reactions attributable to 
the increased viscosity in either set of atperiments. 
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and that [P] determinations will detect degrees of B growth otherwise 
easily overlooked if direct estimation of [P] is relied upon. The 
value of such an indicator is obvious when experimental requirements 
necessitate maintenance of live P at a constant [P] level. The sen- 
sitivity of [Pi to P reproduction rests upon a previously described 
relationship (9) existing between the rates of P production and P 
reproduction; namely, that dP/dt is proportional to a power of the 
rate dB/dt. Therefore very small increments in [P] give rise to 
measurable increases in [P], 

The second point of interest relates to [P] determinations in the 
presence of dead P. Total [P] determinations of P-dead P mixtures 
invariably give values identical with or less than the [P]’s of the super- 
natants left after centrifugation of B. The obvious conclusion is 
that P taken up by dead cells is retained by them in an inactive form 
and consequently does not function in the P titration. The experi- 
mental demonstration of the irreversibility of P adsorption by dead P 
substantiates this view, and with this in mind one would expect the 
total [P] of a P-dead P mixture to be that of the supernatant — as is 
actually true. If, however, [P] is high or if low dilutions of a P-P 
mixture are used in running the titration a considerable number of 
dead P may be introduced into the titration set-up. As the test P 
grow and produce P appreciable amounts of the latter will be adsorbed 
by the dead cells. Since lysis depends upon the attainment of a 
particular P/P ratio (9) the time of lysis will be prolonged and the 
mixture will appear to have a total [P] less than the free [P] at 
equilibrium. 

The mixtures of known [P]’s with known concentrations of live P 
used as controls to detect P growth in distribution experiments with 
live non-growing P served also as useful indicators of P death. Dead 
P take up relatively large amounts of P irreversibly and since such 
P does not function in the titration of P-P mixtures for total [P] de- 
terminations, it is clear that any large number of deaths among the 
P population ^^^ll reduce the apparent [P] of control tubes. Conse- 
quently the control series of P-live P mixtures served in this work as 
satisfactory criteria both of P growth and P survival under test 
conditions. 
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SUMMARY AKD CONCLUSIONS 


The above data relating to the antistaphylococcus phage and single 
strain of S. aureus -with -which previous papers have been concerned 
(9, 10, 11, 12), bring out the folio-wing points. 

(a) For live, resting, susceptible B suspended in broth as -well as 
for F in a P-B mixture during the logarithmic phases of B growth and 
P formation, P is distributed in a manner typical of numerous mate- 
rials soluble in both phases of a two phase system, i.c., distribution 
proceeds in accordance with the equation Ci/Cc = K where Ci = 
extracellular P/ml. of broth and Ca = intracellular P/ml. of B. The 
combination is quantitatively reversible. 

(b) With heat-kiUed, susceptible B, P distribution is of the adsorp- 
tive type, expressible in the form of the adsorption isotherm equation 
o = AC*/". The average value of l/« is 0.80 in agreement -with the 
results of von Angerer (2). Under ordinary conditions dead B take 
up much more P than do live B, the reaction proceeding to > 99 per 
cent completion. The combination of P -with dead B is not demon- 
strably reversible and with high initial P/B ratios saturation of B 
with P is effected. Bacteria killed at 65°C., 80°C. and lOO'C. show 
no differences in adsorptive ability. 

(c) The rates at which live, resting, susceptible B and heat-killed, 


susceptible B remove P from solution do not differ significantly. Ve- 
locity constants of the process calculated from k = -j^ In ~ Iw, v 

‘ iPj ([Pji ~ IPjv 

agree satisfactorily. It is shown that the time interval consumed is 


concerned -with an actual reaction between P and B and not -with 


diffusion of P through the broth to B. 


(d) P determinations have been found to serve as satisfactory indi- 
cators for B growth in P-B mixtures where [B] is to be maintained at 


a constant level. Very small increments in [B] give rise to measurable 
increases in P by virtue of the fact that dP/dl is proportional to a 
power of the rate dB/dt (9). 

(e) Similarly [P] estimations -will detect death of B cells in P-live 


B suspensions. Dead B take up large amounts of P irreversibly; such 
P cannot function in the titration and the result is a sharp drop in 
[P] of controls. 
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ON THE THEORY OF NERVOUS CONDUCTION 

Bv N. RASHEVSKY 

(From the Wmtinghoitse Research Imhoralories, East Pittsburgh) 
(Accepted for publication, January 12, 1931) 

Although we know as yet very little about the actual mechanism of 
the propagation of the nervous impulse, it is however generally recog- 
nized that this propagation is based on the excitation caused by the 
action current of the nerve itself,* When a nerve is stimulated by 
an electric current, the excitation occurs in that region, in which the 
current flows /rofu the nerve, and the excited region becomes electro- 
negative with respect to the rest of the nerve. This electronegativity 
of the region E (Fig. 1) generates local bioelectric currents, which at E 
flow into the nerve, but in the adjacent regions, A and B, flow /ram 
the nerve (Fig. 1). It is assumed that this causes an excitation at A 
and B and the excitation will thus spread from E in both directions.® 
The tacit assumption is usually made, that this spread of the ex- 
citation occurs with constant velocity. However, to our best knowl- 
edge, no one has yet established the exact equations which should 
govern this process and thus justify the assiunption. The mathemati- 
cal treatment of this problem is the purpose of this communication. 

In order to establish the desired equations we must possess a mathe- 
matical description of the laws of excitation by electric currents. This 
mathematical description must account for the two fundamental facts, 
namely : 

1. For suddenly established constant currents the relation between 
the intensity of the current and the time wHch the current must act in 
order to cause excitation, is represented by a curve like that shown in 
Fig. 2 ; corresponds to the threshold value of the current, below which 
no excitation will occur at all. 

2. If the current increases from zero sufficiently slowly, it may ex- 
ceed the threshold value many times without the excitation taking 
place. 
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We shall consider two mathematical expressions, both describing 
these two facts. One is the formula of Hoorweg, which we shall 
discuss mainly because of its historical importance, and the other is a 




more recent expression, proposed by L. Lapique,® This latter is 
quite arbitral}", but presents some interesting features. 

According to Hoorweg, the exciting current causes the increase of a 
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certain quantity e, whose physical nature is not specified, and which is 
called “elementary excitation” (Elementarerregung). The actual 
excitation occurs when e reaches a certain value > 0. Hoorweg 
assumes: 

«) 

at 


where i(l) denotes the current, which is some function of time (, and 
^ is a constant. Hence ; 

.(I) - W"'* (2) 

Formula (2) represents, at least quantitatively, the above two facts. 
For a current which is suddenly established at / = 0 and kept at a 
constant value i, we have i(t) = f, hence: 

(3) 

Equating the right hand side of (3) to «. we obtain for the t — f curve 
the equation; 


l-e-o' 


(4) 


which is of the desired type, with*, = 0t,. 

For a slow linear increase of the current we have / = Xf, which 
gives: 



exceeds this value. If therefore X < 0% then t(t) will never reach e«. 

Now we shall establish the equations for the velocity of propagation 
of the nervous impulse assuming that Hoorweg's law holds for the exci- 
tation. The distribution of the currents around an excited region JE 
(Fig. 1) will not be uniform. The current flowing /rom the nerve at 
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any point will be the weaker, tbe farther the considered point is away 
from E. As to the actual distribution of the current, it will depend on 
the constitution of the nerve fiber and on the electrical conductivities 
of various parts of it. Some more or less simplifying hypothesis is 
therefore unavoidable. If we make the usual assumption, that the 
nerve consists of a comparatively better conducting core and of a worse 
conducting sheath, it can easily be shown that the distribution of the 
current around an excited region E will be exponential. That is, if s 
denotes the distance of a point along the nerve from E the current 
caused at this point by the electronegativity of E and flowing/ro?;j the 
nerve, will be given by: 

i{s) = 7e-“' (6) 

where a is a constant depending on the conductivities of the sheath and 
the core and I is the current in the immediate neighborhood of E, which 
also is a constant for a given nerve. If the “internal” resistance of the 
excited region E is small as compared with the resistance of the rest of 
the nerve, a and I will also be independent of the size of the region E 
and s must be counted from its “edge” e (Fig. 3). 

Let the excitation at E, caused by an external exciting current, have 
occurred at the time i = 0. That is, the current distribution described 
by (6) is established at that time. In order that this bioelectric cur- 
rent should cause an excitation in the immediate surroundings of E, / 
must exceed the value of io — /Se,,. And even then it requires a finite 
time until the excitation in the neighborhood of E will occur. This 
time is found from equation (4) by putting i - I. It is equal to 

(/i is positive because the log is negative) . 

Hence only after this time has past from the moment of establish- 
ment of the excitation in E will this excitation begin to spread in both 
directions from E. Since the whole phenomenon is symmetrical with 
respect to the original position of E, we shall consider only the propaga- 
tion in one direction. We shall take as origin of coordinates the point 
E at which the nerve is originally stimulated. 
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Consider any other point along the nerve, x,. At the moment i = 0 
a current 




is established at that point (Fig. 3). But as soon as the excitation 
begins to spread from B, the current at a:, begins to increase, because 
the distance s from this point to the exdted region decreases. 

Let the velocity of propagation of the nervous impulse, in other 
■words the velocity of tins spread of excitation, be in general some func- 
tion of time, ■which we shall denote by v(t). It is the shape of this 
function a (t) that we wish to determine. ' 



Since the propagation begins only at the moment t = h, the distance 
J of the point from the edge of the exdted region’al any?time f >^(i is 
given by. 

j = *• — idWi — a. — ii(0. (8) 

Hence between t = 0 and I = li the current at Xo is constant and has 
the value 

(9) 

whereas after t = h the current at varies ■with time according to the 
expression : 
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Hence the elementary excitation is given, according to (2) by: 


e(l) = 


I 


<1 



(11) 


or otherwise: 


€(0 = 



where K denotes the constant quantity 





( 12 ) 


(13) 


The excitation at :i;<, happens at that moment when at this point e (i) 
reaches the value «<,. Hence the equation : 

I^-axo 

which can also be written: 

= (15) 

will give us, when resolved with respect to /, the time at which the 
excitation will reach the point Xo. Since we have taken the point Xo 
along the nerve quite arbitrary, this means that equation (15) gives 
for each point the corresponding time, at which the excitation reaches 
that point. But this in its turn means, that if resolved with respect to 
Xo, equation (15) will give us the distance travelled during the time t 
by the excitation from the point x = 0, at which it started. But this 
distance is equal to: 

JVdrf/ = uU). (16) 

Hence the unknown function u(i) must be of such a form, that when 
the equation (15) is resolved with respect to Xo, the expression of Xo as a 
function of /, thus found, must be again of the form n(0. In order 
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to detennine «(i) we must therefore substitute in (15) u(t) for and 
thus obtain a functional equation : 

^ ^ (17) 

Differentiating this we have; 

Ifff, ««(!)*; ^ ( 18 ) 

I dl 


or: 


dl CtCt 

(IS) 

with the initial condition; 


udO = 0. 

(19) 

Hence: 


“ -4* (c“^'* — 

a8t. 

(20) 

and, according to (16) : 



(2t) 


at. 


We thus see that the velocity of propagation gradually drops to zero 
and that the distance travelled by the excitation approaches asymp- 
totically the value 


without ever reaching this point. The physical reason for this is 
obvious: The farther a point is situated from the point a: = 0 of the 
original excitation the slower will the action current at this point in- 
crease up to the necessary threshold value, because the more time will 
be required for the excited region to come dose enough to the point in 
question. Therefore, according to the second fundamental fact 
mentioned on page 517, the excitation at such a point will never occur. 
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L. Lapique has however criticised Hoorweg’s formula (2) and has 
proposed another one.^ Lapique imagined a hydraulic model which 
represents some phenomena of excitation better than Hoorweg’s form- 
ula. This model is governed by a system of two differential equations. 
We shall investigate now, to what conclusions about the velocity of 
propagation we will be led by applying Lapique’s equations to our 
problem in a purely formal way. The question as to whether these 
equations can be interpreted physically will be left open. But the 
remarkable properties of Lapique’s model make the following investi- 
gation desirable. 

We now must consider two quantities, It and //, whose variations 
are governed by the following equations: 

^ = -«A-A0+t(0 (23) 

at 

(24) 

at 


where k denotes a constant and i(t) is again the exciting current. 
Excitation occurs when the following equation becomes satisfied: 

a(p + A) = HP + /;') (2S) 


where o, b, and p are other constants. 

Lapique shows that for i{t) = i = constant, and with the initial 
condition h = /;' = 0 for / = 0, equations (23) and (24) also lead to 
a curve of a general type represented in Fig. 2. The only difference is 
that now the curve actually touches the line i = ?o, without however 
intersecting it, as shown on Fig. 2 by the dotted line. He shows also 
that for i = no excitation occurs at all if X is sufficiently small. 

We shall now apply equations (23), (24), and (25) to our problem. 
From (23) and (24) it follows: 


d(.h + h') 
dt 


= t(0 


(26) 


hence: 
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and: 


^ — n 


m = 0 . 


(2S) 


Similarly to the previous case we have here also a constant retardation 
time (]• Due to the transcendency of the equations involved in the 
integrals of (23) and (24), h cannot however be expressed in a simple 
form like (7) in terms of the constants h, a, b and p. But equations 
(9) and (10) remain valid also in this case, so that we have : 


iWi =. ^ di -i 


Hl)di =. It-"’- J <" + f ’"'‘“^di = 


J.-. 




( 29 ) 


This, introduced in (28), gives: 

^ + 2W; - + ;•(/) j - 0. 

Hence, if C denotes a constant of integration^ 


(30) 


(31) 


The function »(() has the form (9) for I < I, and the form (10) for 
I > h- Hence the expression in the square brackets has also different 
forms for i < h and I > h. If we denote these correspondingly by []i 
and []j we may write: (0 denoting the expression in the square brackets 
in general) 


with 


nti nt (tt r*i 

I t!iii= I [h<«+ 1 1W( = e:.+ 1 (Wi-/:,+ I | 
Jo Jo J/i Ja Jo 

pii pa 

K, - I [hifl andi:,= k:,- i 


ll:c« (32) 


Since we are interested only in what happens at times I > h, we may 
take zero as lower limit in the integral in the round brackets in (31), 
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since tliis will result only in the addition of a constant to the final result 
and ndll not affect the shape of the function u(j) which we seek. 
Hence: 


h = + e““<« c->“dt (33) 


with 


ti — ti 


- (34) 

Transforming in a similar manner the integral in (27) we obtain for //' : 
h' = - Ce-^‘ - X 


X 


f[‘( 6 + J c->“dl + K, 


(35) 


where Ks denotes another constant. 

If we now introduce (31) and (35) into (25) we obtain after some 
rearrangement: 


+ P^‘ k e-’^^dl - = K,c-’‘‘ (36) 


with 


P = 


C’ 


<2 = 


ib 

(<J + h)C 


(37) 


and Ka another constant, which is algebraically expressed in terms of 
/j and Kz. 

Equation (36), resolved with respect to Xo, gives now the distance 
travelled by the excitation as a function of time. Hence for the deter- 
mination of u{t) we must again put in (36) u{l) for Xo and thus obtain : 


^ u ! «) , 




. 21 :/ 


y/- 
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Introducing now a new variable: 

j«) = e”"<« 

and differentiating (38) we obtain: 


^ + p (i, + y j e«' - Q = Jt C»‘ 


(39) 


(40) 


with 


R = Mtr,. 


(41) 


If we now put: 



we obtain after some calculations: 

^ + (P - + tiP - 2Q)c'‘' 5 = (P - Pfe)t’*'. (43) 

When s is determined from (43) then we obtain also «(() from (42) and 
(39), and all the arbitrary constants involved will be determined by the 
requirement that for « = 0 at all points of the nerve we must have h = 
Ih = 0. 

Although the general integral of (43) is not known, we see that for 
very large t (43) reduces to 

^ + = b (44) 

at 


with 


A^k 


P-2g 

P-Q* 


P-Q 


(45) 


Since Lapique assumes that always 6 > a, we see that A < 0. Hence 
the solution of (44) for very large 1 has the form : 

£ Const, c®**, with e* — X. (46) 


This gives for u{l) : 


[(0 = Const. + A, 


(47) 
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and for the velocity of propagation £»(/) : 

V = C*. 

We thus see that in this case the velocity tends as}’mptoticaIIy to 
the constant value c^. How rapidly, or in other words, how far from 
the point of initial stimulation this as}nnptotic value will be sufficiently 
closely approached depends upon the values of the constants in 
Lapique’s equations. 


SUMMARY 

Assuming that the propagation of the nervous impulse consists in the 
excitation of adjacent regions of the nerve by the action current of the 
already excited region, exact equations for the velocity of such a pro- 
pagation are established and integrated. The result depends on the 
assumptions which we make about the laws of excitation. If Hoor- 
weg’s law is accepted, it is found that the velocity of propagation 
decreases exponentially with time, and that there is a limiting distance 
which the impulse will travel and which cannot be exceeded. If how- 
ever a set of equations proposed by L. Lapique is assumed to govern 
the process of excitation, we find that the velocity of propagation 
asymptotically reaches a constant value. 
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THE ANALYSIS OF BIOLHMINESCENCES OF SHORT 
DURATION, RECORDED WITH PHOTOELECTRIC 
CELL AND STRING GALVANOMETER 

Bv E. NEWTON HARVEY ahd PETER A. SNEIX 
(From the Physiological Laboratory, Princeton University, Princeton) 
(Accepted for publication, January 20, 1931) 

INIROPUCIION 

The recent development of photoelectric cells and amplification 
circuits has made it possible to obtain very accurate intensity measure- 
ments of luminescences so weak that eye-comparison methods are 
quite unreliable. The string galvanometer, with its very short period, 
permits an accurate record to be obtained even if the luminescence is a 
flash of very short duration. By photographing the shadow of the 
string in the usual way, the flashing of fireflies in varying oxygen ten- 
sions has been recorded and results will be published in a later paper. 
Records of rapid changes in light intensity of a suspension of luminous 
bacteria have also been obtained. 

In a preliminary communication (1930) we have described some of 
the results of our study of flashes of luminescence occurring when the 
luminous materials, luciferin and luciferase, of an ostracod crustacean, 
Cypridina Blgendordi, are mixed together.' The present paper con- 
tinues this study. It should be recalled that light production by 
luminous animals is connected with the oxidation by oxygen in water 
solution of a substance, luciferin (LHj), in the presence of another 
body, luciferase (A). The luciferin is thermostable, diffuses slowly, 
and oxidizes to a compound, oxyluciferin (L), which can be again 
reduced by hydrogenation to luciferin. The luciferase, destroyed 
by heat and colloidal in solution, plays two rfiles: one, that of a 
catalyst, accelerating the oxidation of luciferin; and second, that of 
supplying molecules which can be excited to luminesce by picking up 

'The Cypridina material was obtained through a grant from the Carnegie 
Institution of Washington, whose support we gratefully acknowledge. 

529 



*532 


ANALYSIS OF BIOLUMINESCENCES 


1, it consists of a photoelectric cell;- (the large gas-filled type used in television), 
an amplifier consisting of two 171 A power tubes connected in push-pull, and a 
high-sensiti\dty string galvanometer. The values of the resistances and batter}' 
voltages are given in the figure. One of the variable 11,000 ohm resistances has 
both a coarse and a fine adjustment, to permit compensation for inequalities 
between the two vacuum tubes. The photoelectric cell with its guard ring, R, is 
mounted in a wooden box, the interior of which is painted black. There are two 
openings in the box, one in the top into which a test tube can be fitted, and one in 
the side. Either opening can be tightly closed when desired. The outside of the 
box is covered with tin. The amplifier is also enclosed in a tin-covered box, and 
the leads from the photoelectric cell to the amplifier pass through a tube of copper 



Fig. 1. Amplification system for photoelectric cell. Explanation in text 


screening. The leads from the amplifier to the string galvanometer pass through 
lead tubing, and the entire galvanometer is surrounded by a shield of copper 
screening. The parts of the shield of the photoelectric cell, amplifier box, galva- 
nometer, and leads are all connected together, but are not grounded. This 
elaborate shielding was found necessar}' because of alternating current lines in the 
xicinity and the extreme sensitivuty of the amplifier-galvanometer combination 
to the pick-up of such disturbances. 


- We take great pleasure in acknowledging the assistance of the General Electric 
Company, through Dr. Whitney, and especially of Doctors Hulett, Mar%an, and 
Roller who gave invaluable advdee in connection with the photoelectric amplifica- 
tion. The photo cell was a special type kindly supplied by the General Electric 
Company, 
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The apparatus was calibrated as follows: a Afacbeth illuminometer was set up 
so that the ground glass screen of the illuminometer fitted into the hole in the side 
of the photoelectric cell box, A Wratten filter No. 75 was placed in the illumino- 
meter, as this filter passes light of nearly the same spectrum values as that of 
Cypridina luminescence. As indicated in Fig. 2, it was found that there was strict 
direct proportionality between intensity of illumination (read directly from the 
inverse scale of the illuminometer) and excursion of the galvanometer string. 

For recording the light intensities from Cypridina extracts the following scheme 
was finally adopted: a narrow test tube of 25 cc. capacity was painted black 



Fig. 2. Linear relation between light intensity and deflection of string of gal- 
vanometer. Arbitrary units for ordinates and abscissae. 

except for a window on the lower third of the tube IS mm. in length over half the 
diameter of the tube. About 6 cc. of solution brought the level of the liquid to 
the top of the window; 10 cc. of luciferin solution were used in every experiment, 
so that disturbances at the surface due to the force of mixing were prevented from 
complicating the records. This test tube was firmly mounted in the hole in the 
top of the photoelectric cell box, so that the uindow in the tube came opposite 
the sensitive surface of the cell. A pipette fitted with a rubber bulb was mounted 
above the lest tube in such a way that when the bulb was squeezed the contents 
of the pipette, luciferase solution, were forcibly ejected into the test tube. This 
method is quite similar to that used by Ambereon for mixing the solutions. 
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Frequently the initial portion of the record would show jagged irregularities due 
to uneven mixing. These were largely eliminated by first drawing up luciferase 
solution into the pipette and then some paraffin oil. The paraffin oil will stay 



C 

Fig. 3. String galvanometer records of: .1, mixing water and ink as described 
in text; B and C, luminescences on mixing Cypridiua luciferin and luciferase. 
.\bscis 5 ac give time in 0.2 seconds. 


at the bottom of the pipette if its bore is small, and when pushed out first, it 
serves to put the luciferin solution in the test tube in motion so that very rapid 
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mixing is going on by the time the ludfcrase reaches the luciferin and the lummes- 
ceace suddenly appears. It was found unnecessary to use any stirring device, as 
the small amounts of solution and the force of ejection from the pipette brought 
about adequate mixing almost instantaneously. 

The time required for complete mixing of two solutions by this method was 
measured in the following way. A test tube was mounted in a wooden block' 
provided with holes in such a way that a beam of light could be passed through the 
tube. The block was mounted next to the hole in the side of the photoelectric cell 
box, and a small lamp set up, the light from which passed through the test tube 
into the cell. The tube was filled with distilled water and ink was injected into 
the water, a record being taken of the speed with which the mixing took place as 
shown by the decrease in light passing through the solution. As shown in the 
record, Fig. 3 A, nuxing is complete in 0.06 seconds. The average of all such 
experiments was 0.055 seconds. When mixing is complete some light still passed 
the ink so that the record really pictures the time for homogeneous mixing. The 
period of the string galvanometer at the voltage and tension used was about 0.007 
seconds. 

The extracts were always prepared fresh for each day’s experiments, and used 
,at 23“24®C. All the ludferase solution needed for the day was prepared at one 
time; the luciferin extracts were made separately for each experiment, since 
luciferin oridizes spontaneously in air. . Concentrations used are specified for 
each experiment in the terms of grams of dry powdered Cypridiua to 11 cc. of 
solution. The extracts were prepared in the usual manner: luciferin, by pouring 
boiling water onto the dried powdered material and immediately coolmg rapidly 
under the tap; ludferase, by grinding the animal material in a mortar with the 
necessary amount of distilled water, allowing to stand some minutes, then filtering. 
Ludferase solution also contains oxyludfcrin. 

RESULTS 

Figs. 3 B and C, give reproductions of records from typical experi- 
ments. It will be noted that there is a period during which the light 
is developing to its maximum brightness. In most cases this period 
is longer than 0.06 seconds, the time found experimentally to be 
required for mixing; hence it is possible to begin the analysis of the 
curve at the point of maximum light intensity, since mixing is complete 
and the solution is homogeneous before the decay of the light begins. 
The development of luminescence is too short for analysis. 

The ordinates on the photographic records are drawn on at the time 
of e.xposure by rulings on the cylindrical lens of the camera. The 
absdssae are imposed on the records by a revolving wheel timed by an 
electrically driven tuning fork, the ratio being such that the distance 
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between each white line represents 4^ of a second; the distance 
between the heavy white lines represents i of a second. The accu- 
rac}’- of this tuning device was tested periodically against 60 cycle 
alternating current. In the graphs of the records the actual time 
elapsed is given ; arbitrary units of light intensity are used as ordinates, 
since it is imnecessary to know the absolute values. 

The graphical analysis of two typical records is shown in Fig. 4, 
in which log light intensity is plotted against time. These illustrate 
the two classes into which the analysis of the decay curves group them- 



Time 

Fig. 4. Log luminescence intensity in arbitran* units plotted against time in 
seconds for luminescences x^dthout {A) and with (B) initial flashes. 

selves. A shows an experiment in which there was an initial flash, B 
shows an experiment in which no initial flash appeared. It was found 
for one sample of Cypridina powder that the initial flash appears when- 
ever the concentration of total luciferin is more than five times that 
of the ludferase. For another sample the flash appeared when the 
ratio was less than five. As we have no way of telling what the abso- 
lute amount of ludferase or total luciferin is, this may merely mean 
that the proportions of these substances differed in the second sample, 
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which was collected in a different locality. It must be recalled that 
throughout this paper “concentration” of luciferase or luciferin is 
always expressed as: grams dry Cypridina powder used to prepare 
luciferase (or luciferin) per cc. solution. By total luciferin, Lp, is 
meant luciferin (LHj) + oxyluciferin (L), — i.e. luciferin both in 
reduced and in oridized form. Luciferase (A) solution, because of 
its method of preparation, always contains some oxyludferin which 
must be added in to calculate the total Lr- 
The initial flash is undoubtedly a reality. It lasts much longer than 
the disturbances connected with mixing the solutions and is the 
expression of a much greater vdodty than corresponds to the subse- 


TABLE I 

Efect of Enzyme {Luciferase) Concentration 


Expenmeat 

oufflbet 

Lueiferia 

coaceotratioa 

Lucifeiase 

conceatrxlloo 

Total 

fucif«rin 

conceatratian 

Slope 

Ratio of 
enzyme 
concantratioD 

Ratio of 
slopes 

F 11 

0.10 

O.Ol 

o.u 




ri2 

0.10 

0.005 


4.8 

o.s 

0.48 

E31 


0.04 

0.09 

56.4 



E3S 


0.01 

0.06 

16.8 

0.25 

0.298 

E36 



0.035 




E24 

0.025 


0.03 


O.S 

0.414 

E25 



Q.0275 

7.4 

0.25 

0.255 


quent decay. If not marked, j.e. if of short duration, the log intensity 
of the flash plotted against time appears to be a straight line, but if 
the ratio of total ludferin to luciferase is very large (10 to 20) the slope 
of log initial flash against time is curved and merges into the subse- 
quent reaction whose log intensity against time is also not a straight 
line, but concave to the time axis. These curves are not such as to 
indicate a bimolecular process. They are similar to conditions 
observed in enzyme reaction in general where additional factors, such 
as percentage of catalyst covered by substrate, come into play, when 
substrate concentration is high compared to that of enzyme. 

Accordingly, we have turned to conditions where ratio of ludferin 
to ludferase is small and where the plot of log intensity against time 
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gives a straight line. Under these conditions we can confirm Amber- 
son’s and Stevens’ findings that the velocity constant (slope of the log 
light intensity — time plot) is very nearly proportional to the concentra- 
tion of the enzyme, luciferase. It is interesting to find that this rela- 
tion holds approximately, as indicated in Table I, even when the 
luminescence is of a few seconds duration. 

The anomaly which stUl appears has to do with the effect of luciferin 
concentration, which should not affect the velocity constant provided 
we are dealing with a homogeneous unimolecular reaction in which 
the light intensity is a measure of the rate of oxidation of luciferin. 

TABLE n 


Effect of Substrate {Luciferin) Concentration 


Experiment 

number 

Luciferin 

concentration 

Luciferase 

concentration 

Total 

luciferin 

concentration 

Slope 

Slope X 
dilution of 
luciferase 

X2 



0.045 

50 

50 

E 5 



mSBm 

29.5 

29.5 

E 12 

0.013 

0.02 


53.3 

53.3 

E 15 

0.00625 

0.02 


67 

67 

E 16 

0.00625 

0.012 

0.018 

45.5 

76 

E 21 

0.0125 

0.01 

0.0025 

35 

70 

E 23 

0.0125 

0.0025 


11 

88 

E S3 

0.0125 

0.04 

0.0525 

90 

45 


Table II shows the effect of luciferin (substrate) concentration on 
the velocity constants of the reaction. It is evident from an inspec- 
tion of the table that the velocity constant is decidedly not independent 
of the luciferin concentration. Amberson found similarly in some of 
his experiments that “the more dilute solution appeared, in all but 
one case, to faU through the decay curve with a faster reaction velocity 
than its companion concentration solution.” He then reports some 
experiments in which he decreased the concentration of luciferin by 
accelerating with heat its spontaneous oxidation. In these cases the 
velocity constant was found to be nearly independent of the luciferin 
concentration (x.c., independent of the degree of spontaneous oxidation 
which has taken place). Stevens’ tables show a like relationship, the 
less concentrated substrate showing a larger velocity constant for the 
same enzyme concentration. In these experiments the concentrations 
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were varied by using different amounts of whole animal powder in 
making the extracts. 

Amberson’s experiments suggest that when total luciferin + oxy- 
ludferin are constant (as would be the case if the spontaneous orida- 



Fig. S. Log luminescence intensity in atbitraiy units plotted against time in 
seconds for equal luciferase concentrations but varying luciferin and oryluciferin 
concentration as given in Table in. 


TABLE in 

Effect of Total Luciferin Concentration 


Experifflent | 

Enzyioe 1 

cotLcmtTaUon | 

LucitniQ 

(Imtu)) 

Oiyluciferia 

(iiutial} 

Total 

luciferin 1 

SJope 

1 ' 


O.OS 

0 

0.07 

25 

^ 1 



0.0125 

0.045 

SO 

3 ! 

0.02 1 


0 

0.04S 

49 

4 

0.02 


0.0125 

0.045 

50 


tion of luciferin were accelerated by heat), the velocity constant is the 
same for different concentrations of luciferin, and the records of Fig. 5 
prove this point. They were made by mixing luciferin and oxy- 
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luciferin solutions in the proportions indicated in Table III. Note 
that whenever the concentration of hicijerin + oxylitcifcrin is kept 
constant, the velocity constant (slope) does not change, despite nade 
variations in the proportions of luciferin and oxyluciferin, which only 
affect the intercept on the intensity axis. It is total luciferin + oxy< 
luciferin, (Lx)j which determines the constant, k, and not luciferin 
(LHo) concentration. 

The question next arises as to how the velocity constant varies as 
total luciferin + o.xyluciferin concentrations vary. This relationship 
is shown graphically in Fig. 6, a graph based on six series of experiments 



Fig. 6. Relation between velocity constant (slope of Jog intensity — time plots 
allowing for luciferase concentration) and total luciferin (Lj) (luciferin + oxyluci- 
ferin) concentration. 


totaling 38 records, covering a range of substrate concentrations from 
0.2 gm. per 11 cc. to 0.00625 gm. per 1 1 cc., and enzyme concentrations 
ranging from 0.01 to 0.0025 gm. per 1 1 cc. Since the velocity constant 
has been shown to be proportional to the enzyme concentration, it 
seemed advisable in stud 3 dng the effect of total luciferin concentration 
to use varjdng concentrations of enzyme and then to multiply the 
experimentally determined velocity constants by a factor correcting for 
the degree of dilution of the enzyme, as in this way the relation could 
be more thoroughly tested. Slope is plotted against total luciferin -f 
oxyluciferin concentration, and it •nill be observ'ed that with concen- 
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trated total ludferin the slope is nearly independent of the total lud- 
feiin (Li), whereas with dilute Li the slope becomes increasingly 
steeper. 

The curve is of such a nature that the slope is inversely proportional 
to the VEr over all except the range with high ratio of VEr to luci- 

ferase; that is, slope = K. One can best see the relationship by 

plotting the reciprocal of the vE^ against the velodty constants 
(slopes) A straight line is obtained with some deviation in the high 
Lt concentration region, as shown in Fig. 7. 



Fig. 7. Velocity constants of Fig. 6 plotted against reciprocal of square root of 
total ludferin + oxyluciferin (L,) concentration. 

The general form of the curve is similar to adsorption curves and 
immediately suggests that the slope measures the adsorption of 
ludferin and oxyludferin onludierase. In addition, both the luciierin 
and oxyludferin must follow the same adsorption isotherm. Once 
adsorbed on ludferase, we have the luminescence intensity propor- 
tional to luciferin concentration and falling off logarithmically accord- 
ing to the unimolecular equation. We must further assume that only 
the adsorbed luciferin molecules are activated and can oxidize, giving 
rise to luminescence. The velodty constant is a measure of the per 
cent of change in unit time, so that we may select the unit of time as 
that when half the adsorbed molecules have reacted. If 100 molecules 
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are present and "s / lOO = 10 are adsorbed, five will react in one unit of 
time and the oxidation will be With half the concentration, 
50 molecules, = 7 + will be adsorbed and 3.5 molecules in 50 

7 

vdU react in unit time or — , a higher velocity. All the luciferin 

will finally react, since we must consider that both luciferin and oxy- 
lucif erin are continually stepping on and off the lucif erase surface. * At 
the end of the reaction there are still ten molecules adsorbed from the 
solution with 100 molecules present and seven molecules adsorbed from 
the solution with 50 molecules present, but they are all oxyhicijcrin 
molecules. The luminescence has ceased. The velocity constant is 
greater with more dilute Lx for the same reason that the velocity 
constant is greater the higher the temperature, because of the greater 
proportion of activated molecules, activated in this case by a change in 
the adsorption equilibrium. Here we have a rather unique case of 
the same adsorption equilibrium of reactant and resultant giving us 
always the unimolecular curve, but a velocity constant which varies 
with the concentration of Lx and in fact measures the adsorption of 
Lt on the catalytic surface. 


DISCUSSION 

We are aware that the change of slope with changing total luciferin 
concentration may have another explanation than that of adsorption, 
namely, the formation of enzyme-substrate compounds, a suggestion 
already made for the case of enzymic inversion of cane sugar. 

Michaelis and Menten (1913) have explained the deviations of 
invertase kinetics by assuming that the cane sugar forms a compound 
with invertase, the rate of reaction depending on the concentration of 
this enzyme-substrate compound rather than on substrate concentra- 
tion. For the same concentration of enzyme and varying concentra- 
tions of cane sugar, the initial velocity of inversion is determined 
by an equilibrium as follows:— 

Substrate (5) -f enzyme (E — e) = enz 3 ane-substrate (c), in which 
E = total enzjTue and c = combined enzyme. From the law of mass 
action, 

(5) X (£ - «) 
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Rearranging, e ~ E - 

If initial reaction velocity is proportional to c, initial velocity = 


Tins expression is similar to the (Ussociation residue curve for an 
acid j^l — a = ™ which we plot the percentage of undis- 


sociated acid (1 — a) against the negative logarithm of the H ion con- 
centration (pH) and obtain the characteristic S-shaped curve. Simi- 
larly, if we plot the initial velocity of inversion of cane sugar against the 
negative logarithm of the cane sugar concentration for the same con- 
centration of invertase (£) , we get an S-shaped curve whose mid point 
gives the constant K, the dissociation constant for the enzyme- 
substrate compound. 

It should be pointed out that this type of S-shaped curve is also 
characteristic of Langmuir’s adsorption equation for relating the frac- 
tion of surface (S) covered by a mono-layer of gas atoms to the pressure 
(.p) of gas. (1 — $) is the fraction of surface uncovered and the rate of 
collection of gas = kip (1 — 9). The rate of evaporation of gas from 
the surface = ki$. 


At equilibrium, kip (1-8) = ki6, and 8 = 4, ..p hip' 

The form of the equation is the same and 8 plotted against the 
negative logarithm of p gives the same characteristic S-curve. If we 
assume that only the substrate adsorbed on the enzyme molecules is 
activated and undergoes change, the Michaelis-Menten curves can be 
explained on the Langmuir adsorption isotherm, the mid portion of 
which corresponds to the Freundlich adsorption relation. The log 
dx , . , , 

plots of ^ against time will not give straight lines, since the equilibrium 


between enzyme and cane sugar adsorbed is continually changing as 
the cane sugar is converted into glucose and levulose. However the 
fundamental effect is that the average velocity becomes greater the 
less the initial cane sugar concentration, as relatively more cane 
sugar is adsorbed and activated the greater its dilution. 

If, on the other hand, the reaction products have the same nAonm. 
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tion equilibrium as the substrate, the adsorption equilibrium is con- 
stant through the reaction and reaction velocity falls off logarith- 
mically as substrate is converted into reaction products. The velocity 
constant, however, becomes greater the weaker the substrate concen- 
tration, corresponding to the relatively greater adsorption from weak 
solutions. We believe this is the situation in the case of the luciferin- 
luciferase reaction discussed in this paper. 

Another example of the application of the Langmuir adsorption 
relation to biological phenomena is given by Shoup’s (1929) studies on 
oxygen consumption of luminous bacteria at various oxygen pressures. 
The curve looks like an adsorption curve and plotted as percentage of 
maximal respirator}'- rate (oxygen consumption) against —log o.xygen 
pressure gives a characteristic S-shaped curve. The logical explana- 
tion would appear to be given by assuming that rate of respiration is 
determined by the percentage of surface of the respirator}^ catalysts 
covered by a layer of oxygen. This should obey the adsorption 
isotherm. 

It is unfortunate that the adsorption and intermediary compound 
views both lead to the same kinetic picture of enzyme action, for we 
obviously cannot distinguish between them in this way, as has been 
pointed out by Hitchcock (1926) in connection -with the behavior 
of proteins. 

As a matter of fact these views represent merely our mental picture 
of what is taking place between minute particles, and we prefer the 
adsorption explanation which is in line with the recent treatment of 
contact catalyses (Taylor, 1930; Hinshelwood, 1929). 

SUMMARY 

1. The rapid decay of luminescence in extracts of the ostracod 
crustacean Cypridhia hilgendorfii, has been studied by means of a 
photoelectric-amplifier-string galvanometer recording system. 

2. For rapid flashes of luminescence, the decay is logarithmic if 
ratio of luciferin to luciferase is small; logarithmic plus an initial flash, 
if ratio of luciferin to luciferase is greater than five. The logarithmic 
plot of luminescence intensity against time is concave to time a.\'is if 
ratio of luciferin to luciferase is very large. 

3. The velodt}’ constant of rapid flashes of luminescence is appro.xi- 
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mately proportional to enzyme concentration, is independent of luci- 
ferin concentration, and varies approximately inversely as the square 
root of the total luciferin (luciferin + oxyluciferin) concentration. 
For large total luciferin concentrations, the velocity constant is almost 
independent of the total luciferin. 

4. The variation of velocity constant with total luciferin concentra- 
tion (luciferin -i- oxyluciferin) and its independence of luciferin con- 
centration is explained by assuming that light intensity is a measure 
of the luciferin molecules which become activated to oxidize (accom- 
panied with luminescence) by adsorption on luciferase. The adsorp- 
tion equilibrium is the same for luciferin and oxyluciferin and deter- 
mines the velocity constant. 

We take pleasure in thanking Mr. Charles Butt, Research As- 
sistant in Physiology, for his aid in recording these luminescences. 
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obtained for $32.50 by new subscribers, until further notice. 
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DETACHMENT OF BACTERIOPHAGE FROM ITS CARRIER 
PARTICLES 


Bv D. M. HETLER and J. BRONFENBRENNER 
{From the Department of Bacteriology and Immunology^ Washington University 
Medical Sc/toolf St. Louis) 

(Accepted for publication, February 3, 1931) 

The active agent of transmissible lysis of bacteria does not exhibit 


CORRECTIONS 

In Vol. 13, No. 6, July 20, 1930, page 743, line 24, for “MUlon” read 
“MoUseb." 

In Vol. 14, No. 2, November 20, 1930, page 283, the last two lines (above 
footnotes) should read 

- =i’K[(H.>-x) (K«-x) - (K.> + ») (H., + *)l 
dl 

- Pk ( - 3: (Kit + + H,t + ILOl 


wasuing 01 me resiauai iracuon 01 me active agent wiin ounerea water 
failed to carry it through the ultrafilter. However, when broth was 
substituted for water in washing, the active agent reappeared in the 
ultrafiltrate. In view of our earlier observations concerning the effect 
of colloids on the filtrability of bacteria,® w’e carried out control experi- 
ments, which indicated however that a simple passage of broth through 
a new membrane similar to that used above apparently failed to in- 
crease its permeability. Consequently the effect of broth in causing 
517 
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passages of phage in the above experiments was interpreted as indicat- 
ing that the addition of broth to the residue might have caused detach- 
ment (elution) of some of the active agent from the coarser particles 
and its adsorption on and passage with the finer particles of the broth.=^ 

If this phenomenon of detachment of the active agent from the 
carrier particles could be definitely proven, it would supply very weighty 
evidence against the parasitic nature of bacteriophage. It seemed 
to us that if, by measuring the particles of the residue on the filter, the 
particles in the broth, and the particles which go through the filter 
upon addition of broth to the residue respectively, we found the 
changes in diffusibility to go hand in hand with changes in the size of 
carrier particles, then we would be able to verify the detachment of 
the active agent from its carrier particles. Some time ago we found 
that the procedure employed by Northrop and Anson"* for the determi- 
nation of particle size of carbon monoxide hemoglobin could be used to 
advantage in measuring the size of particles carrying the phage.^-® 
This procedure consists in determining the rate of diffusion of the un- 
known substance through porous membranes, the diffusion constants 
of which were previously determined by measuring the rate of passage 
through them of such simple substance with known diffusion coeffi- 
cient as hydrochloric acid. 

The diffusion coefficient “D” is defined as the quantity of sutstance 
that will diffuse across a permeable plane of unit dimensions in unit 
time under unit concentration gradient or, as calculated by Einstein.^ 


( 1 ) 


D = 


dQ 


M J 

A dt — 
dx 


By appropriate substitutions Northrop reduces this equation to the 
following:^ 


(2) 


D = 


K Qcc. Cm' 
I day 


in which 


D — Diffusion coefScient. 

K = Diffusion constant of the cell. 

Q = Cc. of substance diffused e.xpressed as a fraction of the original 
concentration. 
i = Time in days. 
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The relation between the diffusion coefficient and the radius of the 
molecule is found in the following equation devised by Einstein: 

(3) D = ^ • — ^ — in which 

N 6 T r 1 } 


« 8.3 X 10^ erg X deg.~^ X mole”^ 

N = 6.06 X 10'^ X mole'^ 

T = 278° (for 5X.) 

r = Radius of particle including water of hydration, in cm. 
7j = Viscosity of the solvent (water) at T 
=* 0.01519 gr. cm."^ sec.“* 
e* 0.01519 erg sec, cm."^ 

If water is used as a solvent at S^C. 

j j) 1.33 X 10~'* erg deg, mol, cm.^ 

f erg deg. mol. cm. sec. 


1.33 X 10~» cm.> 
r sec. 


1,148 X t0~« cm.« 
f day 


1.148 X 10-^ 
D 


Apparalus 

The cells used in diffusion experiments consisted of thin porous powdered glass 
discs fused into glass vessels (Empire Laboratory Supply Company Immersion 
filter No. 8022, size No. 1 or 2, porosity S — 7 or < 7). The porous plate of each 
vessel was filled with rosin and ground down to a thickness of less than .5 mm. 
The rosin was then removed by chloroform. To the open end of each vessel was 
attached a piece of heavy walled rubber tubing into which was fitted a glass stop- 
cock. Three such cells were prepared.* 

Siaiidardization oj Cells 

Before using these cells it was necessary to determine the diffusion constant (iC) 
for each cell. The cells were thoroughly washed in dichromate cleaning solution 
and subsequently washed free of acid with distilled water. 


* During the course of the experiments two of these cells were broken and were 
replaced by new cells prepared in a similar manner. 
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During the experiments the cells were held rigid in a vertical position by two 
adjustable clamps, so that the discs were perfectly horizontal as determined by 
mercury level. 

All operations, while standardizing the cells and later, while determining the 
diffusion rates in the actual experiments, w’ere conducted in an air chamber kept 
at 5°C. (± .5°, per 24 hours). All apparatus and solutions were cooled in this 
air chamber 18-24 hours before they were used. 

E.xactly 0.1 n HCl w'as used in the standardization. The cells were washed 
several times with the HCl and then filled with it. The outside of each cell was 
then rinsed repeatedly with distilled water and immersed in a beaker containing 30 
cc. of distilled water to such a depth that the end of the cell just made contact with 
the surface of the water w’ithout an}'^ capillaiy pull. The beakers, each containing 
30 cc. of HjO were changed every 10 minutes and the amount of HCl diffused 
was determined by titration with n/100 NaOH using phenol red as indicator. 


TABLE I 


Dij^nsion of 0.1 N ECl through the Porous Disks of the Various Cells 


Cell ; 

1 

Time 

Amount of 0.1 n HCI diffused 


days 

CC. 

I 

0.00694 

0.065 

II 

0.00694 


III 

0.00694 



This procedure was repeated imtil titrations indicated that the rate of diffusion 
of the acid had become approximately constant. This rate for each of the three 
cells is indicated in Table I. Since the diffusion coefficient of HCl at 5°C. is 
known to be 1.85 cm.- per day,* therefore, the cell constants as calculated by 
Equation 2 from the data presented in Table I are: 


K (Cell 1} 


1,85 X 0.00694 
0.065 


= 0.1975 


K (Cell n) 


1.85 X 0.00694 
0.013 


0.9876 


K (Cell m) = 


1.85 X 0.00694 
0.045 


= 0.2853 


In making these calculations the amount of acid in the vessel was 
taken as remaining constantf since it was found in accordance with 


* Extrapolated by Northrop^ from Oholin’s data. 

t The measurements showed that less than 2 per cent of acid diffused during the 
entire experiment. 
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earlier observations of Northrop,* that the amount of acid diffused was 
not sufficient to appreciably change the value of 

After each series of determinations in the actual experiments with 
organic materials, the cells were cleaned in dichromate, washed with 
distilled water, and sterilized by autoclaving. While cleaning and 
autoclaving the cells after the first series of determinations two out of 
three cells used were broken. The remaining cell and two new cells 
were used in all the subsequent experiments. However from this time 
on to avoid further accidents the cells were sterilized by immersion 
into 70 per cent alcohol overnight instead of by autoclaving. 

The values of K for the cells at this time were found to be : 

K (Cell I ) » 0.3038 
A' (Cell IV) « 0.1712 
K (CeU V ) = 0.2140 

Frequent subsequent determinations of the values of K for the cells 
showed that these values did not change during the remaining 
experiments. 


EXPERIMENTAL 

(a) Preparation of MatcriaU to he Tested 

In the experiments outlined below wc have compared, by the procedure just 
described, the diffusion coefficients of the following preparations of phage (Table 
VI). 

Tesi Solution "A'*. Crude Broth Filtrate. — This consisted of a culture of B. coli 
in 1000 cc. of plain extract broth to which “BW” bacteriophage was added to 
cause complete lysis of bacteria. The lysed culture was filtered through a Berke- 
feld (N) filter and thus represented an ordinary crude lytic filtrate. The titration 
of this filtrate by the tenfold dilution method of Appelmans* indicated a phage 
titer of 10“® cc. 1 cc. of this filtrate was so diluted with sterile broth of the same 
lot as to bring its titer to 10~* cc. and in this condition it was used for determining 
its diffusion coefficient. 

Test Solution “B”. Ullrafillered Phage. — Another portion (250 cc.) of the 
undiluted crude filtrate was subjected to ultrafiltration under a pressure of about 
700 mm. of mercury, through a sterile 7 per cent collodion membrane deposited 
on the walls of an alundum thimble of 100 cc. capacity.* The titer of bacterio- 
phage in the ultrafiltrate thus obtained was found to be 10“* cc. Of this ultrafiltrate, 


* The exact procedure used in the preparation of this membrane was described 
by us earlier.* 
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25 cc. were diluted with 225 cc. of broth pre\dousIy subjected to ultrafiltration 
through a similar 7 per cent collodion membrane. This diluted ultrafiltrate was 
foimd to have a phage titer of cc. and in this condition was used for determina- 
tion of its diffusion coefficient. 

Tesl Solution “C”. Washings from Residue Suspended in Water. — The residue 
remaining in the ultrafiilter in the preparation of the ultrafiltrate “B" was re- 
peatedly washed by diluting it with 100 cc. portions of sterile distilled water under 
a pressure of 700 mm. of mercury'. As each new portion of water was placed into 
the tlaimble, the surface of collodion was gently swabbed with a sterile cotton 
swab to secure a more tlrorough washing. Each 100 cc. portion of the fluid which 
filtered through was collected into a separate sterile filter flask and titrated for its 
phage content. This procedure was repeated in all eight times and the phage titers 
of respective filtrates obtained were: 10"^ cc.; 10“* cc.; 10~^ cc.; 10"^ cc.; 10“^ cc.; 
10~3 cc.; 10“- cc.; 10~- cc. The first two filtrates were discarded and the subse- 
quent sLv filtrates were mked and the resulting mbeture which was found to have 
a phage titer of 10"^ cc. was used for determining the diffusion coefficient. 

Tesl Solution “Z)”. Washed Residue Suspended in Water. — The washed residue 
now remaining on the collodion membrane was suspended in 40 cc. of sterile dis- 
tilled water. To remove any portion of the residue which may have adhered to 
the membrane a sterile cotton swab was employed. The suspension of the residue 
thus secured was found to have a phage titer of 10“® cc. A 0.1 cc. portion of this 
washed residue suspension was removed and so diluted with sterile distilled water 
as to give a phage titer of 10~® cc.* This diluted suspension was used for deter- 
mining the diffusion coefficient. 

Test Solution Ultrafiltrate from Residue Suspended in Diluted Ultrafiltered 

Broth. — Another portion (10 cc.) of the above washed residue suspension (phage 
titer 10~® cc.) was diluted with 30 cc. of ultrafiltered broth (pH = 7.2). The mixture 
was thoroughly shaken and after standing for 1 hour was further diluted with 
sterile distilled water to a volume of 250 cc., thoroughly mi.xcd, and immediately 
subjected to ultrafiltration through the same 7 per cent membrane as had been 
used in the preceding experiments. The ultrafiltrate was collected under a pres- 
sure of 700 mm. of mercuiv’ and was found to have a phage titer of 10“* cc. The 
diffusion coefficient of this ultrafiltrate was determined. 

(6) Diffusion Experiments 

Diffusion cells prepared and standardized as described above were washed 
several times with the phage solution and then filled with it. The outside of the 


* The titer of this solution was made 10“^ cc. instead of 10~^ cc. as in the case of 
other solutions because preliminarj' experiments had shown that due to the 
relatively large size of particles present in this solution, the rate of diffusion was 
too slow to be measured accurately in the 30 minute period allowed for diffusion 
in these e.xperiments. 
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cells -was rinsed with a liquid ol the same composition as that in the cells but free 
from phage. 30 cc. of the same liquid were placed into a sterile beaker and the 
diffusion cells were dipped into this liquid exactly as described above in the experi- 
ments with HCl. The diffusion of the phage was continued for 30 minutes and 
at the end of this time the amount of phage diffused was determined by titration 
of the outer liquid. Sixteen consecutive 30 cc. samples of diffusate were obtained 
from each cell. It was found by tit* ation of these that the rate of diffusion becomes 
approximately constant by the end of the second hour. For this reason the 
phage titer of the first four samples were not considered and only the results of 
titration of the remaining twelve samples were used in calculating the average 
titer of the diffusate.* 

To minimise the experimental error, the rate of diffusion of each test solution 
was measured by means of each one of the three cells and the entire determination 
was repeated at least twice. Thus in each instance the figures indicating the total 
number of phage units present in the diffusates (Table VI, Col. 5) used in the 
subsequent calculation of diffusion rates (Table VI, Col. 9) represented an average 
of at least six separate determinations in each of which the titer represented an 
average of titrations of twelve consecutive portions of diffusate. 

(c) Titration of Di^tisaies 

To determine the total number of rmits of phage present in each 3 0 cc. sample of 
diffusate (see Table VI, Col. 5) each solution was thoroughly mixed by repeated 
aspiration with a piprtte and then Increasing amounts of this solution were placed 
in tubes (see Table U), 

Since many of these solutions were highly diluted with distilled water, whenever 
necessary sufficient amounts of 5 pet cent broth were added to each tube to bring 
the final concentration of broth in all tubes to 1 per cent. The total volume in 
each tube was then made up to 10 cc. by the addition of 1 per cent broth and the 
contents were inoculated with 0.1 cc. of a suspension of B. coli containing about 1 
X 10^ of organisms per cc. Preliminary readings were made at the end of 24 and 
48 hours of incubation at which time final transfers were made and the results 
read after 4 and again after 18 hours.^ The amount of test solution present in 
the last tube of the uninterrupted series showing lysis was taken as indicating the 
presence of one unit of phage. The titration of Test Solution E is given below in 
detail as an illustration of this procedure. 

Example oj Titraiion of Test Solution E . — Sterile diffusion cells (I, IV, and V) 

* Before beginning the actual experiments each test solution was subjected to 
a preliminary diffusion test using one cell. This was made in order to locate the 
approximate range in which the titrations of diffusates will fall and where necessary 
the test solutions were so diluted as to bring the titrations in all cases within a 
comparatively narrow range and thus facilitate the carrying out of final 
experiments. 
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were filled with Test Solution “E” and the outside surface was repeatedly washed 
with a liquid consisting of twelve volumes of ultrafiltered broth and eighty-eight 
volumes of distilled water. The diffusion cells were leveled and dipped into 
beakers each containing 30 cc. of the same liquid. Diffusion was allowed to pro- 
ceed for 30 minutes, at which time the beakers were removed for titration and 
another set of beakers with fresh solution was substituted. This procedure was 
repeated for sixteen consecutive periods of 30 minutes each. The first four diffu 
sates obtained from each of the three diffusion cells were discarded and the remain- 


TABLE n 

Detail of the Titration of Diffusates of Cell I* 


Tube number 

n 

2 

3 

n 


6 

n 

8 

9 

10 

Volume of 
dilTusate 

Amount of diffus- 
ate in cc 

1 

0.9 

0.8 

0.7 

0.6 

0.5 

0.4 

0.3 

0.2 

0.1 

containing 
1 unit of 
phage 

Time of sampling 

krs, 

2.5 

4* 

+ 

+ 

+ 

4 - 

4 * 

4” 

1 

1 


ee, 

0.4 

3.0 

+ 

+ 


4 - 

4 - 

4 - 


B 

B 

— 

0.5 

3.5 


+ 

+ 

4 - 

4 - 

4 - 

— 

B 

B 

— 

0.5 

4.0 

+ 

+ 

-h 

+ 

4 * 

+ 

4- 



— 

0.3 

4.5 

+ 


+ 

4 - 

4 - 

4 - 

4 - 

- 

— 

- 

0.4 

5.0 

+ 

+ 

+ 

+ 

4 - 

4* 

4* 

— ■ 

— 

- 

0.4 

5.5 

T 

+ 

+ 

-U 

4 - 

4 - 

4 - 

4 - 

— 

- 

0.3 

6.0 

+ 

+ 

4 - 

4 - 

+ 

4 - 

4 - 

4 - 

— 

— 

0.3 

6.5 

+ 


+ 

JL 

f 

T 

4 - 

— 

— 

— 

— 

0.5 

7.0 

+ 



4 - 

4 - 

4 - 

4 - 

— 

— 

- 

0.4 

7.5 

+ 

+ 

-b 

+ 

4 - 

4 - 

4 - 

— 

— 

— 

0.4 

8.0 


+ 


-U 

1 

4" 

4 - 

4 - 

— 

— 

— 

0.4 


.\vcra£rc . 


0.4 


* -f = lysis. 

— = no Ivsis. 


ing twelve diffusates were titrated as shown in Table II. The data recorded 
in this table were obtained from titration of diffusates of Cell I. Diffusates from 
Cells IV and V were titrated in a similar manner, and the results of these titrations 
are recorded in Table III. 

As was to be e.xpected, the indicating tube was not the same in all twelve 
titrations of diffusate (Table II), because of the fact that bacteriophage is dis- 
tributed in the medium in the form of particles as has been fully discussed in an 
earlier paper.^ It is for this reason that for calculations an average of twelve 
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titrations was used. The limits of error which may arise from such a procedure, 
however, would accoxmt only for a fraction of difference in the diffusion coefficients 

TABLE m 


Compute Results oj Titration of Dlffttsaies of Test Solutio}i 


1st Experiment 

Snd Experiment 

Time of sampling 

Amounts o! di&usates containing 1 nnlt 

of phage in cc. 

Amounts of di&usates containing 1 unit 

of phage in cc. 


Cell I 

Cell IV 

CellV 

Cclll 

Cell IV 

CellV 

hrs. 







2.5 

0.4 

0.3 

0.5 

0.4 

0.2 

0.3 

3.0 

0.5 

0.2 

O.S 

0.4 

0.4 

0.3 

3.5 

0.5 

0 3 

0-3 

0.3 

0.2 

0.4 

4.0 

0.3 

0.4 

0.4 

0.4 

0.3 

0.4 

4.5 

0 4 

0.2 

0.3 

0.5 

0.4 

0.3 

5 0 

0.4 

0.3 

O.S 

0.3 

0.4 

0.5 

5.5 

0.3 

0.3 

0.4 

0.4 

0.3 

0.4 

6.0 

0.3 

0.4 

0.4 

0.5 

0.2 

0.5 

6.5 

0 5 

0.3 

0.3 

0.3 

0.4 

0.4 

7.0 

0.4 

0.4 

0.4 

0.4 

0.4 

0.5 

7.5 

0.4 

0.4 

O.S 

0.4 

0.4 

0 3 

8.0 

0 4 

0 3 

0.4 

0.3 

0.3 

0.4 

Average of twelve 

0.4 

0.32 

0-41 

0.3S 

0.33 

0.39 



TABLE IV 


Preliminary Titration of Test Solution (tn Sextuplicate)* 


Tube number 

1 

^ 2 


4 

5 

Total amount of test solution 






E in each tube 

1 l0-« ec. 

t0-»cc. 

io-*cc. 

10*< cc. 

10-» cc. 

Amount of test solution £ in 






eacbcc. 


10^ cc. 


10 ^ cc. ! 

lO-i cc. 

icr*cc. 


a 

+ 

4- 

+ 1 

4- 

_ 


b 

+ 

4- 

+• 

+ 

— 

Repeated U- I 

c 

+ 

4- 

4- 1 

— 


Irations 

d 

4* 

4- 

4- 

+ 



e 

4* ' 

+ 

4- 

4- ' 

— 

1 

f 

4* 

4- 

4- 

4- 

- 


* + = lysis. 

— » no lysis. 
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actually obsen^ed in comparing the test solutions (B), (C), (D), and (E) (See 
Table VI) as the calculations on one of the substrata (E) will show. 

For Cell I (whose constant K = 0.2038) the average amount of 
diffusate containing 1 unit of phage was found to be 0.4 cc. (Table II) 
or in each 30 cc. sample of this diffusate there were 75 units of phage. 
Since, as will be shown later (Table VI, Col, 6), 1 cc. of original Solu- 
tion E contains 25,000 phage units, the “Q” in this instance is 
75/25,000 = 0.003. 


TABLE V 

Final Titration of Test Solution E (in Scxtuplicotc) 


Tube number 

t 

1 

2 

1 

3 

B 

5 

1 

6 

B 

8 

9 

10 

Amount of test solu- 





1 

1 





tion E in cc. 

1 

1 cc. 1 

0.9 cc. 

0.8 cc. 

0.7 cc. 

0.6 cc. 

0.5 CC. , 

1 

0.4 cc. 

0.3 cc. 

0.2 cc. 

0.1 cc. 

Absolute amount of 






1 


1 



solution E in cc. . . 

lO-'cc. 

0.9 X 

0.8 X 

p 

X 

0.6 X 

0.5 X 

0.4 X 

0.3 X 

0.2 X 

10-* 




io-< 

10-‘ 

lo-* 

10~< 

1 

io-< 

10-s 

10-* 

10-* 



a 

-f 

+ 

+ 

+ 

B 

-b 

+ 


.... 

— 


b 

-b 

-b 

-b 

+ 

BB 

-b 

' 



1 

Repeated 

c 

+ 1 

-b 

-b 

+ 

H 


+ 


i 

1 

— 

titru- 

d 

+ 1 

-b 

-b 

-b 

BB 

+ 

4“ 

— 

1 _ 

1 ___ 

tlUllS 

e 

+ 

-b 

-b 

1 

'T 

BB 

* 

T 

+ 

-b 

— 

— 


f 

-b 1 

+ 

-b 

-b 

BB 

-b 

i 


! — 

— 

— 


(a) Using this value in equation (2), the diffusion coefficient of tliis 
solution will be: 


D = 


K Q cc. cm.- 
/ day 


0.203S X 0.003 
0.020S 


0.0294 cm.- per day. 


(b) Should the volume of diffusate containing 1 unit of phage have 
been 0.3 cc. instead of 0.4 cc., each 30 cc. sample would have contained 
100 units and consequently “Q” would have been 100/25,000 = 0.001 
and the diffusion coefficient would have been 


D = 


0.203S X 0.004 


0.0392 cm.- per day. 


0.020S 
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TABLE VI 


Hcsulls of Diffusion Experimcnls 


1 

2 

3 

4 

£ 

6 

7 

8 

9 

10 

11 

T«t 

solu- 

tion 

Trial 

mini- 

C«H 

numbtr 

Cell 

con- 

stsot 

(K) 

ToUl 
uni la of 
phage 
m 30 cc. 

Baits of 
phage in 

1 cc. of 

Fraction 
of phage 
diDused 
CoItimB 5 

Time 

Diffusion 
tale as 
calculated 
by e^iua- 
Uoa (2) 

im 

Average 
diffusion 
rate of 
test 

solution 

Average 
radius of 
particle as 
calculated 
by eguS' 



of dif- 
fuaate 

sofutioa 

Column 6 

(Q) 

(0 

(Average 

D) 

tion (4) 
ininilli- 
microna 












A 

1 

I 

0.2038 

88 

33,300 

0.002M 

0.0208 

0 02586 




1 

rv 

0,1712 

100 

« 

0.00300 


0 02469 




1 

V 

0 2140 

86 

« 

0.00258 

K 

0.02654 


4.4 


2 

I 

0.2038 

88 

« 

0.00264 


0.02586 


2 

IV 

0 1712 

103 

« 

0.00310 


0.02SS1 




2 

V 

0.2140 

86 


0.00258 

“ 

0.02654 



E 

1 

I 

0.2038 

100 

12.500 

o.oosoo 

0.0208 

0.0784 




1 

IV 

0.1712 

136 


0.01090 

« 

0.0895 




1 

V 

0.2140 

94 

« 

iinr.iYft'y 




1.4 


2 

I 

0.2038 

97 

« 

iilriitm-' 

41 

0.0760 


2 

IV 

0.1712 

120 

« 

Eilntvio 

44 

0 0790 




2 

V 

0 2140 

104 

« 


“ 




C 

1 

I 

0.1975 

205 

10,000 



0.1948 




1 

11 

0 9870 

41 

ti 

iRiiiell 


0.1946 




1 

HI 

0.2853 

133 

« 

iRoliFi 


0.1820 

0.1923 

0.6 


2 

I 

0.1975 

200 

it 

imiAiit] 

“ 

0.1943 


2 

n 

0.9870 

40 

*• 

iWtiilM 

« 

0.1S75 




2 

m 

0.2853 

ISO 


isiSt] 

** 




D 


I 

0.2038 

100 

100,000 

0.00100 

0.0208 

0.009798 





IV 

0.1712 

120 

it 

0 00120 


0.009876 





V 

0.2140 

97 

« 
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ing the diffusion rates of each of the test solutions. The average 
diffusion rates thus obtained in each case were substituted for D in 
equation (4) which now could be solved and thus the average radius of 
particles present in each test solution determined (Table VI, 
Column 11). 

These figures indicate that the fraction which passes freely through 
7 per cent acetic coilodion membrane (Test Solution B) contains par- 
ticles approaching in the average 1 .4 m/i in radius, whereas the fraction 
retained by the ultrafilter (Test Solution D) consists of particles meas- 
uring in the average 11.4 mp in radius. This residual fraction still 
contained a certain proportion of small particles, and when it was 
washed repeatedly with water, the particles thus carried through the 
ultrafilter (Test Solution C) measured in the average O.fimtt in radius. 
However, when the residue held by the membrane was suspended in 
ultrafiltered broth the fluid which passed the filter (Test Solution E) 
contained particles with the average radius size of 4.0 m,u or nearly 
the size of particles present in the original broth filtrate (Test Solution 
A) the radius of which approached the average of 4.4 m^. 

DISCOSSION 

On the basis of our earlier findings concerning the distribution of 
bacteriophage during dialysis or as result of ultrafiltration we have 
suggested that the particles carrying the active agent are not autono- 
mous quanta of the phage, but represent colloidal particles of the 
medium which carry the active agent by adsorption.* Moreover, 
these results suggested that these particles apparently vary in size 
within rather broad limits. The findings reported in this paper sub- 
stantiate this interpretation. We find that while the average size of 
particles carrying phage in an ordinary lytic broth filtrate approximate 
4.4 aifi in radius, it is possible to separate by ultrafiltration fractions 
consisting of particles varying in size from 0.6 mf» to 11.4 mju. Of 
course these figures do not represent the extreme limits of variation in 
the size of particles carrying phage. Our experience indicates that 
average size of phage-carrying particles varies considerably in differ- 
ent batches.* Moreover, it is evident that by the use of less permeable 

* The average size of phage carrying particles in an ordinary lytic filtrate varies 
from one batch to another depending probably on the degree of disintegration of 



560 


DETACmCENT OF BACTERIOPHAGE 


membranes, particles of smaller radius than 0.6 mfx can be obtained. 
On the other hand, by forcing the suspension of the residue (test solu- 
tion D) with active particles of 11.4 mu in radius on the average 
through membranes more permeable than those we have used (7 per 
cent acetic acid collodion), one may undoubtedly obtain a fraction 
composed of particles of considerably larger dimensions. 

The accuracy of numerical values secured by us in calculating the 
radius of particles in the different fractions depends of course on the 
validity of tlie procedure employed by us in these determinations.* 
The formulae used in the calculations hold only for homogeneous sus- 
pensions. Under the conditions of our e.xperiments the homogeneity of 
different fractions was not ascertained directly. The presence of par- 
ticles of various sizes in the suspension, w'ould lead to too small values 
for the diffusion coefficient, since the small particles will diffuse out 
first and the quantity of small particles remaining will be less than the 
total number as determined by titration. This source of error, there- 
fore, would tend to make the calculated radii too large. Since the 
procedure yielded surprisingly reproducible results on repetition the 
suspensions, if not uniform, w'ere always of nearly the same 
composition. 

These experiments showed that in the particular batch of crude 
lytic filtrate, the particles which carried lytic properties appro.ximated 

4.4 mjx in radius (Table VI, Test Solution A). Vffien this phage con- 
taining broth was forced tlirough 7 per cent acetic collodion, the 
liquid whicli passed through the membrane contained active particles 

1.4 mix in radius on the average. This ultrafiltrate represented only a 
fraction of the lytic agent originally present in the broth. The re- 


the bacterial residue after Ij'sis, as well as on the taxture of a particular filter 
candle. Thus for e.\-ample in an earlier series of e.xperiments similar to those we 
are now reporting we have found the average size of particles 6 m/i in radius 
with the corresponding fractions of 2.2 m/x and 14 m/x respectively (Bronfenbren- 
ner and Hetler, Proc. Soc. Exp. Biol, and Med., 1930, 27, 263). 

* It is interesting to note, how'ever, that our figures fall within the extreme 
values reported by other investigators Avho used dififerent methods for measuring 
the size of phage particles. In their calculations only crude unfractionated phage 
was used and results secured by different individuals varied from 5 m/x up to 120 
m/x as the diameter of the phage particle.®’^” 
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mainder of the active substance was retained by the membrane, pre- 
sumably because it was adsorbed on particles of such a magnitude that 
they were unable to pass through the pores of the membrane. This 
residue, however, was not composed entirely of large particles. A 
certain number of small particles remained with it caught between the 
larger ones. When the residue was resuspended in water and then 
forced through the membrane the water which came through con- 
tained these small particles (Table VI, Test Solution C) which meas- 
ured on the average 0.6 m/i in radius. After thorough washing the 
particles of the residue were suspended in water (Table VI, Test Solu- 
tion D) and proved to be approximately 11.4 in radius. How- 
ever, when another portion of the same washed residue (radius 11.4 
m/i) was suspended in broth (from which coarser particles were re- 
moved by preliminary ultrafiltration), and this suspension was forced 
through the same membrane, the particles which now appeared in the 
ultrafiltrate (Table VI, Test Solution E) measured 4.0 mfi. 

Provided, as we have shown earlier,’ that the permeability of the 
membrane was not appreciably affected by the presence of broth,* 
this finding suggests that some of the active substance was detached 
from the larger particles (11.4 m/j) and was carried through the mem- 
brane adsorbed on the smaller (4.0 mjn) colloidal particles present in 
the broth. 


CONCLUSIONS 

The active substance (phage) present in the lytic broth filtrate is 
distributed through the medium in the form of particles. These par- 
ticles vary in size within broad limits. The average size of these 
particles as calculated on the basis of the rate of diffusion approximates 
4.4 mft in radius. Fractionation by means of ultrafiltration permits 
partial separation of particles of different sizes. Under conditions of 
experiments here reported the particles varied in the radius size from 
0.6 m;£ to 11.4 mp. The active agent apparently is not intimately 

* That the presence of the broth was not responsible for increase in the per- 
meability of the membrane can he concluded also from the fact that in the process 
of preparation of Test Solution B all the particles carrying phage were suspended in 
broth, and yet the larger particles must have been kept back, since the average 
size of the particles in the ultrafiltrate was found to be only 1.4 mp in diameter. 
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identified with these particles. It is merely carried by them by ad- 
sorption, and under suitable experimental conditions it can be detached 
from the larger particles and redistributed on smaller particles of the 
medium. 
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buffer solutions flowing through quartz diaphragms covered wil 
sorbed crude egg albumin. He employed this system in ore 
compare his values of with values of l^e obtained by Abra 
and by Freundlich and Abramson.'* The agreement betwe 
and fc found by Briggs was indeed quite remarkable, as Go 
points out, and substantiated quite well the underlying soundn 
the present theoiy. This result had been predicted by one ( 
on the basis of experiments with protein-covered quartz particle; 
was shown that, since quartz particles covered with egg albumi 
the same mobility regardless of size and shape, if the theory 
correct the streaming potentials across diaphragms compost 


similar particles should give a ratio of ^ = 1.00, appro.ximately 


Briggs’ data on streaming potentials were obtained in 0.00 
mixtures of HCI-LiCI, while the values of fc had been calculated 
data obtained in n/50 acetate buffers. In consequence, a st 
quantitative comparison of and te was hindered by the fact 
important differences in ionic strength and ionic species were pr 
in the two series of e.xperiments. It is necessary at this point to £ 
the significance of data previously obtained^ which describe the 
tionship between electrophoretic and electroosmotic mobilities 
has been found that the ratio of fc to the potentials calculatt 
the basis of electroosmotic e.xperiments for flat and for curbed siif 
respectively, covered with protein, is 1.00, very nearly. This 
is not dependent upon the bulk constitution of the particle. ! 
therefore, fc and j", are very intimately connected, on the basis of 1 
experiments it is evident that a similar relationship should exis 
tween fe and f,. Whatever may be the theoretical justificatioi 
believing that electrophoresis and electroosmosis differ in some fu 
mental way, the experiments just cited certainly give excellent 
dence that these differences, if they do exist, are probably withir 
limits of error of the technic employed. Thon,® for e.xample, 
recently pointed out that the positions of the well known maxima 
minima in the ^-concentration curves differ in electrophoresis 
streaming potential measurements on substances having the same 
constitution. It will be evident from the following discussion th 
simple comparison of the sort made by Thon is not a sufficient te: 
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the theory postulating agreement between the values of fe, f„ and 
f,; for surfaces can be employed to test the electrokinetic theory 
under discussion only when surface properties oi the materials studied 
are the same. This is discussed in detail in the following paragraphs. 

The experimental problem, in reality, may be said to center about 
this question; What surfaces are most suitable for the determination 
of the relationships between f,, f,, and f,? The answer to this 
query must concern itself with the following facts: 

1. It is evident from equation (1) that the velocity, V, depends upon 
the potential, f. If we consider the double layer as a rigid system in 
the Helmholtz sense. 


where X is the thickness of the double layer, a being the density of 
charge. The potential, f, and in consequence the velocity, V, can 
vary with the chemical constitution of the surface, which can deter- 
mine <r, and with the thickness of the double layer X. As MUller’ has 
emphasized, the theory of Debye and Hiickel leads to the relationship. 


X 


i 

jc'i+kX’ 


(4) 


where R is the radius of the particle (and here the radius of curvature 
of all points on the surface), /i — JS «■ z.^, one half the sum of the 
products of the concentrations of all ions of the type into the 
squares of their valences; k = 0.3 ■%/ ;ul0*. The thickness of the double 
layer is independent of R within the limits of experimental error when 
kR^I. This is evident from (4), for then 

X = very nearly; 


and if the chemical make-up of the surface does not appreciably 
change with change in R, there results the familiar consequence of the 
Helmholtz theory in equation (1); this, lacking a size term, predicts V 
to be independent of particle radius. 

2. There are two groups of relevant e.xperimental data'” available 
for the testing of theories of electrokinetic phenomena. One group 
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concerns microscopic particles whose electrical mobilities are inde- 
pendent of size and shape. This group is characterically represented 
by quartz particles and paraffin oil droplets, each covered with ad- 
sorbed protein. The other group comprises mainly emulsions of the 
type studied by Mooney.” This author found, for example, that the 
droplets of an emulsion prepared by shaking a mixture of red oil and 
benzyl chloride in distilled water, have mobilities which depend upon 
R, Up to jR = 0.07 mm., approximately, the mobility increases 
rapidly with increasing radius. Droplets from 0.07 to 0.22 mm. in 
radius show no differences in mobility within the limits of e.xperimen- 
tal error. Mooney’s interpretation of his data is slightly different 
from ours. 

3. The group of particles whose mobilities depend upon R is not 
suitable for the investigation of the relationship between fc, f and 
ffl, for then the ratios obtained depend upon R. In remarkable con- 
trast is the behavior of protein-covered particles. These particles 
are unaffected by slight changes in ionic strengtli and ionic type (with 
the exception of the hydrogen ion activity), in the case of ions of low 
valence. Because in the case of certain microscopic particles, re- 
gardless of size, shape, and bulk conductance, all particles have equal 
mobilities, and because little if any difference is to be found in the 
mobilities of adsorbed {R = 10"'* cm.) and freely-dispersed protein 
{R = 10-'^ cm.), it seems logical to assume that a comparison of ft, 
f „ and fc is most suitably carried out with these systems, which for 
practical purposes have mobilities independent of R.^ 

fc has now been reinvestigated in electrophoresis apparatus which 
has enhanced the accuracy of this method. Solutions of the same 
ionic strengths and ionic species as those used by Briggs have been 
employed. The agreement found here for fc and f , is not as satis- 
factory as that deduced from older experiments. A suitable ex- 
planation is proposed. 

* Recent preliminarj' experiments on quartz particles covered with adsorbed 
crystalline serum albumin have confirmed earlier data.*- The mobilities of these 
quartz particles were very close to the mobilities observed under similar conditions 
by Tiselius.'^ These and related data will be presented in a further com- 
munication. 
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Methods 

During the past 3 years modifications of the technic for measuring 
electrical mobilities have been developed. It is desirable to describe 
and to reemphasize these at this time. 



Fig. 1, Tube 5 is used to keep the pressure in the electrode equal to that of the 
air when the electrophoresis apparatus is not in use. For the complete descrip- 
tion of the apparatus, the earlier publications may be consulted. 

Eledrodes . — ^We have continued to use Cu-CuSOi (sat.) reversible electrodes.^^ 
Agar plugs have been discarded and in their place plaster of pans plugs have been 
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more useful and are more satisfactory.* The agar plugs deteriorate quickly 
and must be replaced frequently. Plugs of plaster of paris, on the other hand, 
although having the undesirable quality of a lower electrical conductance, may be 
used over periods as long as 6 months without replacement if care is taken to pre- 
vent erosion by solutions employed in experimentation. The plugs are made in 
the fashion described previously. 

Avoidance of Turbulent Streaming . — A further slight modification of the appa- 
ratus described previously is successful in almost completely abolishing serious 



p[KCl3 


Fig. 2. The gradient of potential (with the total p.d. = 120 volts) in the cells A 
and B is plotted against the negative logarithm of the concentration of KCl solu- 
tion filling the apparatus. The explanation for the rise in gradient of potential 
with dilution of salt is given in the text. See Table I. 

streaming due to unequal pressures in the electrode vessels. Tube 5 in Fig. 1 
is merely a short, small glass tube which serves to connect the electrode with the 
air when the apparatus is not in use. It is employed on both sides of the cell. 


* A permanent connecting plug of a porous type of Portland Cement supplied by 
the Aerocrete Company has been used for 1 year without solution or even erosion. 
This material is suitable onl}'- if very small currents need to be passed through the 
apparatus. If currents of the usual order of magnitude are employed polariza- 
tion at the boimdaries of these plugs may occur. 
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Since variation in room temperature causes expansion and contraction of the liquid 
within the electrode vessels, turbulent streaming is frequently encountered after 
the cell has not been in use during the night. We had previously left one electrode 
open through the opposite stop-cock to the outside, after filling the apparatus ^NUth 
saturated CUSO4 orNajSOi solution. Before the apparatus could be used, how- 
ever, the other electrode pressure had to be equilibrated Tubes S dispense with 
the necessity for this procedure of pressure equilibration since the liquids in the 
electrode vessels are permanently maintained at atmospheric pressure when the 
apparatus is not in use. 

The Drop in Potential in the Cell . — ^For the past S years the number of volts per 
cm. in the cell has been calculated by means of Ohm's law.*'^ This method has 

TABLE I 


The dimensions of two microelectrophoresis cells suitable for most purposes. 
These cells are recommended since the differences in dimensions give a consider- 
able difference in working range with possibility of cross-checking. 


Approximate diinensions of 

m 

B 

Remarks 

Bore of stop-cock 

cm. 

0.3 

cm. 

0.3 

It can be shown graphically that no con- 

Length of side-arm 

6 .S 

8.1 

siderable error is introduced by calcu- 
lating q, the cross-section, from a 

Internal diamcler 0! side-arm 

0.9 


mean value of the thickness obtained 
from about ten points across the width 

Length of cell ■ 

3.5 

!i6l 

of the cell. The cell is not exactly 
uniform in cross-section. Ceils A and 

Thickness of cell (mean) 

O.OSl 


B, in addition to the differences noted, 
had electrode vessels of different sizes 

Width of cell 

0.99 


and shapes. The type recommended 
is indicated In Fig. 1. 


given complete satisfaction at all times throughout this period. Catapfaoresis 
cells varying considerably in dimensions have been used; voltages giving potential 
drops from 1 to 20 volts per cm. have been employed. At no time has there been 
any evidence that this manner of determining the potential drop within the cell is 
incorrect. This method is here again recommended as the most accurate and the 
simplest method of determining the potential gradient within the cell, since it 
involves only the measurement of the specific resistance of the suspension, and of 
the cross-section of the ceU, which is made with facility on the square movable mi- 
croscope stage with verniers. Fig. 2 gives an idea of the relationship between this 
potential gradient and the concentration of K,Cl solution contained in two differ- 
ent cells, A and B, during measurements. It is evident that the drop in potential 
in cell A is considerably greater than that in cell B for a given voltage. The di- 
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mensions of these two cells are given in Table I. Note in Fig. 2 that the drop in 
potential in the cell increases with the specific resistance of the liquid and within 
the limits of experimental error reaches a limiting value. This is easily understood 
on the basis of the following reasoning. The current flowing in the system is, for a 
given applied electromotive force, evidently determined by r, the total resistance 
of the apparatus, 


r = n + ri + Tz 


w'here ri >= resistance of both electrodes 

n = resistance of both stop-cocks and of both side-arms 
n — resistance in the cell itself. 

Neglecting diffusion at the stop-cock-plug jrmction, and assuming ri -f rs, 

a condition found under ordinary experimental conditions, and considering that, 

. fi A f2 r2 

with the increase of specific resistance of the suspension, — — — = — , we have 

rs + A ra rz 

then the conditions which account for the curves in Fig. 2, or 


rs -h A rs 


Tz 


fi + (cj -h A ri) (fa “{■ A fa) fi + fs + fa 


Only when f i is so small that it can be neglected will the drop in potential within 
the cell be proportional to the applied electromotive force. 


EXPERIMENTAL 

The two cataphoresis cells just described were used in the investiga- 
tion of the cataphoresis of protein-covered quartz particles. The 
suspensions were made up as previously described and the ionic 
strengths and ionic species were made identical with those in Briggs’ 
experiments. Our data are given in Table II. There is excellent 
agreement between Cell A and Cell B in Experiments 6, 7, and 8. 
Experiment 9B was the last experiment to be performed, late at night, 
and since it varies appreciably from the other data it is not plotted in 
Fig. 3. The agreement between the results with the two cells indicates 
that the precision obtained with the microscopic method of measur- 
ing electrical mobilities is approximately as good as that obtained by 
Gortner and his coworkers with the method of streaming potentials. 

To compare our present data with those of Briggs'^ we have plotted 
in Fig. 3 both sets of data, calculated by means of equations (1) and 
(2). Our values are consistently higher than those of Briggs. The 
differences are about twice the extreme limits of the error inherent in 
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TABLE n 

Electrical mobility and ^’-potentials of protein-covered quartz particles sus- 
pended in 0.0004 u LiCl-HCl solutions. See text. 


CeU 

j pH 

V 

li/sec/volt/cm. 

volts (E.S.U. X 3 X lOO 


1 

1 4.35 

-0.81 1 

11.4 

2 A 

4.47 

-0.61 

8.6 


4.05 

-1.67 

23.6 

4 A 

3,69 

-2.16 

30.5 


4.08 

-1.72 

24.3 

6 A\ 

3.95 

r-1.97 

1 27.8 

B] 

\-1.84 

1 26.0 

7 A) 

3.76 

/-2.16 

30. « 

Bi 

\-2.30 

1 32.5 

8 A\ 

4.74 

f<0.1 

<1.4 

bI 

\<0.1 

j <1.4 

9 A\ ' 

4.03 

f-1.77 

25.0 

BJ 

\-2.18 

30.8 



Fig. 3. • Streaming potential (Briggs) (f,) 
q Electrophoresis (J*,) 

The difference between and cannot be taken as real, under the experimen- 
tal conditions. The data indicate rather a qualitative agreement upon which fur- 
ther experimentation can be planned. 
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the method of electrophoresis. Since it was impossible to use the 
same suspension of protein-covered quartz particles which Briggs 
employed, it is difficult to state that an actual difference as large as 
this exists between Te and f „ calculated as indicated. It seems likely 
that differences in the two samples of protein used may be responsible 
for the variation observed. The data at present available for protein- 
covered quartz surfaces have all been obtained in electrolyte solutions 
having too high a conductance to be used in streaming potential ex- 
periments. In the near future data suitable for comparison will be 
published. Meanwhile, experimentally, there is the qualitative agree- 
ment upon which more precise experimentation may be based, 

SUMMARY 

1. The conditions are described which are necessary for the com- 
parison of certain types of electrokinetic potentials. An experimental 
comparison is made of (a) electrophoresis of quartz particles covered 
with egg albumin; and (b) similar experiments by Briggs on streaming 
potentials. A slight, consistent, difference is found between the elec- 
trophoretic potential and the streaming potential. This difference 
is probably due to the difference in the protein preparations used 
rather than to real difference in the electrophoretic and streaming 
potentials. 

2. Data are given which facilitate the measurements and enhance 
the precision of the estimation of electrical mobilities of microscopic 
particles. 

The authors are indebted to Professor W. J. Crozier for his careful 
revision of certain parts of this manuscript. 
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However, in 3 weeks the indicator in the 3 per cent gel was yellow throughout, 
in 1\ months the color of the 5 per cent gel was uniform throughout but corre- 
sponded to a pH of about 4, i.e., within the range of the indicator. The 8 per cent 
gel still had a yellow, very diffuse zone at the top. 

We repeated these experiments using 0.01 n HCl whose concentra- 
tion was kept constant. For this purpose a gently flowing reservoir 



and constant level siphon system was used. It will now be observed 

that remains constant within experimental error (Fig. 2) . Sobotka 

and Sabin (4) have also found that the constant gives lower values 
at the beginning of the experiment. If an equilibrium were being ' 

d 

approached, one would expect to decrease continuously. The 
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decreasing values for the first experiments can, however, be explained 
as in simple diffusion by the exhaustion of the diffusing substance. 

d 

Much more precise forms of the equation = k have been formu- 
lated by Adair, Stiles, and others (5), but it was not thought neces- 
sary to use them here. 

It will thus be seen that all the conditions imposed in Bigwood’s 
experiments would lead one to expect an extreme case of slow diffusion 
which might be easily mistaken, with relatively crude measuring 



methods, for a stationary system. His rather concentrated gels (8 
per cent) were in contact with a limited amount of very dilute alkali 
(usually less than 0.004 n) whose pH, as he shows, was continuously 
decreasing. No mention was made of a preliminary purification of 
the gelatine which ordinarily contains 2-3 per cent ash. The active 
concentration of the alkali is further decreased by combination with 
the gelatine.* Sobotka and Sabin (4) have demonstrated the influence 
of this factor on speed of diffusion. Using the average value for the 
diffusion constant found in these e-xperiments for an 8 per cent gel 

* I cannot agree with Bigwood's conclusion that the gelatine in an 8 per cent gel 
is a negligible source of neutralisation for diffusing OH~ ions when the pH of the 
outside solution is equal to or greater than 10 (Reference U, p. 711). 
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in contact with continuously renewed 0.01 n HCI, calculations show 
that it would take 3| months for the indicator to change throughout 
the 9 cm. column and that toward the end the boundary, if clear, would 
take 2 weeks to move 0.2 cm. It is not remarkable, then, that this 
should appear to be a system in stationary equilibrium. 

The fact that dilute acid was used in these experiments instead of 
alkali should not affect the results as long as the gels were not, at the 
end, at the isoelectric point but within the zone of color change of the 
chosen indicator. 

In reference to his more recent experiments Bigwood points to the 
shifting of ion concentration, due perhaps to the liberation of acid 
valency in proportion to the evolution of the gel structure. In our 



Fig. 3 

opinion, this reversal of the various pH niveatix after a time can be 
explained by an examination of the ordinary form of diffusion curves 
for different concentrations (Fig. 3). If the concentration of diffusing 
substance were orginally A and gradually dropped to B, the concen- 
tration at any one point in the gel would return to the value for the 
curve for B at that time. At a certain time this difference in con- 
centration would mean a return to the original color of the indicator. 

In any case, a reversal of the zone of color change after replacing the 
supernatant solution with water does not prove that a slow diffusion 
had not been taking place toward the interior of the gel. It may be a 
question of simply varying the relative intensity of diffusion in each 
direction. 
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The theory of the existence of a permanent concentration gradient 
of hydrogen ion is based on the assumption of a permanent gradient for 
protein micelles. Light-scattering experiments, carried on by and 
with the kind assistance of Dr. K. Krishnamurti in these laboratories, 
do not indicate such a gradient under the given conditions. When he 
allowed uniform gelatin gels to imbibe small amounts of distilled 
water and measured the light-scattering power at various heights in the 
column, he found that it became identical throughout if sufficient time 
were allowed. Similarly, he measured S cm. columns of 3 per cent 
isoelectric gelatine in contact with 8.S cc. 0.3 N HCl. The change in 
turbidity was the same throughout the gel in 2 weeks. The greater 
concentration of acid used in this investigation allowed equilibrium to 
be reached in a shorter time but the method is sensitive enough to 
detect any appreciable gradient (6). 

Since we were imconvinced that permanent concentration gradients 
could be obtained in this way, we prepared one by layering equal 
amounts of gelatin sols of varying concentrations upon each other in 
a test-tube, being careful to avoid air-gaps or sharp interfaces within 
the gel. There was a uniform concentration of brom-phenol blue in 
the column which was then covered with 10 cc. 0.03 N HCl. This was 
renewed in 4 days and removed in 11 days. After 4f months a color 
gradient still persisted within the gel, the hydrogen ion concentration 
not having distributed itself evenly as had been the case with uniform 
gels under similar conditions. An attempt was made to test the 
conclusion that, with a protein concentration gradient and a dif- 
fusing electrolyte, the concentration of each ion would also be a 
gradient but in opposite directions. This is expressed by Donnan 
(2) in the following differential equations; 


and 


iS 

dx 


ch 

2(1 4- hh) + 4* ~ 

1 4* 


dx 



dx 


2(1 4- bh) + ci> 4- 
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•where h and A ~ are the concentrations of the free cations and anions 
respectively of the added electrolyte at place x in the gel, c and h are 
constants in the simple Langmuir equation for the reversible adsorp- 
tion of cations, and p is the micelle concentration. Therefore, if 

~ > 0, then — < 0 and > 0. 
dx dx dx 

After 41 months the gel was removed by cracking the tube, divided 
into sections, and analyzed. The indicator showed a pH increasing 


TABLE I 


No. 

Weight of gel 

Concentration 

gelatine 

Cl- (total) 

Cl- per gm. gel 

1 

gift. 

£»i. per cent 

ms- 

ms. 

1 

2.698 

1.89 

1.115 

0.408 

2 

3.925 

1.87 

1.593 

0.399 

3 

3.865 

2.07 

1.752 

0.445 

4 

3.497 

2.23 

1.752 

0.493 

5 

2.756 

2.54 

1.381 

0.494 

6 

4.629 

— 

1 


7 

2.967 

4.28 

2.036 

0.673 

8 

4.827 

— 



9 j 

1.943 

6.49 

1.540 

0.780 


The last column is corrected for the small blank on the gelatin. The chlorides 
•were estimated by a method similar to that given by Van Slyke, D. D., J. Biol. 
Chem., 1923, 58, 52. 


gradually from Sections 1 to 9. Table I gives the results of analysis. 
Of course, a gradient of protein concentration does not necessarily 
mean a gradient of micelle concentration but it is unnecessary to repeat 
here the simplifying assumptions that were used as the basis and limi- 
tations of Donnan’s theory. 

It will be seen that the conclusions drawn by Donnan are verified 
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in a general way, since the anion (CI“) concentration varies in the 
same direction as the protein concentration, while the cation (H+) 
varies in the opposite direction. 

The author wishes to express her thanks and appreciation to Pro- 
fessor F. G. Donnan for the suggestion of the problem and for his 
constant interest and advice during the work represented by this paper. 
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THE OCCURRENCE OF PORPHYRINS IN CULTURES OF 
C. DIPHTHERIAE* 

Bv CALVIN B. COULTER and FLORENCE 3^1. STONE 
{From the Department of Bacteriology, College of Physidans and Surgeons, 
CoJumhia University, New YDrk\) 

(Accepted for publication* March 11, 1931) 

The observation has been reported in a brief note' of a characteristic 
absorption spectrum in filtrates of C. dipJitheriac. The pigment re- 
sponsible for the selective absorption may be extracted from the cul- 
ture liquid after this has been metabolized by the bacteria and is found 
to belong to the group of the porphjrrins. The origin of the pigment 
from the cytochrome of the bacilli is therefore highly probable, if not 
certain. Since the constitution of cytochrome — a term which at the 
present time signifies only a characteristic absorption spectrum sub- 
ject to oxidation-reduction change — is uncertain, it appeared desirable 
to undertake a more intensive investigation in the hope of throwing 
light on the structure and the function of this intracellular pigment. 
A peculiar and unexpected immimological interest arose from the re- 
lation whicli was observed between the presence and amount of the 
porphyrin and the biological reactivity of the culture filtrate. 

The cultures of C. diphlhcriae were grown according to the procedure employed 
for the production of diphtheria toxin. After various periods of incubation the 
culture liquid was passed through a Bcrkefcld candle. The filtrates were examined 
spectroscopically with a Spencer spectrometer equipped with a Wallace replica 
grating of 10,100 lines to the inch. Quantitative spectrum determinations were 
made with a large Hilger spectrometer in conjunction with a Bausch and Lomb 
reversible photometer. The lamp, the specimen tube support, and the various 


* This work has been supported by a grant from the Chemical Foundation, 
Inc.,' New York City. 

t A part of this n'ork was carried out at the Physiological-Chemical Institute 
of the University of Hamburg, Eppendorf General Hospital (Professor Schumm), 
Hamburg. 

' Coulter, C. B., and Stone, F. M., Proc. Soc. Exp. Biol, and ifed., 1930, 
27, 715. 
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addition to that which has been referred to above and which is likewise 
not a porphyrin. These two pigments have similar spectrochemical 
properties. Further consideration of them would be without signifi- 
cance for the present purpose. 

On the addition of KsFeCNe the bands at 574 and 537 completely 
disappear, but can be brought back by adding NaoS 204 . If this ex- 
periment is repeated a number of times on the same filtrate, the bands 
in the reduced state fade and eventually cannot be restored. It is 
therefore evident that the pigment which absorbs at 574 and 537 is 
not autoxidizable but is capable of reversible oxidation-reduction 
change. 

The investigation of the porphyrin pigments was carried further 
with their extraction from the filtrates. Our procedure was as follows : 
to 100 cc. of filtrate were added 10 cc. of glacial acetic acid and 30 cc. 
of ether in a separatory funnel, and the mixture agitated without 
sufficient violence to cause foaming. The purple ether layer was de- 
canted from the layer of emulsion and precipitate, and the extraction 
repeated with fresh acetic acid-ether. Two or more extractions of the 
separated aqueous layer were required to extract the pigment com- 
pletely if its amount were large. The united ether portions were 
washed with distilled water until nearly acid-free. 

Spectroscopic examination of the ether extracts from different fil- 
trates shows that they contain varying amounts of two porphyrin sub- 
stances (Fig. 2). One of these may be separated by shaking the washed 
ether extract with 5 per cent HCl. This dissolves out a porphyrin in 
which the positions of the main bands, in comparison with the values 
in brackets given by Schumm^ for coproporphyrin, are as follows: 


In weak acetic acid-ether: 


623.7 

568.4 

526.7 

495.3 

(623.6) 

(568.4) 

(526,3) 

(495. ) 

In pyridine 

622.7 

566.9 

531.7 

498.5 

(622.5) 

(567.5) 

(531.5) 

(499.5) 

In m/10 NaOH 

617.7 

564 

538.2 

501.4 

(617.7) 

(565.5) 

(538.3) 

(503.3) 


^Schumm, 0., Spektrochemische Analyse, Jena,. Gustav Fischer, 2nd edition 
1927. 



' 501.6 
567.6 ■ 

• 661.2 1 447.2 


H^l 


I 


JlBiL 

III I - 

imMlif- 


Fig. 2. Spectrograms of porphynn 

1 and 2. Porphyrin in toxic filtrate of C diphlhcriac {If 6.r>) 

3 and 4. Complex porphyrin isolated from a filtrate. 

5 and 6. Copper compound of a preparation of coproporphyrin which was 
obtained from a filtrate. 

7, 8 and 9. Coproporphyrin isolated from a filtrate. 

The porphyrins were in ethereal solution. Wratten and Wainwrighl pan- 
chromatic plates were used with toluidine blue filter to reduce the sensitivity of the 
plates to the red portion of the spectrum. 

The reference lines are those of helium. 
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The same values within close limits are found in the solution of m/5 
phosphate buffer of pH 7.5, but when dissolved in. m/100 NaOH, there 
is a shift of the bands toward the violet, to give: 


602,2 

461.1 

536.8 

In 25 per cent HCl 



593.4 

549.4 

403. 

(593.6) 

(550.2) 

(405.8) 


In 1/500 HCl-alcohol, treated with bromine (brom-spectral test) 

499.2 470. 

(499. ) (470. ) 

The copper compound prepared in the usual waj' with the porpl^'rin from the filtrates, 
gives the following values: 

In acetic acid-ether 

560.7 523.4 
In pyridine 

564.8 528.5 

(563.5) (528.0) 

The values in brackets are those of Schumm, for the copper com- 
pound of coproporphyrin. 

The HCl-soluble porphyrin of the filtrates appears therefore to be 
coproporphyrin. 

We have not been able on account of the lack of material, to 
identify by means of melting-point determinations the particular 
isomer of coproporphyrin which is represented. We have, however, 
obtained the characteristic bipyramidal crystals of the hydrochloride 
by slow evaporation of the solution in HCl. 

Quantitative determination of the extracted coproporphyrin was 
made on solutions in 5 per cent HCl, using the maximum of absorption 
at mp 546 for spectrophotometric measurement. The results will be 
considered below. 

The ether extract of the filtrates contains after separation of the 
coproporphyrin a complex porphyrin which does not correspond as far 
as we have been able to determine with any porphyrin which has been 
hitherto described. It is soluble in ether, glacial acetic acid, pyridine, 
and aqueous alkali; it is insoluble in 5 per cent (or stronger) HCl, but 
soluble in the acid form in chloroform. The solutions have a blue- 
violet color; the absorption bands are as follows: 


In weak acetic acid-ether 

574.1 536.8 
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In pyridine < 

579.8 541.8 

In m/10 NaOH, about 

573 537 

This porphyrin is unstable and breaks down to yield two recogniz- 
able constituents, which are coproporphyrin and the copper compound 
of coproporphyrin. 

A solution in glacial acetic acid yields after a few hours standing a large portion 
oi coproporphyiin and a small portion of the copper compound oi coproporphyrin. 
These have been identified in accordance with the values given in an earlier part of 
this paper. The complex porphyrin appears stable, at least over a period of 
several weeks, in ethereal solution when washed acid-free. In acetic acid-ether 
solution, we have observed the gradual fading of the band at mu 574 and the simul- 
taneous appearance of the band at S6l of the simple copper compound. If an 
ethereal solution is shaken with 25 per cent HCI, the disintegration of the complex 
is prompt and complete. The resulting coproporphyrin passes into the aqueous 
phase, while the ether phase shows only the bands of the copper coproporphyrin 
compound. Disintegration occurs also in alkaline aqueous solution and is accel- 
erated by light and heat. In m/10 NaOH the spektrum of the unaltered coift- 
plex is visible for only a few minutes before the bands of coproporphyrin appear. 

In consequence of this instabaity, it has been so far impossible to 
obtain the complex porphyrin in crystalline form. The evaporated 
residue of an ethereal solution, although apparently stable in vacuo, 
undergoes disintegration when brought into the laboratory atmosphere. 

The instability of the complexmakes it difficult to detect an oxidation- 
reduction change. However, one can be made out if the material is 
kept under spectroscopic observation during all procedures and if the 
experiment is carried out rapidly. On the addition of a few drops of 
a strong solution of KjFeCCN)® to 3-4 cc. of a solution of the complex 
in m/IO NaOH, the bands fade and almost completely disappear. 
They return to their original intensity after the addition of hydrazine 
hydrate. Repetition of this test leads, as in the original filtrate, 
to a destruction of the complex porphyrin. 

The complex porphyrin is undoubtedly that constituent of the cul- 
ture filtrate pigment which yields the peaks of absorption of m/i 574 
and 537 . This is evident from the close correspondence in the position 
of the bands of the extracted porphyrin with those in the filtrate at 
these wave-lengths. It is impossible to decide from the present data 
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whether or not the porphyrin exists in the filtrate in combination with 
some substance which is split off during extraction, although no evi- 
dence is afforded by the spectro-chemical behavior of a difference in 
combination between the pigment in the filtrate and in corresponding 
solution (with consideration of pH for example) after extraction. 

Hill® has found that of the compounds of the porphyrins with the 
heavy metals, only those with Fe, Co, and Mn show oxidation-reduc- 
tion change. This would lead us to believe that the complex porphy- 
rin which can manifest such a change, contains Fe. Inasmuch as the 
porphyrin has not been obtained in crystalline form, the result of anal- 
ysis is not above suspicion; the test for Fe on a digest however, was 
strongly positive. The complex porphyrin actively catalyzes the 
oxidation of phenolphthalin by H 2 O 2 , a result which would point fur- 
ther to the presence of Fe in pyrrol combination in the porphyrin, but 
a weak peroxidase action has been given by our preparations of -copro- 
porphyrin as well as by a crystallized preparation of copper mesopor- 
phyrin, so that the action may be due in all of these cases to minute 
traces of Fe-pyrrol material present as impurity. 

The origin of the copper which appears in the copper-coproporphy- 
rin derivative of the complex is a matter of some interest. Fischer^ 
has shown that solutions of coproporphyrin held in brass containers 
may form the copper compoimd. Throughout all of our procedures, 
contact of the filtrates and the extracted porphyrins with metal was 
avoided except during filtration when the alkaline bouillon (pH 7.2 — 
8.0) came into contact with the brass stem of the filter candle. The 
absorption bands of the complex porphyrin are visible in the culture 
liquid before filtration, so that it is entirely probable that the source of 
the copper is the prepared culture bouillon which provides this element 
during the growth and autolysis of the bacteria. 

The available evidence indicates that the complex porphyrin is a 
chemical entity, and that it contains both Fe and Cu in combination 
with coproporphyrin. In deliberate mixtures of the complex porphy- 
rin and its two derivatives, and in old filtrates which have been stored 
for several months, the bands of coproporphyrin and its copper com- 
pound may be distinguished along with those which have been de- 

® Hill, R., Biochem. 1925, 19, 341. 

^ Fischer, H., and Finlc, H., Z. physiol, Chan., 1925, 150, 243. 
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scribed for the complex porphyrin. The latter cannot be regarded 
therefore as merely a mixture of the two derivatives, a possibility 
which is further excluded by its insolubility in 5 per cent HCl. 

Quantitative determinations of the complex porphyrin were made 
on solutions in ether, using the position of the maximum absorption 
at 574 for spectrophotometer measurement. The results will be con- 
sidered below in connection with the relation of the pigments to the 
biologic reactivity of the filtrates. 

The identification of the extracted simple coproporphyrin with a 
pigment constituent of the filtrates is somewhat more difficult than in 
the case of the complex porphyrin. An alkaline solution of copropor- 
phyrin as mentioned above shows a band at 617 which corresponds 
to a similar band in some filtrates. The bands of coproporphyrin 
about 561 and 537, which we have found in weakly alkaline solutions 
would be merged with those of the complex porphyrin, in the filtrates; 
a band is visible about 500, but is indistinct owing to the optical den- 
sity of the filtrates in this region. The band seen at my 591 in the 
filtrates is not affected by the addition of hydrazine hydrate, but dis- 
appears on the addition of NajSjOj and is replaced by a band at 605, 
which may be seen in Fig. 1. It seems probable therefore that the 
change observed is not simply an oxidation-reduction shift. We have 
twice isolated hematin from filtrates which contained no other por- 
phyrin substance, and it is possible that the band at 591 is that of a 
hematin which is changed by NajSjO,, with the loss of its Fc, into 
coproporphjTin. The band which we have seen in numerous cases, 
as in the series of Fig. 1, between 625 and 630 belongs apparently to 
coproporphyrin. Because of the inconstancy of these bands and the 
lack of any apparent relation to the biological reactivity of the filtrates, 
we have given them minor consideration. 

The relation between the porphyrin in the filtrates and their bio- 
logical reactivity may be analyzed graphically by plotting the content 
of porphyrin against the titer obtained on flocculation with antitoxic 
serum. This has been done in Fig. 3. The ordinates of the graph 

give the extinction coefficients ^log ^ for a column 100 mm. in length 

of the porphyrin in solution; the abscissae give the value obtained in 
the flocculation titration. The solutions of the extracted porphyrins 
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were calculated to the original volume of the corresponding filtrates 
so that the optical density values refer to their concentrations in the 
original filtrate. The solid circles represent the extracted complex 
porphyrin in ethereal solution; the triangles, the extracted copropor- 
phyrin in solution in 5 per cent HCL The open circles represent the 
pigment as it exists within the filtrate; the measurements of density 



L_ 1 I I 

Lf 5 10 /S ZO 


Fig. 3. Graph showing the relation between the flocculation titer and the 
porphyrins. Ordinates represent extinction coefficients for a column of solution, 
containing the pigments in the same concentration as in the original filtrate, 100 
nom. in length. Abscissae represent flocculation values (Lf). The solid circles 
represent extracted complex porphyrin; the open circles represent the complex 
porphyrin within the filtrate; the triangles represent extracted coproporphyrin. 

were made at mp 574 so that the values derive chiefly if not entirely 
from the complex porphyrin. The method of obtaining these values 
has been given above in the discussion of Fig. 1. 

The values for the complex porphyrin fall along a straight line within 
limits which indicate a close proportionality between this porphyrin 
and the biologically active constituent of the filtrates. The experi- 
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mental error in measuring the pigment wUhin the filtrate (open circles 
in the graph) is somewhat greater than in the case of the extracts 
since it is necessary to determine two values, one of which, — that for 
the bouillon without the porphyrin, — can only be approximated in 
some cases. Except for such cases, the data for all the filtrates which 
we have examined are included, without selection, in the graph. 

The relation between porphyrin and biologic reactivity appears 
more striking when it is understood that the filtrates which provide 
the data for Fig. 3, were prepared under a wide variety of conditions. 
Eleven lots of bouillon with five different peptones, and four strains 
of C. dipktheriae are represented. The incubation periods varied 
from 3 to 13 days. 

No relation is evident between the extracted coproporphyrin (tri- 
angles in the graph) and the biologically active constituent. The 
values for this pigment are distributed almost at random, although in 
general with higher flocculation values there is found more of this 
porphyrin. 

The correspondence which we have found between the flocculation 
titer and the content of complex porphyrin under varied conditions 
has the degree of closeness indicated in Fig. 2, only when the cultures 
have been grown in 250 to 300 cc. amounts. We have found in a 
few experiments that if the volume of the original culture be 600 cc., 
the content of complex porphyrin is smaller relative to the flocculation 
titer than in cultures grown in smaller volume. The ratio of total por- 
phyrin to this titer is the same as in the smaller volumes, in which the 
proportionality of total porphyrin to flocculation titer is not as close 
as in the case of the complex porphyrin alone. This suggests that a 
relation similar to that between toxin and toxoid is involved in the 
distribution of pigment between simple and complex porphyrin. 

The porphyrin is carried down along with the toxin in precipitation 
by acid. The porphyrin also follows the toxin in the method of Gross,® 
which employs adsorption by Mg(OH )2 for the purification of toxin. 
Antitoxic serum however in optimal amount causes flocculation of the 
biologically active constituents of the toxic filtrate but leaves the por- 
phyrin in the supernatant fluid. The porphyrin is therefore not com- 
bined with the toxin as this exists in the filtrate. 

® Gross, P., Proc. Soc. Exp. Biol, and Med.. 1928-29, 26, 696. 
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Locke and Main® have found that toxin concentrated by acid pre- 
cipitation shows a ratio of copper to iron of 40: 1 compared to 10: 1 in 
the uninoculated medium. This accumulation of copper in the toxin 
precipitate may be explained by the association of the toxin with the 
complex porphyrin which contains copper. Since the freshly grown 
bacilli according to Locke and Main show no accumulation of copper, 
it is possible that the porphyrin combines with the copper of the cul- 
ture medium only after the liberation of the pigment from the bacilli. 
In view of the fact, however, that the complex porphyrin which con- 
tains copper shows an oxidation-reduction change and yields iron on 
analysis, it seems probable that the combination with copper takes 
place when the coproporphyrin is still combined with iron in the form 
of hemochromogen or natural porphyratin (Schumm^. 

DISCUSSION 

Coproporphyrin was recognized as a product of bacterial metabolism 
by Fischer and Schneller,® who obtained it from yeast. It occurs 
also in old tuberculin (Fischer and Fink^). The occurrence in feces 
and in materials which have been exposed to putrefaction suggests 
that it has in these cases also a bacterial derivation. The amount of 
this porphyrin which is produced in favorable cultures of C. diphtJieriae 
is very large and far in excess of that which we have been able to ex- 
tract from much larger amounts of baker’s yeast. 

Coproporphyrin may therefore be regarded as a component, per- 
haps the fundamental pyrrol constituent, of cytochrome. Its libera- 
tion in cultures of C. diphtheriae, in contrast to the drastic chemical 
procedures by which it may be produced from other sources, takes 
place as a result of natural processes. It is entirely probable that 
these involve an enzymatic cleavage of the substance of the bacteria. 
We have not been able to derive more than traces of porphyrin by any 
chemical extraction from the masses of freshly grown diphtheria bacilli. 

Porphyrin has been extracted from diphtheria filtrates by Campbell- 
Smith,® who did not, however, find any relation between the pigment 

® Locke, A., and Main, E. R., /. Infect. Dis., 1930, 46, 393. 

^ Schumm, 0., Z. physiol. Chein., 1926, 152, 147. 

® Fischer, H., and Schneller, K., Z. physiol. Chem., 1924, 135, 253. 

® Smith, F. Campbell-, Lancet, March 8, 1930, 1, 529. 
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and the biological titer. The spectroscopic values for the ether ex- 
tract which Campbell-Smith has kindly communicated to us, are as 
follows: 623, 573-570, 537-525, together ivith the common porphyrin 
band at 410. It is entirely probable from consideration of this spec- 
trum, that these extracts contained the porphyrins which we have 
described here. 

The porphyrin as it occurs in our filtrates is not for the most part in 
its simplest form, but appears to be combined with iron, and contains 
copper. The degradation of the complex porphyrin to coproporphy- 
rin takes place with such readiness that it seems extraordinary that 
the cleavage of cytochrome should proceed only this fat without being 
carried promptly to the final stage of coproporphyrin. 

The copper content of the complex porphyrm is a matter of interest 
in view of the analytical association of copper with hemoglobin and the 
effect of copper on the regeneration of hemoglobin (Elvehiem'®). 
Although the purest samples of hemoglobin contain the least copper on 
analysis,” it is possible that a copper-containing porphyrin is the nu- 
cleus in the formation of the more complex respiratory pigments. In 
the case of the porphyrin it is not apparently a case of salt formation 
with the copper cation, since we have not been able to obtain the test 
for copper ion. 

Although it appears certain, chiefly from the survival of the por- 
phyrin under conditions which attenuate or destroy the toxin, that the 
complex porphyrin is not itself the toxic principle, the relation between 
the two makes it seem probable that the toxin is elaborated by the 
same process which yields the porphyrin. The toxin may conceivably 
represent the nitrogenous base," or a fraction of it, which is combmed 
with the porphyrin in the complex structure of cytochrome. 

SUMMARY 

A complex porphyrin which has not been hitherto described is found 
in liquid cultures of C. dipluheriae. The porphyrin is a combination 
of coproporphyrin with both iron and copper, and shows an oxidation- 
reduction change. This is the first report, as far as we are able to 
determine, of a porphyrin compound which contains both iron and 

” Elvehiem, C. A.. J. Biot. Chan., 1931, 90, 111. 

Anson, M. L., and Mirsky, A. E., J. Gen. Physiol., 1928-29, 12, 273 
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copper in its molecule. Its source is in all probability the cytochome 
of the bacilli. 

The content of porphyrin is proportional to the biological titer of 
the culture filtrate; the suggestion is offered that the toxin itself is de- 
rived from cytochrome. 

We wish to thank Prof. Harold W. Webb, of the Department of 
Physics for invaluable assistance and advice, and to thank Dr. Eliza- 
beth Lee Hazen of this Department, for supplying us with a number 
of filtrates. 
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INTRODUCTION 

Experiments which lead to the conclusion that the coagulation of 
proteins is reversible have been presented in previous papers (review 
and literature in Anson and Mirsky, 1931). From coagulated hemo- 
globin, globin, and serum albumin one can again prepare soluble, crys- 
talline protein. In order to prove that coagulation is reversible it is 
necessary to show that the soluble protein finally obtained from com- 
pletely coagulated protein is identical with the original native protein. 
Actually, within the limits ol error, “reversed” hemoaobin has the 
same temperature of coagulation, the same spectrum, anfi the same gas 
affinities as normal hemoglobin and, although no exart measurements 
have been made, it appears to have the same crystaUine form (Mirsky 
and Anson, 1929). The structural changes whichtake place during 
denaturation and its reversal are not completely known. It is accord- 
ingly desirable to have some means of detecting any possible difference 
of unknown nature between normal and “reversed” hemoglobin. 
Since the solubility of a protein depends on aU of its groups, if “re- 
versed” and native hemoglobin were different in any way, then theo- 
retically their solubilities ought to be different. The experiments to 
be described show that within less than two per cent their solubilities 
are the same. Furthermore, native globin has been prepared from 
coagulated globin and the hemogobin synthesized from this “re- 
versed” globin and heme has the same solubility as normal hemoglobin. 
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There is no normal globin with which “reversed” globin could be 
directly compared because globin is denatured in the process of its 
preparation from hemoglobin. Finally, the solubility of a mixture of 
solid normal, “reversed” and synthetic hemoglobins is the same as 
the solubility of any one of these proteins alone. 

Method 

In general, in making a solubility measurement, it is necessary first 
to prepare a suspension of the solid in a solvent of definite composition 
and, secondly, to saturate the solvent with the solid. With an imsta- 
ble protein such as methemoglobin,^ unless the procedures are carried 
out quickly and gently the protein changes in solubility during the ex- 
periment itself. To avoid such changes as much as possible the pres- 
ent measurements have been made with amorphous methemoglobin 
which is formed and dissolved much more readily than crystalline 
methemoglobin. The use of the amorphous form of methemoglobin, ' 
however, introduces a new technical diflSculty. It is a familiar fact, 
although we have not found any quantitative study of it, that any 
solid is more soluble when amorphous than when crystalline. In the 
case of methemoglobin the difference is extreme. A saturated solution 
of amorphous methemoglobin is some fifty times supersaturated in 
respect to crystalline methemoglobin.* With time, therefore, methe- 
moglobin crystallizes out of a saturated solution of the amorphous 
protein. The measurement of the solubility of amorphous methemo- 
globin must be finished before this crystallization has taken place to 
any significant extent. 

‘ Methemoglobin has been used rather than the more stable carbon monoxide 
hemoglobin because it is methemoglobin which is obtained on the reversal of 
coagulation. The preparation of pure carbon monoxide hemoglobin from methe- 
moglobin presents greater experimental difficulties than does the instability of 
methemoglobin. 

* Methemoglobin has about the same solubility as oxyhemoglobin. Oxyhemo- 
globin has been supposed to be less soluble only because the solubility of the crj's- 
talline form of oxiffiemoglobin has been compared with that of the amorphous 
form of methemoglobin. Under suitable conditions methemoglobin can be cr}'stal- 
lized with ease in any amount from dilute or concentrated, isoelectric or not iso- 
electric solutions. 
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Preparation of Sttspcnsion . — ^The preparation of the suspension of 
amorphous methemoglobin in a solvent of definitb composition is a 
simple matter. First the hemoglobin is brought to a definite hydrogen 
ion concentration by the addition of a phosphate buffer. Conditions 
are made as favorable as possible to secure this result. The protein is 
first freed of salts by dialysis. The buffer used has almost the same 
hydrogen ion concentration as the dialyzed protein, which fortunately 
is also the hydrogen ion concentration at which the buffer has its 
maximum buffering efficiency. And the concentration of the buffer is 
relatively high while that of the protein is relatively low. After the 
protein has been brought to a definite hydrogen ion concentration, it is 
salted out by the addition of concentrated ammonium sulfate. If the 
solutions are first cooled, it is possible to mix them completely before 
any precipitation whatsoever takes place. When the temperature is 
raised to 2S°C. almost all the protein precipitates in the form of very 
fine particles which do not settle. The solvent held by the precipitate 
is the same as that in the bulk of the solution. This condition, in most 
solubility e.tperiments, is achieved only by long and repeated wash- 
ings; a procedure unsuitable for unstable proteins and out of the 
question if the crystallization of methemoglobin is to be avoided. 

Equilibration . — The suspension which has just been described is 
formed by the precipitation of hemoglobin from a supersaturated 
solution. In the presence of a large excess of so fine a precipitate the 
solution cannot remain supersaturated. After only a few minutes 
gentle shaking the solution is in equilibrium with the solid. To make 
sure that equilibrium has been reached, the equilibrium is in every case 
also approached from below by shaking the suspension with an equal 
volume of solvent. The hemoglobin content of the filtrate is the 
same whether the equilibrium is approached from above or below. 

Avoidance of Crystallization. — Finally, we shall state the precautions 
taken to avoid crystallization of methemoglobin from the saturated 
solution of amorphous methemoglobin and the evidence that in fact 
such crystallization does not take place. The salt concentration of the 
solvent is so chosen that the solubility of the protein is only 0.4 mg. 
per ml. From so dilute a solution crystallization is slow. In time, 
nevertheless, crystallization does take place from even a dilute solution. 
The filtration, therefore, must not take too long. This means that 
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the suspension of precipitate must not be too concentrated, for the 
more concentrated the suspension, the slower the filtration. With 
the less than 1 per cent suspension used filtration is sufficiently fast. 
It is possible to have a dilute suspension and still have the large excess 
of solid needed for quick equilibration because the solubility is made 
extremely low. 

That no significant amount of crystallization takes place under the 
conditions chosen to make crystallization relatively slow and filtration 
relativel}'- fast is shown by the facts that successive portions of filtrate 
have the same methemoglobin concentration and that the same 
solubility value is obtained whether the equilibrium is approached 
from above or from below. When visible crystallization does begin, 
successive portions of filtrate contain less and less protein, and less 
and less protein dissolves when the suspension is shaken with solvent. 
It may be that small, non-detectable amounts of hemoglobin crystals 
are formed even during the experiment but that amorphous hemo- 
globin dissolves to maintain the equilibrium just as fast as the solution 
loses hemoglobin by crystallization. 

RESULTS 

As may be seen from the table, the solubilities of normal, "reversed,” 
and synthetic hemoglobins and of the mixture of all three solids are the 
same within 2 per cent. In general, even small differences between 
two proteins are reflected in differences in solubility much greater than 
2 per cent. The solubilities of horse and ox hemoglobins are so 
different they cannot be measured imder the same conditions. It is 
not excluded, nevertheless, that normal and "reversed” hemoglobins 
are slightly different and have slight differences in solubility which fall 
within the experimental error. The problem of the solubilities of 
slightly different proteins, such as horse and mule hemoglobins, or 
the different derivatives of horse hemoglobin, will be discussed experi- 
mentally in a later paper. What one can conclude from the present 
result is that if normal and “reversed” hemoglobins are not completely 
identical, they are, at least, nearly the same. With the methods now 
available it is not possible to prove beyond doubt that any two 
proteins are completely identical. All one can show is that they 
cannot be distinguished by certain specific tests. 
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It remains to discuss the signiScance or rather the lack of significance 
of the measurement of the mixed solubility of normal, “reversed,” and 
synthetic hemoglobins. According to the phase rule the solubilities of 
different solids suspended together in the same solvent are independ- 
ent; the total amount of substance dissolved is equal to the sum of the 
individual solubilities of the solids. This is true regardless of how 
small the differences are between the solids provided only that the 
substances are present as individual solid phases. The fact, then, 
that the solubilities of normal, "reversed,” and synthetic hemoglobins 
are not additive might be considered as proof that these three hemo- 
globins do not differ even slightly. Actually, however, as will be seen 
later, slightly different amorphous hemoglobins do act on one another 
to form solid solutions.’ In a suspension of three slightly different 
hemoglobins there is only one solid phase, the solid solution of the 
three hemoglobins. The solubility observed is that of this one phase. 


TABLE 
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not the sum of the individual solubilities of the three hemoglobins. 
The experiment on the solubility of the mixture of normal, "re- 
versed,” and synthetic hemoglobins does nol provide, therefore, any 
additional evidence for their identity. 

EXPERIMENTAL 

Preparation of BemogloUn , — Distilled water is added to washed horse cor- 
puscles to make the hemoglobin concentration about 12 per cent. The solution 
is shaken vigorously with a fifth its volume of toluol and left overnight in the 
cold. The upper layer of toluol and stromata is then removed, and the rest shaken 
with a seventh of its volume of centrifuged alumina cream (Tracy and Welker, 
1915), allowed to stand an hour or more and filtered. Finally to avoid crystalliza- 
tion the hemoglobin is diluted to 10 per cent and stored in the cold under toluol. 

If carbon monoxide hemoglobin is desired the blood is immediately saturated 

’ Evidence suggesting that the cry-stalUne forms of slightly different hemoglobins 
form solid solutions has already been given by Landsteiner and Heidelberger, 
(1923). 







602 


PROTEIN COAGULATION A2U3 ITS REVERSAL 


with carbon monoxide and the solution is always kept under carbon monoxide. 
There are slight differences in the preparation of horse and ox hemoglobins. Horse 
corpuscles settle from serum of their own accord in a few hours while ox cor- 
puscles have to be centrifuged. Horse corpuscles can be separated from sodium 
chloride solution with a Sharpies centrifuge without any large proportion being 
broken, while ox corpuscles are broken by this procedure. A twentieth of the total 
volume of alumina cream suffices to secure good filtration of ox hemoglobin while 
much more is needed to secure complete and immediate separation of the toluol 
globules from horse hemoglobin solutions. 

Nitrogen Estimation. — The Kjeldahl determinations are done with mercuric 
oxide as catalyst. As Dr. Northfop has observed, complete digestion of hemo- 
globin is not obtained with copper. Hemoglobin foams much more than do other 
common proteins. With small Kjeldahl flasks it is impossible to obtain accurate 
results unless this foaming is avoided. The Kjeldahl flask containing the solution 
to be estimated plus a drop of sulfuric acid may be left in an oven until practically 
aU the water is evaporated;'* or all the sulfuric acid may be added to the hemo- 
globin and the acid solution left in the oven until the hemoglobin has been hydro- 
Ij’-zed past the foaming stage. It is better to use the smaller amount of acid if the 
flask is to be left in the oven a short time, and the larger amount of acid if the 
flask is to be left in the oven a long time. 

Preparation of Normal Meihemoglobin, — ^To each 100 ml. of 10 per cent carbon 
monoxide hemoglobin is added at room temperature 0.7 gm. powdered potassium 
ferricyanide. The resulting methemoglobin is dialyzed overnight in the cold in a 
shaking dialyzer (Kunitz and Simms, 1928) against running distilled water. If a 
15 per cent solution of methemoglobin is dialyzed a good deal of the protein 
crystallizes out. 

Preparation of “Reversed" Methemoglobin.— The procedure is practically the 
same as that already described (Mirsky and Anson, 1930). To a 10 per cent 
solution of carbon monoxide hemoglobin at 5°C. is added three times its volume of 
1/15 N HCI.^ 3 minutes later 15 ml. of 0.1 N NaOH is added slowly with stirring 
to each 40 ml. of acid hemoglobin solution. After the partially neutralized solution 
has stood half an hour or more at room temperature the neutralization is com- 
pleted by the addition of 5 ml. of 0.1 n NaOH for every 15 ml. already added. 

■* In the test tube digestion of proteins with a mixture of sulfuric and phosphoric 
acids preliminary to direct Nesslerization, serious foaming occurs with all the 
proteins we have tried. Evaporation before digestion simplifies the procedure 
greatly especially if a large number of determinations are being made. If time is 
not important slow, partial digestion at 100°C. is also desirable before the final 
completion of digestion at boiling temperature. At 100°C. the phosphoric acid 
does not attack Pyrex glass. 

^ Through error, it was stated on page 478, line 10 of a previous paper (Mirsky 
and Anson, 1930) that an equal volume of acid was added. In other parts of that 
paper the solution was described correctly. 
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The solution is half saturated with ammonium sulfate and the precipitated de- 
natured protein filtered off. To each 100 ml. of filtrate is added 16 gm. of solid 
ammonixim sulfate. The resulting amorphous precipitate is filtered off and 
dialyzed against distilled water. The “reversed” methemoglobin may be crystal- 
lized either by adding 7.5 gm. instead of 16 gm. of ammonium sulfate to each 100 
ml. of the solution half saturated with ammonium sulfate or by making a concen- 
trated saturated solution of the amorphous hemoglobin.® 

Preparation of Synthetic Methemoglobin . — ^To each 100 ml. of a 5 per cent solution 
of the acid acetone powder of denatured globia (Anson and hlirsky, 1930) is 
added first 48 ml. of O.l N NaOH and after 20 minutes 16.5 ml. more. The pre- 
cipitate of denatured globin is filtered off. To each 100 ml, of the filtrate, which 
contains the native globin prepared by the reversal of coagulation and the de- 
natured globin not precipitated by neutralization, is added 0.106 gm. of recr^’stal- 
lized hemin (Eastman) dissolved in three equivalents of NaOH. This amount of 
hemin could convert into hemoglobin all the globin contained in the original 
preparation. Half saturation of the solution with ammonium sulfate now pre- 
cipitates any remaining denatured globin and any free heme not combined \Yith 
globin. The rest of the procedure is the same as with “reversed” methemoglobin. 
Synthetic like “reversed” methemoglobin may be completely crystallized. 

The Phosphate and Ammonium Sulfate Solutions . — The stock 3.6 m phosphate 
solution contains per liter 313.7 gm. KjHP 04 and 245.1 gm. KHsPOi. To get a 
1.25 u POi solution, 132.4 gm. of water are added to 100.0 gm. of 3.6 mPOj. 
The 2 per cent methemoglobin solution contains 2 gm. (1 .5 ml.) of hemoglobin to 
113,5 gm. (100.0 ml.) of 1.25 M PO 4 . The ammonium sulfate solution contains 
533 gm. per liter. This about conesponds to a saturated solution at 15®C., a 
temperature which the solution may reach, during the night. Since the same salt 
solutions were used in any given group of solubility measurements and only com- 
parative values were desired, no check was made on the purity or dryness of the 
salts. 

To precipitate the methemoglobin 10 gm. ammonium sulfate solution are added 
to each 6 gm. of 2 per cent hemoglobin in 1.25 21 POj. The solvent then contains 
10 gm. ammonium sulfate solution to each 5.90 gm. of 1.25 is PO4. 

Ail weighings are made easily and rapidly on a Curie balance to one part in 
five hundred. There is no significant loss or gain of water during the weighings. 
The solutions for the solubility experiment itself are weighed out in 50 ml. Pyrex 
Erlenmeyer flasks. 

Mixingt Shaking, and Filtering . — ^The solutions of 2 per cent hemoglobin and 
ammonium sulfate are cooled in ice water. If the ammonium sulfate solution is 
left cold too long the salt will of course crystallize out. The flasks are removed 
from the ice water, dried, and their edges covered with thin films of vaseline. 


® This is a sure and general way of crystallizing any protein whose amorphous 
and cr>*staUine forms have very different solubilities. It works vei:>’ well with 
serum albumin. 
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The solutions are mixed b}’- being poured from one flask to the other and the mixed 
solution is brought to 25°C. and rocked gently for 8 minutes. Whether shorter 
times would suffice to secure equilibriiun was not tried. Finally the solution is 
filtered through a folded No. 42 Whatman paper 7 cm. in diameter, the funnel 
being covered with a small Petri dish. The first 3 ml. portion Is rejected because 
of adsorption of the hemoglobin by the filter paper. The next two portions are 
collected for the estimation of hemoglobin. 

Eslhnalion. — ^The hemoglobin is estimated colorimetrically as cyan methemo- 
globin. A blue glass is placed in the eyepiece of the colorimeter to make the 
estimation of the red pigment easier and more sensitive. The methemoglobin is 
converted into c>^an methemoglobin by the addition of a trace of solid KCN. 

CONCLUSIONS 

1. Methemoglobin prepared from coagulated hemoglobin by the 
reversal of coagulation has the same solubility within 2 per cent as 
normal methemoglobin. 

2. Methemoglobin synthesized from hemin and the native globin 
prepared by the reversal of coagulation of globin likewise has the same 
solubility as normal methemoglobin. 

We are indebted to Dr, John H. Northrop for his helpful suggestions. 
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It has already been shown that the coagulation of hemoglobin is 
reversible (review and literature in Anson and Mirsky, 1931). 
Hemoglobin, however, is a conjugated protein consisting of the simple 
colorless protein, globin, combined with the red iron porphyrin com- 
ple.x, heme. It might be supposed that the result obtained from the 
study of the reversibility of the coagulation of hemoglobin reflects 
not a property of proteins in general but a peculiarity which hemo- 
globin displays because it contains heme. We have accordingly 
studied the simple protein, globin, itself. If add acetone under cer- 
tain conditions is added to hemoglobin, the heme and the globin are 
separated, the heme remaining in solution and the globin being predpi- 
tated. By a suitable neutralization procedure it is possible to obtain 
from this acid acetone globin, with a yield of about 65 per cent, soluble, 
heat coagul'able globin which can combine with heme to form crystal- 
lizable hemoglobin (Anson and Mirsky, 1930). The facts that acid 
acetone is in general a denaturing agent and that the denaturation 
of hemogobin can be reversed by exactly the same kind of neutraliza- 
tion procedure used to prepare soluble globin (Mirsky and Anson, 
1930) suggest that the preparation of soluble globin from add ace- 
tone globin consists essentially in the reversal of denaturation. In 
confirmation of this view, the present experiments show that acid 
acetone globin is denatured globin and that soluble globin can be 
prepared from globin which has been precipitated with trichloracetic 
acid or heated. The opinion of Hill and Holden (1927) that the 
preparation of soluble globin depends solely on the avoidance of de- 
naturation is shown not to be justified by their experiments. 

£03 
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Evidence That Acid Acetone Globin is Denatured Glohin . — ^Native 
proteins in general are soluble at their isoelectric points. Denatured 
proteins are insoluble at their isoelectric points but soluble in acid or 
alkali. The solubility of acid acetone globin is that of a denatured 
protein.' As prepared from hemoglobin acid acetone globin is a com- 
pound of globin with hydrochloric acid which dissolves in water to 
give a strongly acid solution. It is completely precipitated by rapid, 
complete neutralization of the acid with a buffer salt and almost com- 
pletely precipitated by rapid neutralization with NaOH. For in- 
stance, if an equal volume of 1 M K 2 HPO 4 is added to a 5 per cent solu- 
tion of acid acetone globin, the filtrate gives only a slight haze vdth 
trichloracetic acid. It is a priori possible that denatured proteins 
when precipitated carry down any native, soluble protein present 
and that therefore complete precipitation at the isoelectric point is 
not proof of complete insolubility and denaturation. Experimentally, 
however, we have not been able to obtain evidence that an}’- significant 
amount of carrying down takes place imder the conditions of our 
experiments. When denatured hemoglobin is precipitated in the 
presence of native hemoglobin, the concentration of native hemoglobin 
in solution is not changed (Anson and Mirsky, 1929). Similarl}’’, if 
one adds ammonium sulfate at 0°C. to a mixture of heat-denatured 
globin (heated in a solution acid enough to prevent precipitation) 
and unheated globin in acid, all the heated globin is precipitated and 
all the unheated globin remains in solution. Northrop (1930) has 
done essentially the same experiment and obtained the same result 
with known mixtures of native and denatured pepsin globulin, and 
he has shown further that when a given fraction of pepsin is denatured 
by alkali the fraction denatured as estimated by loss of enzyme ac- 
tivity without any precipitation whatsoever, is the same as the frac- 
tion denatured as estimated by the amount of protein nitrogen re- 
maining in solution after the denatured pepsin has been precipitated 
at the isoelectric point. These experiments do not mean that co- 
agulated protein cannot adsorb native protein at all. Such adsorption 
does take place. But it is significant in amount only when the con- 
centration of coagulated protein is very great in comparison with that 
of the native protein. 

In general when proteins are denatured there becomes free a number 
of SH and S-S groups which is equivalent to the total number of cysteine 
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and cystine groups in the protein* The acid acetone globin has the 
number of free SH and S-S groups characteristic of denatured proteins 
(unpublished experiments). Meldrum and Dixon (1930) state that 
denatured globin has no sulfhydryl groups. A simple qualitative 
test with nitroprusside shows that such groups are in fact present. 

Finally, if the native globin obtained from acid acetone globin were 
simply native globin wMch had escaped denaturation, then the further 
treatment of the globin with trichloracetic acid or heat, both well 
known denaturing agents, ought to result in further denaturation 
and hence in a much lower yield of soluble globin. In fact, as will 
now be seen, trichloracetic acid and heat have little effect on the yield. 

Reversal Experiments with Globin Precipitated by Trichloracetic Acid. 
— If the acid acetone globin is rapidly completely neutralized, as has 
just been seen, it is almost completely precipitated. If it is first only 
partially neutralized, a little less than enough alkali to cause incipient 
precipitation being added, then about two-thirds of the globin is 
found to be soluble native globin when after a time the neutralization 
is completed (Anson and Mitsky, 1930). If enough alkali is first 
added to precipitate and just tedissolve the globin, then about one- 
third of the globin is found to be soluble in 0.4 saturated ammonium 
sulfate. Reversal on the alkaline side of the isoelectric point with 
globin gives a lower yield than reversal on the acid side. Since tri- 
chloracetic acid denatures proteins in acid solution, in the presence 
of trichloracetic acid only the alkaline reversal procedure is possible. 
When this is tried with a trichloracetic precipitate the same 33 per 
cent yield is obtained as from the globin to which no trichloracetic 
acid has been added. The quantities used are as follows. To 15 
ml. of a 3.3 per cent of acid acetone horse globin is added 25 ml. of, 
2.2 per cent trichloracetic acid. The centrifuged precipitate is sus- 
pended in 10 ml. water and dissolved with 13 ml. of 0.1 N NaOH. 
After a few minutes 0.1 N HCl is added to give a heavy precipitate and 
the solution is 0.4 saturated with ammonium sulfate. The yield is esti- 
mated by the procedure already described (Anson and Mirsky, 1930). 

Experiments exactly the same as the one just described can be done 
with hemoglobin (Mirsky and Anson, 1930) and serum albumin 
(unpublished experiments). 

•SeeMirsky.A.E,, and Anson, ILL., 1930, Free. Soc. Exp. Biol, and Mei., 
28, 170. 
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Reversal Experiments with Heated Glohin. — K 5 per cent acid solu- 
tion of the acid acetone ox globin is heated in boiling water for 3 
minutes. By the neutralization procedure a 60 per cent yield of 
soluble globin is obtained. Again the same experiment can be done 
with hemoglobin and serum albumin. 

Soluble globin can likewise be obtained from acid acetone globin 
prepared from hemoglobin heat coagulated in neutral solution. 

Hill and Holden- s Theory . — ^After it was shown (Anson and Mirsky, 
1925) that globin prepared by the classical method of Schulz (1898) 
is denatured globin and that hemoglobin is a compound of native 
globin and heme while the hemochromogen prepared from hemoglobin 
is a compound of denatured globin and heme, Hill and Holden (1927) 
devised a method for preparing native globin. They assumed to be- 
gin with that coagulation cannot be reversed and that therefore the 
mere fact that they obtained native globin was in itself a priori proof 
that their native globin had never been denatured. They did not 
carr}’’ out any experimental tests to see whether the globin in fact had 
escaped denaturation. Their procedure involved extreme precautions 
to avoid denaturation, such as the careful maintenance of low tem- 
perature during the separation of globin from hemoglobin, the use of an 
atmosphere free from organic materials, etc. These precautions sup- 
posedly were the essential elements of the procedure. Actually these 
precautions are entirely unnecessary. We have found that by dialyz- 
ing globin against cold distilled water one can get the same 60 per cent 
yield of soluble protein whether one carries out Hill and Holden’s 
procedure for separating heme and globin in the cold or at room tem- 
perature. The 60 per cent yield obtained at room temperature is 
higher than the one Hill and Holden reported for their preparation in 
the cold. And the yield they reported was higher than the one they 
obtained since in estimating how much denatured protein remained 
they did not precipitate the denatured protein completely. The 
opinion that the denaturation which admittedly takes place in acid 
at room temperature prevents the obtaining of soluble globin on neu- 
tralization is therefore not correct. The differences in yields in the 
different preparations are due to different conditions of neutrahzation, 
not to the greater or less avoidance of denaturation. Since there is 
no evidence in Hill and Holden’s experiments that they avoided dena- 
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turation and since the present experiments show that one can obtain 
soluble globin from globin whigh has been denatured, it is not decided 
by Hill and Holden’s experiments whether or not they were correct 
in their theory that native globin can be separated directly from hemo- 
globin. An observation of Holden and Freeman (1928) suggests, 
however, that Hill and Holden did denature their globin. If Hill 
and Holden’s acid solution of globin is 1/100 saturated with ammo- 
nium sulfate then no soluble globin is obtained on neutralization. To 
explain this fact, Holden and Freeman had to assume that, contrary to 
experience, this small amount of salt actually brings about a rapid 
denaturation of the protein, A simpler explanation and one in accord 
with experience, is that thesalt precipitates the already denatured pro- 
tein, and thereby prevents reversal of denaturization. 

CONCEUSIONS 

1 . The globin prepared from hemoglobin by the acid acetone method 
is denatured globin. 

2. The denaturation and coagulation of globin by acid acetone are 
reversible. 

3. Soluble globin can be obtained from the acid acetone globin even 
if the globin is first precipitated by tricl\loracetic acid or heated to 
lOO^C. 

4. Hill and Holden’s theory that they separated native globin from 
hemoglobin without any intermediate denaturation is not proven by 
their experiments. 
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THE PRODUCTION AND INHIBITION OF ACTION 
CURRENTS BY ALCOHOL 


Bi* W. J. V. OSTERHOUT and S. E. HILL 
{From the Lahoralorics of The Rockefeller InslUutc for Medical Research) 
(Accepted for publication, April 8, 1931) 

This paper describes an investigation growing out of preliminary 
experiments begun in 1922 by Mr. E. S. Harris and the senior author.^ 
It deals with lowering of p.d. by virtue of which alcohol is able to start 
and stop action currents in Nitclla. 

It has already been stated that chloroform and KCI can stimulate 
by lowering the p.d. at a given spot until the inflow of current from 
neighboring regions is sufficient to start a negative variation. 

Ethyl alcohol can act in the same manner. An interesting example 
of this appears in Fig, 1.- The alcohol was applied near the center of 
the cell, as shown in Fig. 2, at the spot marked B. At the start the 
P.D. of B with reference to Dy as shown by curve B, was about 100 
millivolts positive, owing to the fact that D had previously been killed 
by chloroform.^'^ When alcohol (1.5 m) was applied the p.d. gradually 
fell toward zero (as shown by the rise of the curve) and when it reached 
80 millivolts an action current started as shown by the sudden jump 
of the curve. The excitation spread in both directions, as shown by 
the movements of curves A and C about a second later. At A and C 
recovery was normal but at B it was very slow’. At the point marked 
2 on the record the cell was stimulated electrically at X. A normal 

‘Osterhout, IV. J. V., and Harris, E. S., /. Gai. Physiol., 1927-28, II, 673. 

-This record was chosen for reproduction from many which were similar. The 
statements made about it apply qualitatively to all the others, and are in good 
agreement quantitatively. 

® The experiments were performed on Nilella jlcxilis with the technique pre- 
viously described (Osterhout, W. J. V., and Harris, E. S., /. Gen. PhysioL, 1928-29, 
12, 167, 355; Osterhout, \V. J. V., and Hill, S. E., /, Gen. Physiol., 1930-31, 14, 
385). The method of measurement is essentially electrostatic. The temperature 
was ver>' close to 20'’C. 
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response is seen at A but only a very slight one at B : since the impulse 
does not pass on to C it is evident that the alcohol at B is acting as a 
block. 

At the point marked 3 the shutter of the camera was closed and the 
motion of the photographic paper was stopped for 1 minute during 
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Fig. 1 . Photographic record (emplo.ving a galvanometer with three strings) of an 
experiment arranged as in Fig. 2: 0.001 m KCl at all points except at B where 
0.001 M KCl containing 1.5 M ethyl alcohol is applied. Curves A, B, and C show 
the P.D, ofAjB, and C with reference to D (which has been killed by chloroform be- 
fore starting the experiment). The intervals between time marks represent 5 
seconds. 

The effect of alcohol on starting and stopping action currents is seen in Curve B 
(for description see page 611). 



Fig. 2. Diagram to show the arrangement of an experiment: D is killed by the 
application of chloroform before the start of the e.xperiment. 

The cell is supported on a paraffin block, and is surrounded with air except where 
the contacts are applied. 

which the alcohol was washed awajr by a stream of 0.001 M KCl. 
Cotton soaked in 0.001 M KCl was then replaced exactly on B: the 
record was set in motion, the camera was opened and at 4 the cell was 
stimulated electrically at X, producing a normal response at an 
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incomplete response at i?, and none at C. Another stimulus at 5 had 
much the same result save that the response at B was greater. But 
the next stimulus (starting at D) at the spot marked 6 produced a 
much greater response: it will be noted that recovery has now made 
good progress and we see that the blocking effect of the alcohol has 
disappeared and that A now responds normally. 







Fig. 3. Photographic record of an experiment arranged as in Fig. 2 with C omit- 
ted. At A and D 0.001 M KCIj at B 0.001 ii KCI containing molar ethyl alcohol: 
Curves A and B show the p.d. of A and B with reference to D (which has been 
killed by chloroform before the start of the experiment). The intervals between 
time marks represent 5 seconds. 

Curve B shows that in this case alcohol had no apparent effect until an action 
current arrived from another part of the cell (for description see below). 

In many cases there was a larger degree of recovery at B after passage of an ac- 
tion current, and the cell could again be stimulated within 30 seconds. In such 
cases the recover>' was less w’ith each successive response, because of the loss of p.d., 
but the curve rose to practically the same level each time. 

It sometimes happens that the application of alcohol produces no 
apparent effect until the cell is stimulated. This is illustrated by Fig. 
3, the experiment being arranged as in Fig. 2 with C omitted. At the 
start B was 65 millivolts positive to D and this was not altered by the 
application of molar alcohol at the point marked 1, At the point 
marked 2 the cell was stimulated electrically at X and a normal re- 
sponse occurred at /I . A response is also seen at B (where alcohol is 
applied) but in this case there is practically no recovery. The sub- 
sequent stimuli at 3 and 4 produced only slight responses at B. 
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As is to be expected, the effect of alcohol varies with the concentra- 
tion. With 0.5 M alcohol there was no lowering of p.d. and irritability 
was normal. With molar alcohol, the p.d. slowly fell, the loss not 
exceeding 20 per cent in 5 minutes when there were no action currents. 
An action current arriving from another part of the cell sent the p.d. 
approximately to zero, and recover}'- of p.d. was slow and incomplete. 
After several action currents, recovery was absent and propagated 
variations were no longer transmitted, but a response at the spot in 
contact with alcohol could still be secured by cutting another part of 
the cell.^ On removal of alcohol, and washing, the p.d. returned com- 
pletely in about 5 minutes, irritability, responses, and transmission 
becoming normal. 

The application of 1.5 M alcohol produced results like those shown 
in Fig. 1, the loss of p.d. taking place during from 5 to 100 seconds 
after the application of alcohol. During the loss of p.d. stimulation 
usually occurred after which the p.d. approached zero. There was 
little or no recovery and electrical stimulation at such a point as X 
(Fig. 1) produced no response at B but cutting at X produced a death 
wave at B. When the alcohol was removed complete irritability re- 
turned in from 3 to 15 minutes. 

Alcohol at a concentration of 2 m stimulated in a few seconds; the 
P.D. fell to and remained at zero, irritability and transmission were 
abolished but a response at B (Fig. 2) could be secured by cutting at 
A'. As in the other cases the action of alcohol was hastened by an 
action current arriving from another part of the cell. On removing 
the alcohol no recovery was observed during 10 minutes, but after 20 
minutes the potential had risen to approximately the original value and 
irritability had returned. 

The eff'ects of 3 M alcohol were much like those of 2 M, except that 
after the removal of alcohol and washing the cell, there was only par- 

■*Cf. Osterhout, W. J. V., and Hill, S. E., /. Gen. Physiol., 1930-31, 14, 473. 
The response consisted in a rise of the curve a little above zero and a gradual fall- 
ing to zero. The stimulus of the cut causes the inner surface to lose its p.d. first, 
thus causing the cuiA'e to go above zero. This ma}' be similar to the effect of cut- 
ting when the cell is in contact with 0.01 m KCI, as explained in former papers 
(Osterhout, W. J. V., and Harris, E. S., J. Gen. Physiol., 1928-29, 12, 167) except 
that in the case of alcohol plus 0.001 si KCI the p.d.’s of each layer may be small. 
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tial recovery of potential, not to exceed 30 per cent, and no recovery 
of irritability. Usually the cell died within an hour or two. 

The lowering of P.D. has been observed by Jost® in Chara and by 
Umrath® in Nitella. 

In chemical stimulation repeated action currents are commonly ob- 
served’ and it has been stated that this appears to depend on a rather 
sharp boundary of the stimulating agent which results in a rather steep 
electrical gradient in the neighborhood of the boundary. Unless this 
can be obtained we should not expect repeated action currents. In 
the case of alcohol a sharp boundary would not be expected since 
where alcohol and water meet a rather violent mixing occurs. This 
applies to a lesser e.xtent when solutions of alcohol in water come in 
contact with water in the film covering the cell wall. It is therefore 
not surprising that we do not observe repeated action currents in our 
experiments. 

It is most interesting to find that a non-electroIyte can reversibly 
alter p.d. to such an extent and it is important to discover how it is 
done. No doubt structural changes could account for it, e.g. by rever- 
sible coagulation or the formation of openings (as elsewhere discussed'), 
by changes in surface tension. On the other hand, alteration of the 
non-aqueous surfaces involving changes in the mobility of ions might 
bring’it about. Alcohol might tend to dissolve out some of the non- 
aqueous constituents and thus change mobilities: it is probably more 
polar than the surface layers of the protoplasm and would therefore 
tend to increase their conductivity and the solubility of electrolytes 
in them.® Such changes might affect the inner and outer surfaces 
unequally, since these surfaces appear to differ. Further experiments 
will be undertaken to clear up some of these points. 

Similar experiments on the sciatic nerve of the leopard frog (April) 

®Jost, L., Silzungsher. Bcidelbtrger Akad. lFwj«wc/i., Abt.B, 1927, Abhandl. 13, 
Nov. 

®Umratb, K., Protoplasma, 1930, 9, 576. 

’Osterhout, W. J. V., and Hill, S. E., /. Gm. Physiol., 1929-30, 13, 459. 

® Merely increasing the conductivity without changing relative mobilities 
would reduce the resistance of the protoplasm without changing the p.d., but 
the observed value of the P.n. nught be slightly raised tor reasons given else- 
where (Osterhout, \V. J. V., and Harris, E. S., /. Gen. Physiol., 1929-30, 12, 
761). 
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gave negative results. The nerve was exposed near its origin by open- 
ing the dorsal body wall in the lumbar region : in this way injury to 
the nerve could be easily avoided. In some cases the nerve was ex- 
posed just above the knee. Concentrations of ethyl alcohol ranging 
from 1 to 5 molar (in Ringer’s solution) were then applied without 
causing the leg muscles to twitch although subsequent electrical 
stimulation showed that the nerve was functioning normally. 

This result does not seem to be due to the fact that the alcohol 
does not penetrate to the nerve fibres, for alcohol (3.5 m) applied to 
the nerve established a complete block in about 4 minutes without 
causing aii action current. It is quite possible that the absence of 
action currents is due to the absence of a sharp boundary, as already 
suggested for Nitella. 

Concentrations up to 5 M applied to the intact skin did not cause 
the characteristic wiping reaction which was, however, promptly 
elicited by acetic acid. 

On the other hand it must be remembered that one can taste 1.5 m 
ethyl alcohol without difficulty. 

Kemp and Waller® state that 5 to 10 per cent alcohol in saline gives 
a temporary contracture of the frog’s sartorius when the muscle is 
immersed in the solution. This is evidently somewhat different from 
the negative variation observed in Nitella. 

SUMMARY 

Suitable concentrations of ethyl alcohol (1 to 1.5 m) applied to a 
spot on a cell of Nitella lower the p.d. enough to cause action currents. 
The alcohol then suppresses action currents arriving from other parts 
of the cell and acts as a block. After the alcohol is removed the nor- 
mal P.D. and irritability return. 

Similar experiments on the sciatic nerve and skin of the frog pro- 
duced only a negative result. 

®Kemp, H. P., and Waller, A. D., J. Physiol., 1908, 37, xliii (Proc.). 



TEMPERATURE CHARACTERISTIC FOR PRODUCTION OF 
CO. BY PHASEOLUS SEEDLINGS 

By W. J. CROZIER akd A. E. NAVEZ 

(From the Laboratory of General Physiology, Harvard University, Cambridge) 
(Accepted for publication, March 28, 1931) 

I 

A recent publication by Kurbatov and Leonov (1930) has endeav- 
ored to question the view that the velocities or frequencies of many 
processes in organisms submit to description in terms of a relatively 
simple and precise formulation of their relations to temperature as 
given by the eitpression In k a — p/RT. Specifically, they claim 
that the rate of respiratory production of CDs by seedlings of Phascolus 
aureus (Roxb.) cannot be expressed as a function of temperature by 
the Arrhenius equation, and hence that the quantity p, “critical in- 
crement” or “temperature characteristic” (Crozier, 192A-2S) is no 
constant. Their numerous experiments touch rather closely upon 
some ■with ■which -we have been engaged ior several years; hence it 
seems to us desirable to consider them with care, especially since the 
major error of several in the paper by Kurbatov and Leonov is one not 
infrequently encountered. 

These authors protest that the production of CDs by a seedling is a 
“simpler” process than many actmties of animals which have been 
considered from the standpoint of their precise relations to tempera- 
ture. The grounds for this opinion are not given. In any particular 
case, however, “simplicity” ■within the terms of the problem as set for 
analysis must be decided by the e-vidence and not by vague forejudg- 
ments. This is apart from the fact that however “simple” the meta- 
bolic formation and release of COz may be, chemically, it by no means 
follows that the experimental estimations of the rates of liberation of 
COs by a group of growing seedlings are actually related in simple 
fashion to temperature, or to any other variable. We should point 
out here that Kurbatov and Leonov seem to be quite imperfectly ac- 
617 
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quainted with the literature of this topic, even in the case of papers 
which they cite.^ 

n 

The experiments by Kurbatov and Leonov (1930) were made in the 
following way, which we must describe because the whole point of 
their argument in fact turns upon errors of technic: 

Cylindrical vessels 30 cm. high and of 120 to 140 cc. capacity held 200 seedlings 
of Phaseohis aureus (Roxb.). These vessels were given 30 to 40 minutes for 
thermal adaptation in a thermostat, which the authors regarded as adequate; 
it is a simple matter to show that it is anything but adequate, as we shall later 
demonstrate. Moreover, imless the seedlings are stimted (vide infra) it is almost 
impossible to insert 200 seedlings of the plant into such a cylinder without injury 
due to packing and crowding. They give a temperature control of constancy “of 
the order of ±0.3°,” which is easily demonstrated to be inadequate for precise 
work. The air stream was drawn through their cylinders at such a rate (2 to 2.5 
liters per 40 minutes) that the atmosphere in the cj^linder was renewed every 2 
minutes; but the incoming stream passed first through a concentrated solution of 
NaOH and through a tower containing pumice moistened with concentrated NaOH 
solution. Hence the air in the respiration chambers must have been almost com- 
pletely moisture-free; it is very difficult to maintain constancy of respiration with 
seedlings subject to progressive drying. In the paper by Kurbatov and Leonov 
no evidence is given that the}' sought at any time to ascertain if their seedlings gave 
a constant rate of excretion of CO 2 at constant temperature. We consider that 
these various kinds of technical inadequacy are probably more significant than 
the fact that their samples of CO 2 , collected in Ba(OH )2 solution in Pettenkofer 
tubes, were not titrated imtil the next day, and that no details are given as to the 
method of storage, nor as to the method of titration. 

m 

We have repeated, as exactly as possible, the essential procedure 
used in the experiments cited, but with certain very essential 
refinements. 

^ For example: they state {Joe cil., p. 160) that according to Crozier (1924-25; 
cf. also Navez, 1928-29) u is constant in the data of Kuijper (1910) on Pisum 
“from 0-26°,” which is quite incorrect; so also is their statement of Hecht’s 
(1918-19) results. They seem to be entirel}' innocent in their comments (Kurba- 
tov and Leonov, 1930, p. 158) on methods of computing n from observations. 
Their related points dealing with the e.xistence of critical temperatures (loc. cit., 
p. 158, etc.) are so involved with misconceptions that we need onl)'^ refer to the 
fact that they have been discussed some years ago (Crozier, 1924-25; 1925-26a, 5; 
Crozier and Stier, 1926-27). 
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Seeds of Phoseohts aureus (Roxb.), answering the taxonomic criteria of the 
plants lased by Kurbatov and Leonov, were obtained in a Chinese market store 
in Boston. These had been imported from Chinaj those used by the Russian 
workers came initially from Bokhara. The plants were grown in sterile maple 
sawdust; the sawdust had been repeatedly treated with NaOH or KOH, then with 
HCl, then washed with boiling water, and subsequently boiled several times or 
autoclaved, and well soaked in water. Seeds were found to swell in 12 to 18 hours, 
and germinated in 24 hours. The seedlings were very uniform as to size and 
general appearance. They were grown for 3 to 10 days in a thermostat at 23®. 
Even after transference to the respiration chamber, they remained free from moulds 
throughout the duration of the observations. 

The respiration diamber was a Pytex Qdinder 32.5 cm. long, 2.5 cm. diameter, 
of 140 cc. capacity (Fig. 1). Three laterally placed tubes were arranged for the 
insertion of thermocouples. The chamber was well washed in sterile water before 
each experiment. 



Fio. 1. Respiration chamber, with side arms for introduction of thermocouples. 

The seedlings were removed from the sawdust beds, kept exactly vertical (c/. 
Navez, 1928-29; Navez and Crozier, 1929), washed rapidly with distilled water, 
and put vertically in the respiration chamber. With seedlings of this sort it is 
possible to place 80 to 120 in the chamber without obvious mechanical injury or 
excessive crowding — although this general procedure is certainly not one to be 
recommended. Each end of the chamber was closed by a heavy rubber stopper. 
The air inlet was at the bottom, the outlet at the top. 

A current of air was drawn from outside the building (avoiding traces of illumi- 
nating gas) by a water pump, passed through a tube of cotton wool, dilute H^SO^, 
120 cm. ± of soda-lime, 3 wash bottles of concentrated NaOH, 1 or 2 towers of 
distilled water with glass beads, and then to the respiration chamber. The wash 
bottles and saturating columns were in the thennostat. The rate of flow of the 
moist COj-free air was 3 liters per hour. 

The thennostat (c/. Crozier and Slier, 1926-27) could be adjusted at any tem- 
perature between O'* and 30® (or above), and maintained a constant temperature 
to within 0.01®C. It was located in a dark-room, and itself covered to exclude 
chance illumination. The plants were not illuminated during an e.xperiment. 
Tests showed that carrj'fng out the preliminary manipulation of the seeds in d i m 
red light did not influence the results in any way. 
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Fig. 2. Tube for absorption of CO 2 in barj'ta water. Air from respiration 
chamber enters at .4 ; the inlet orifice at B is covered by a thin platimun plate, 
sealed on, and perforated with many small pin-prick apertures; the upper level 
of the bai^'ta water is at the mark C; the 3-way stop-cock at D connects with a 
soda-lime tube, or air is aspirated as indicated by the arrow; JE is a stop-cock for 
filling from a reservoir of bar^'ta solution. Scale equals \ linear. 
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CO 2 exacted was absorbed in Ba(OH)s solution (0.064 n to 0.072 n, in different 
cases), using a Pettenkofer tube of special design (Fig. 2). Titrations were made 
in triplicate within 60 minutes after an absorprion period was completed, with 
spedal cate to exclude CO 2 , using 0.088 N to 0.047 n HCl in a sensitive burette, 
with phenolphthalein (2 to 5 drops to 10 to 20 cc. of baryta water). Color match- 
ing was done under a daylight lamp by comparison with the same amounts of 
neutralized bar>’ta water and indicator in an identical flask. 

TABLE I 

Results in two experiments in which the CO 2 production by seedlings of Phaseo- 
lus aureus was estimated under conditions approximating those employed by 
Kurbatov and Leonov (1930), In Experiment A, 200 seedlings 3 days after 
sprouting (dry weight 3.850 gm.) were placed in the respiration tube, at tempera- 
ture 18.30®j in Experiment B, 190 seedlings 5 days after sprouting (dry weight 
4.S08 gm.) were employed at temperature 18.15®. Drying was avoided by main- 
taining an air stream of constant humidity. The hgures for production of CO 2 
are averages of concordant triplicate determinations. See text. 


HHUDHHH 

B 




Temp . 18.15* 

Successive periods of 

Sfg. COt produced per 

Successive periods of 

Ifg. COt produced per 

45 mla 

4S mla. 

45 mis. 

45 lain. 

1 

11.30 

1 

13.45 

2 

14.80 

2 

11.85 

3 

20.50 

3 

12,70 

4 

16.45 

4 

13.40 

5 

18.00 

5 

18.05 

6 

14.60 

6 

14.60 

7 

15. GO 

7 

13.35 

8 

16.25 ' 

8 

15.10 

9 

15.70 

9 

13.40 


IV 

1. When as many as 200 seedlings are in the respiration chamber it 
is impossible to obtain constancy in the rate of evolution of CO 2 at 
constant temperature. Seedlings of the proper age (usually 3 to 6 
days) and small enough for this purpose were grown at about 22-23®. 
When too many are crowded into the chamber, geotropic and thigmo- 
tactic excitation are inevitable, and injury as well. An experiment of 
this sort is summarized in Table I. The deviations from constancy 
shown in such experiments are of the order of magnitude exhibited by 
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TABLE n 


A, 100 seedlings, 6 days old; temp. = 18.70® for 1.2S hrs., before determinations of rate of production of 
CO 2 began; figures are averages of triplicate titrations 


Successive intervals of 45 min. 

Mg. COj per 45 min. 

1 

6.94 

2 

6.87 

3 1 

7.05 

4 , 

7.20 

The temperature was now lowered to 15.00° (within 9 min.), kept at this level for 50 min., and during the 
next 16 min. it was raised to 18.70® again. 

5 i 

4.55 

6 

7.05 

^ i 

7.25 

B. 120 seedlings 5. 5 da 3 's old; temp. = 18.70® for 1.20 hrs. before determinations of CO 2 began 

Successive intervals of 45 min. | 

Mg. CO 2 per 45 min. 

1 

7.45 

2 

7.45 

3 

7.55 

4 

7.45 

The temp, was now raised to 22.8°, maintained for 60 min., during the ne.tt 15 min. the temp, was brought 
back to 18.70°. 

5 

5.48 

6 

7.71 

7 

7.45 

1 

C. 60 seedlings, 14 dal's after sprouting; 2 hrs. thermal adaptation at 18.7° 

Successive intervals of 45 min. 

! Mg. CO 2 per 45 min. 

1 

7.64 

2 

7.35 

3 

7.64 

The temp, was then changed during 12 min. to 14.5°; 35 min. allowed for thermal adaptation. 

4 

6.58 

5 

4.97 

6 

5.13 

7 

5.08 
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TABLE n — Cmdudei 


D. 120 seedlings 4.S days after sprouting; allowed 1.S lirs, for thermal adaplatioo at 18.7* 


Successive istervsls of 4S xnin. 

Mg. COi per 45 min. 

1 

4.48 

2 

1 4,42 

3 

j 4.44 

The temp, was then lowered during 13 min. to 16.1*; 

is min. allowed for adaptation. 

4 1 

3.80 

5 I 

3.48 

6 

3.52 

7 

3.48 

S 

3.56 

The temp, was brought bade again to 18.7* during 18 min ; 3S nun. allowed tor thennal adaptation. 

9 

4.29 

10 

4.62 

11 1 

4.49 

12 

4.435 

After an interval of 12 hrs. at 18.7*. 3 successive determinations gave the following: 

13 

4.48 

14 

4.46 

15 

4.56 


successive determinations at the same temperature in the experiments 
by Kurbatov and Leonov, amounting to as much as 40 per cent, even 
though most o{ their “return” observations involve temperatures 
above 20°, which we find to be an upper critical temperature for these 
seedlings. 

2. When the temperature is changed, a further complication enters. 
This we may illustrate by means of experiments in which the ill effects 
of crowding were avoided, and in which a satisfactory degree of con- 
stancy is obtained for the rate of respiration at constant temperature. 
The point is that in their experiments Kurbatov and Leonov Qoc. cit., 
p. 148) proceeded as follows: taking account of the fact that thermal 
adaptation of potato tubers and the like is “very slow,!* and that one 
hour has been found sufficient for the thermal adaptation of seedlings 
of Pisuin, 30 to 40 minutes were allowed for thermal adaptation of 
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Pliaseolus which are only about one-seventh the weight of a Pistim 
seedling; no tests were made, apparently, to demonstrate the efficacy 
of this procedure. Results such as those given in Table II plainly 
show that the immediate effect of a change of temperature, at least 
within the range which interests us, is to produce a lessened apparent 
rate of excretion of COo for some time thereafter, if the temperature 
has been raised, or even in some instances if the temperature has been 
lowered, although in the latter case the apparent rate of excretion of 



Fig. 3. Curves of thermal adjustment of the respiration chamber after a change 
of temperature in the thermostat. The temperature was at first, in the case il- 
lustrated, 16.25°C.; after 1.5 hours, at this temperature, the temperature of the 
thermostat was lowered to 11.50° during 10 minutes (represented by horizontal 
bar). Complete thermal equilibration was obtained in approximately 20 minutes. 

The new temperature level was maintained for about 30 minutes, the tempera- 
ture then being raised, during 7 minutes, to 17.70°; the readjustment of thermal 
balance was about complete in 20 to 25 minutes. 

COo is below that which is a steady rate for the new (lower) tempera- 
ture. The effect is magnified, in other experiments, by crowding. 
It is not primarily due to failure of the interior of the respiration cham- 
ber to assume quickly enough the temperature of the thermostat. 
■\^’'e are not concerned now to account for this; because of the complex 
circumstances attending the use of many individuals crowded into a 
respiration chamber we are not called upon to account for .the effect in 
terms of an intrinsic “response” of the plant tissues, such as might 
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influence the mere rate of physical exit of CO 2 from the surfaces of the 
seedlings. We are interested only in the demonstration that 30 to 40 
minutes is altogether too short an interval for thermal adaptation; 
this is equally apparent in tests with single seeds. We may note also 
(Table II) that there is a distinct tendency for the reading succeeding 
the ‘'abnormal'^ one just subsequent to a change of temperature, to be 
too high. 

To study the rate of thermal adjustment in the respiration chamber after a 
change of temperature, a thermopile inserted in the middle side-arm of the 
chamber. The thermopile was made of four copper-constantan couples, and lo- 
cated at the axis of the respiration tube; the other junction was placed in the ther- 
mostat at about 5 cm. away from the tube. The circuit was closed through a 
short-circuiting key and low-resistance gah’anometer having a resistance of the 
same order as the thermojunctions (59.9 ohms). The maximum variation in the 
temperature of the thermostat was ± 0.005®C. After a period of at least i hour 
of thermal equilibrium between the respiration chamber and the thermostatic 
bath, i.e., of a temperature difference not greater then 0.005®, the temperature of 
the thermostat was changed as rapidly as possible (7 to 10 minutes), and observa- 
tion made of the curve of thermal adjustment of the respiration chamber (c/. 
Fig. 3). Tests of this sort demonstrate that complete thermal equilibrium is 
reached after approximately 10 minutes, following a change of temperature of 
2®. It was also shown in this way that the cunent of air delivered to the respira- 
tion chamber was in thermal equilibrium with the thermostat, and that the heat 
capacity of the plants packed in the respiration chamber was not very high when 
compared with that of water. 

Since the establishment of a steady state of production of CO 2 requires at least 
45 to 60 minutes after a change of temperature of about 2®, this behavior cannot 
be primarily a thermal effect, but must be due to internal causes. The examina- 
tion of the kinetics of such effects may be undertaken profitably at a later date. 

V 

When conditions are arranged in such a way as to avoid unreason- 
able crowding, and so far as possible to eliminate geotropic and other 
excitation, and when adequate periods of thermal adaptation are per- 
mitted, the relation of the rate of elimination of CO* by Phascoliis 
aureus (Roxb.) is quite different from that described by Kurbatov and 
Leonov {loc . «/.). When their conditions are followed, however, so far 
as possible, the kind of result ^ven at length in their paper is easily 
secured. The high increments (/x) occasionally indicated in such 
series are markedly influenced by several sources of confusion already 
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mentioned. (We should point out, however, that below about 12° 
the delay in thermal adaptation is not so pronounced as above this 
temperature.) 

Wrhen proper allowance for thermal adaptation is made, the result is 
as given in Tables III and IV (Fig. 4). 

TABLE in 


80 seedlings, 9 days old; 60 min. allowed for thermal adaptation after each 
change of temperature; steady state assured by successive determinations. 


Temp. 

mg. COs 

45 min. 

mg. COj , . 

., . calc , from 

45 mm. 

fi = 16,500 

A 

°C. 

18.0 

5.570 

5.615 

+0.045 

16.1 

4.525 

4.655 

+0.130 

12.2 

3.220 

3.155 


20.3 

7.130 

7.033 

HEBI 


TABLE IV 


80 seedlings, 7 days after sowing (dry weight 1.644 gm.); 65 minutes allowed for 
adaptation at each change of temperature. 


Temp. 

mg. CO 2 

45 mm. 

mg. COi , , 

T? — calc, from 

45 mm. 

M = 16,500 


°C. 

12.4 

2.410 

2.405 

-0.005 

13.4 

2.610 

2.660 

+0.050 

16.8 

4.075 

3.730 

-0.345 

18.1 

4.110 

4.236 

+0.126 

19.8 

4.860 

4.978 

+0.118 

20.2 

5.395 

5.190 

-0.205 

21.1 

5.370 

5.610 

+0.260 

23.2 

5.650 




The data of Tables III and IV, and the measurements from two 
other experiments, are plotted in Fig. 4. Since we are interested in 
the rates of increase of (A CO 2 /A t) with increase of temperature, we 
are at liberty to multiply all the observed rates in any one series of 
determinations by a constant which (Fig. 4) brings the several sets of 
measurements into position for comparison. Between 12° and 20-21° 
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the data are satisfactorily described by the equation Iog(A COj/A t) = 
and from the slope of the line drawn through them ti = 

16,500 calories. The calculated values for mg. CO 2 per 45 minutes, 
given in Tables Ifl and TV, are computed with this value of p. The 
agreement is satisfactory. The extreme deviations of duplicate and 



I/Tohj.xio' 

Fig 4. Rate of production of CO 2 as related to temperature; four series of 
measurements. See text, 

triplicate determinations of (A COj/A I) average in our data 5.4 per 
cent of the respective means; in the best series the latitude of disper- 
sion is 1 .5 per cent. Tins is greater than the deviations of the observed 
from the calculated values of (mg. C02)/(45 minutes) given in Tables 
III and IV, which average 3.5 per cent of the respective means. The 
single extreme deviation, clearly due to an uncontrolled “error,” is 
less than 10 per cent (point at 16.8°). There is definite evidence of a 
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critical temperature at 20-21° (Fig. 4). This is equally clear in Fig. 
5, where the rates are plotted against l°C. It is of interest that in 
seedlings of related plants (Pisiim; Vida, Navez, 1928-29; Lupmus, 
and in Zea, Tang, 1930-31) the same critical temperature is found. A 
greater number of determinations at different temperatures is of course 
desirable, but the temperature characteristic is better established by a 
different technic. 



We do not regard this method of experimentation as really adequate 
for the purpose,- but with reasonable care in its use, it does enable one 


- It should be mentioned especially that when single seedlings are studied, by 
an appropriate technic, there is found a sh'ght but steady increase in the rate of 
respiration with time. The method here used does not permit taking this into 
account. In later publications certain of these details will be given. {Cf. Tang, 
J. Gat. Physiol., 1930-31, 14, 631.) 
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to stow (1) that the rate of excretion of CO 2 is proportional to the ex- 
ponential of — li/RT, and (2) that the value of the temperature char- 
acteristic IX agrees quantitatively with that obtained from other 
similar cases {cf. Crozier, 1924-25; 1924; Navez, 1928-29), and 
with data derived from technically superior experiments with single 
seedUngs. 


StJMMARV 

The temperature characteristic for respiratory production of COj by 
young seedlings of Phaseolus aureus (Roxb.) is p = 16,500 calories, 
12-21'’C., even when the analyses depend upon the use of many seed- 
lings crowded in a small respiration chamber, provided reasonable 
precautions are taken to avoid injury and to permit proper thermal 
adaptation. There is evidence of a definite critical temperature at 
20-21°. These findings agree quantitatively with those obtained 
with other similar seedlings, and contradict the results reported by 
Kurbatov and Leonov (1930) ; the reasons for this are analysed. 
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TEMPERATURE CHARACTERISTICS EOR THE OXYGEN 
CONSUMPTION OF GERMINATING SEEDS OF 

lupinus albus and zea mays 

Bv PEI-SONG TANG 

(From Ike Laboralory oj General Physielegy, Hareard Vnitersily, Cambridge) 
(Accepted for publication, March 28, 1931) 

I 

Although the respiration of germinating seeds considered as a func- 
tion of temperature has often been studied, actual data which are ac- 
curate enough for quantitative treatment of the relationship between 
respiration and temperature are very scanty. The few instances 
which can be subjected to such a treatment were brought together by 
Crozier (1921), who called attention to the repeated occurrence of 
temperature characteristics (ji) of certain magnitudes, and to the in- 
cidence of sharp breaks in the curves at certain temperatures {cf. also 
Navez, 1928-29). These appear clearly when the logarithms of the 
rates of respiration are plotted against the reciprocal of the absolute 
temperatures according to the Arrhenius equation, but are equally/ 
evident in other forms of representation. Above and below such a 
break, the values of the temperature characteristic are different. 
Since the publication of that paper little additional data have been 
made available on this particular point. The present paper con- 
siders the temperature characteristics for the oxygen consumption of 
the germinating seeds of Ltipinus albus and of Zco mays) the observa- 
tions were undertaken as part of a more extensive investigation (cf. 
Crozier, Stier, and Pincus, 1929), of which further portions will be 
described subsequently. 

n 

Microrespirometers of the type described by Warburg (1926) were used in this 
study. The thermostat was so controlled that any temperature from above O'C. 
to SO^C. could be maintained to within ± 0.005° for a long time (cf. Crozier and 
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(Accepted for publication, March 28, 1P31) 

I 

Although the respiration of germinating seeds considered as a func- 
tion of temperature has often been studied, actual data which are ac- 
curate enough for quantitative treatment of the relationship between 
respiration and temperature are very scanty. The few instances 
which can be subjected to such a treatment were brought together by 
Crozier (1924), who called attention to the repeated occurrence of 
temperature characteristics (it) of certain magnitudes, and to the in- 
cidence of sharp breaks in the curves at certain temperatures (cf. also 
Navez, 1928-29). These appear clearly when the logarithms of the 
rates of respiration are plotted agamst the reciprocal of the absolute 
temperatures according to the Arrhenius equation, but are equally 
evident in other forms of representation. Above and below such a 
break, the values of the temperature characteristic are different. 
Since the publication of that paper little additional data have been 
made available on this particular point. The present paper con- 
siders the temperature characteristics for the oxygen consumption of 
the germinating seeds of Ltipinus albits and of Zea mays-, the observa- 
tions were undertaken as part of a more extensive investigation (cf. 
Crozier, Stier, and Pincus, 1929), of which further portions will be 
described subsequently. 

n 

Microrespirometers of the type described by Warburg (1926) were used in this 
study. The thermostat was so controlled that any temperature from above 0°C. 
to 50°C. could be maintained to within ± O.OOS'’ for a long time (cf. Crozier and 
631 
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ture to the first reading at the next temperature, a period of 30 minutes elapsed, 
about 5 minutes bring used for the change of temperature, usually in a step of 2 
degrees. During the change and the subsequent period of adaptation, the vessels 
and the seeds remained undisturbed, aaid the stop-cocks on the manometers were 
opened so as to connect the vessel with the outside air. 

Light was not entirely excluded from the seeds. Diffuse light from the labo- . 
ratory window and lamps was not avoided. But since there was no formation of 
chlorophyll during the course of an experiment photosynthesis did not play a part 
here, and it is unlikely that the fairly constant diffuse light has much to do with 
respiration directly, though this yet remains to be investigated. 

HI 

Fig. 1 shows the data for Liiptntts albus. The figures from several 
experiments were brought together by a conversion factoi^^ using as 
standard (100 per cent) the readings at 13" in the upper group, and 22" 
in the lower group. Consequently the single point at these respective 
.temperatures represents several readings.' The first five readings in 
the upper group, denoted by open drdes, taken at 18®, 16®, 14°, 12°, • 
and 10° respectively, were given no weight in these experiments be- 
cause during this time there occurs a change of the rate of oxygen con- 
sumption of the seeds with time, aside from the question of thermal 
adaptation to be discussed later. Below 20° the points fall very con- 
sistently in a band the slope of whidi gives the temperature character- 
istic /X =* 16,600. In both groups a break occurs at about 19.5°, and 
above that temperature the points fall into another band the slope of 
which is ju « 11,700. In both groups the extent of scatter in the first 
band is =k5 per cent, while it is rtl2 per cent in the band above 20*^, as 
drawn, but may be smaller in single instances, for it appears in many 

1 Preliminary experiments showed that we cannot compare the absolute values 
of oxygen uptake, expressed either as per individual seed, or in terms of unit w’eight, 
or unit surface, or of unit volume; hence the averaging of observations from differ- 
ent seeds can be done legitimately only after the rates have been adjusted empir- 
ically to a common basis. In Figs. 1 and 2 this has been done by taking the rate of 
respiration of one seedling at a given temperature (13® or 22®C.) as 100 per cent, 
and multiplying the rates for the other seeds by factors. This has the effect of 
bringing into identical position the lines fitted to the data for the individual series 
of measurements, without in any way changing their slopes. When this has been 
done, the corrected rates (not their logarithms) can be averaged with some confi- 
dence that one is averaging only the riiance or fluctuating variations to which the 
measurements are subject. 
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Stier, 1927). The manometer vessels used are conical in shape, with capacities of 
about 13 cc., provided with a side arm, and with a cylindrical inset about 15 mm. 
high and 8 mm. in diameter. Each vessel is filled with 5 cc. of 10 per cent KOH 
solution through the side arm and a portion of the liquid is pipetted into the inset 
to fill the latter to about a fifth of its height, care being taken not to touch the wall 
of the inset with KOH. A seed is placed on top of the inset with the h}'pocotj'l or 
radicle pointing dowmward near the center of the cj'linder, not touching the wall. 
Ample space is provided for gas e.xchange between the inset and the vessel proper. 

The manometers are not shaken during the course of the experiment, thus avoid- 
ing geotropic stimulation (c/. Navez, 1928-29; Navez and Crozier, 1929; in Ms.) 
and other complications resulting from shaking. Preliminary e.xperiments showed 
that the readings taken in this way do not differ from those taken when the gas 
within the vessel is stirred by rapid raising and lowering of the solution in the ma- 
nometer at frequent intervals throughout the course of the experiment. The fact 
that the seed is placed above the absorbing KOH, in air, so that the diffusion of oxy- 
gen into the seed is direct, and the fact that COj is heavier than air, tending to de- 
scend from the seed to the KOH below, justify the elimination of shaking. Phe- 
nolphthalein tests at the end of an experiment show that the amount of KOH used 
both in the inset and in the vessel proper is in excess of the CO 2 produced, and that 
there is no creeping of the alkali up the wall of the inset. Since the seed is chang- 
ing in volume during the time when it is in the vessel, there is a slight change of the 
apparent “vessel constant.” But this was found to be negligible, being not more 
than 1 per cent. 

Two kinds of seeds were used in the experiment: Lupimts albus and Zea mays. 
The former was obtained from a seed store; the latter was kindly supplied by the 
Department of Plant Breeding of the University of Minnesota, and is known as 
“Culture 16, Inbred from Rustler, 9 years selfed.” 

The seeds were germinated in moist maple sawdust which had previously been 
repeatedly boiled in distilled water. They were left in a dark incubator at 23° i 
0.5 until the seed coat was broken and the hypocotyl or the radicle was about a 
millimeter long. This in the case of Lupinus required only 12 hours; in the case of 
Zca, 36 hours. No fungus growth was observed on the seeds. 

\^Tien about to start an experiment, the seeds were gently taken out and cleared 
of any adhering sawdust, then carefully transferred to the vessel, and seated on top 
of the inset in the position already described. For the transfer a pair of forceps was 
used, and as far as practicable stimulation of the seed was excluded. The vessel 
was then mounted on the manometer and placed in the thermostat in the custom- 
ar\’ manner. SLx to seven respirometers were employed in each series of experi- 
ments, one of which seia^ed as a baro-thermometer. After half an hour of adapta- 
tion, the stop-cod:s of the manometers were closed and the first readings were 
taken. Readings were taken at IS minute intervals thereafter, and at the end of 
1 hour the temperature was changed, the seeds being allowed to adapt for about 25 
minutes before further readings were taken. From the last reading at one tempera- 
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ture to the first reading at the next temperature, a period of 30 minutes elapsed, 
about 5 minutes being used for the change of temperature, usually in a step of 2 
degrees. During the change and the subsequent period of adaptation, the vessels 
and the seeds remained undisturbed, and the stop-cocks on the manometers were 
opened so as to connect the vessel with the outside air. 

Light was not entirely excluded from the seeds. Diffuse light from the labo- . 
ratory window and lamps was not avoided. But since there was no formation of 
chlorophyll during the course of an experiment photosynthesis did not play a part 
here, and it is unlikely that the fairly constant diffuse light has much to do with 
respiration directly, though this yet remains to be investigated. 

ra 

Fig. 1 shows the data for Lupinus albus. The figures from several 
experiments were brought together by a conversion factof, using as 
standard (100 per cent) the readings at 13° in the upper group, and 22° 
in the lower group. Consequently the single point at these respective 
.temperatures represents several readings.' The first five readings in 
the upper group, denoted by open circles, taken at 18°, 16°, 14°, 12°,- 
and 10° respectively, were given no weight in these e-xperiments be- 
cause during this time there occurs a change of the rate of oxygen con- 
sumption of the seeds with time, aside from the question of thermal 
adaptation to be discussed later. Below 20° the points fall very con- 
sistently in a band the slope of which gives the temperature character- 
istic II = 16,600. In both groups a break occurs at about 19.5°, and 
above that temperature the points fall into another hand the slope of 
which is p = 11,700. In both groups the e.xtent of scatter in the first 
band is ±5 per cent, while it is dkl2 per cent in the band above 20°, as 
drawn, but may be smaller in single instances, for it appears in many 

' Preliminary experiments showed that we cannot compare the absolute values 
of oxygen uptake, expressed either as per individual seed, or in terms of unit weight, 
or unit surface, or of unit volume; hence the averaging of observations from differ- 
ent seeds can be done legitimately only after the rates have been adjusted empir- 
ically to a common basis. In Figs. 1 and 2 this has been done by talang the rate of 
respiratfon of one seedling at a given temperature (13° or 22°C.) as 100 per cent 
and multiplying the rates for the other seeds by factors. This has the effect of 
bringmg into identical position the lines fitted to the data for the individual series 
of measurements, without in any way changing their slopes. When this has been 
done, the corrected rates (not their logarithms) can be averaged with some confi- 
dence that one is averaging only the chance or fluctuating variations to which the 
measurements are subject. 
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cases (cf. Crozier and Stier, 1925-26; 1926-27; Pincus, 1930-31) that 
there is an abrupt shift in the absolute magnitude accompanying a 
change in the slope of the curve beyond a critical temperature. This 
absolute shift is sometimes to a level lower and sometimes to a level 
higher than the magnitude beyond the critical temperature. When 



Fig. 1. Mass plot of data for Lupinus alhus. The several experiments are 
grouped together by multiplication by a factor for each set, using one of the read- 
ings at 13° (upper group) or 22° (lower group) as the standard (100 per cent). The 
ordinate represents the logarithm of the change of pressure (in mm. of Brodie so- 
lution) per hour; the change in pressure is proportional to the volume of oxygen 
consumed. The first five readings in the upper group, numbered chronologically 
and marked with open circles, are given no w'eight, as explained in the text. 

the observ'^ations are grouped together by the use of a single factor for 
the data on both sides of the critical temperature the range of variation 
may thus be magnified on one branch of the plot. Besides this ques- 
tion of an abrupt change in the absolute magnitude of the rates, there 
is also the possibility that the intrinsic latitude of variation may be 
different on the tv'o sides of the critical temperature (c/., e.g., Crozier 
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and Stier, 1926-27). It is impossible to differentiate between the two 
in the present case, and probably both factors come into effect. 

It may be of interest to note that if the temperature changes are 
made in a way such as to pass from 18 ° to higher temperatures, as is 
represented in the lower group of points in Fig. 1, the readings fall 
consistently in two straight bands and the “lag” which was encoun- 
tered in the upper curve is not apparent. Two points which belong to 



Fig. 2. Mass plot for observations on Zea mays. The method of presentation 
is similar to that used in Fig. 1. The first three readings in open circles and num- 
bered chronologically, ate given no weight, as explained in the text. 


one individual seedling fell fat below the lower boundary of the band 
(Fig. 1, lower group). There is reason to suppose that this seedling 
was injured during the course of the experiment. 

Fig. 2 exhibits the data upon the oxygen consumption of Zea mays. 
Discounting the first three readings, taken at 18°, 16°, and 14°, as in 
the previous case, the points again fall within two bands, with the 
break occurring at 19.5°. The band below that temperature has a 



636 


OXYGEN CONSUMPnON OF GERMINATING SEEDS 



Fig. 3. A tj'pical e.xperiment with Lupimts albus; note the deviation of the 
first five readings from the straight line (see text). 



Fig. 4. A tjpical e.xperiment with Zca mays; note the absence of any deviation 
in this particular experiment. (In other individual seedlings there was a drift 
with time during the first four readings.) 
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slope of n — 21,050, with a scatter of ±10 per cent, and the band 
above 20° has a slope of 13,100 with about the same latitude of varia- 
tion. One representative experiment from each of the two mass plots 
in Figs. 1 and 2 is given in Figs. 3 and 4. 

A series of experiments revealed the fact that the rate of respiration 
of both Lupinus and of Zca seedlings changes with time during the 
first few hours of the experiment, under these conditions, gradually 



Fig. 5. The rate of oxygen consumption of Lupimis olbiis at different tempera- 
tures, plotted against time. The first reading was taken about li hours after the 
seeds were placed in the vessels. 

reaching a constant level. This effect is more pronounced in the case 
of Lupinus than in Zea, and is a function of temperature. The change 
of rate of respiration is more rapid the higher the temperature, and the 
flat portion of the time curve is reached sooner. Thus, for Lupinus 
this level was reached in 8 hours at 18°, in 7 hours at 19°, and in 6 
hours at 21°. At 13° the rate changes so slowly that for practical pur- 
poses it may be considered as constant. These effects are illustrated 
in Fig. S. The same general relation holds for Zea, only to a less 
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marked extent. It was considered quite unusual that such a change of 
rate should occur, for the work of various authors {e.g., Warburg, 1926; 
Navez, 1928-29) on the respiration of both animals and plants indi- 
cates that the rate of respiration is constant with respect to time at 
least within short durations. That the effect is not due to lack of 
thermal adaptation is seen from the fact that except after the first few 

'c^ 



Fig. 6. The rate of oxj'gen consumption of Lupmus alhis seeds which had been 
subjected to different conditions of germination, plotted against time, all at 18°. 
Curv'es A and B represent rates for seeds germinated on moist sawdust and trans- 
ferred to the respiration vessels; A is 9 hours older than B at the time of transfer to 
the respirometer and the beginning of observations. C represents rates for seeds 
germinated over water, in a moist chamber, and then transferred to the respiration 
vessel. Z> represents rates for seeds germinated in the vessel over the alkali, with- 
out transfer. B, C, and D are similar in age, and are 9 hours younger than A. 

readings the points on the graphs of Figs. 1 and 2 fall consistently on a 
straight line. Furthermore, a period of at least 1| hour elapsed before 
the first readings in Fig. 5 were taken, and that length of time ought to 
have been enough for the small vessel and its contents to come to tem- 
perature equilibrium. The most probable reason for the occurrence 
of such an effect is that it is due to a change in the condition of the seed 
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when transferred from the moist sawdust, with which it was in direct 
contact and in which its hypocotyl was surrounded by a film of liquid 
water, to the respiration vessel in which it is only surrounded by a 
moist atmosphere and in which the hypocotyl is entirely free from 
direct contact with any liquid or solid. Experiments in progress sub- 
stantiate this explanation. In such experiments the seeds were ger- 
minated over water in a moist chamber, (C, Fig. 6) or were germinated 
directly in the manometer vessel over the alkali (D, Fig. 6). These 
seeds behave quite differently from the ones which were germinated on 
the sawdust (B, Fig. 6), though all other conditions were maintained 
the same. They show a very slight rise in the rate of respiration dur- 
ing the first 3 hours at 18°. This is probably due to processes accom- 
panying the initial stage of germination. The rate then gradually 
arrives at a steady value, after about the fourth hour. Thus the 
"time effect” seems to be due mainly to mechanical and perhaps other 
disturbances due to transferring the seeds from the germinator to the 
respiration chamber, and the initial increase in the rate of respiration 
is therefore an expression of response or reaction, similar to the in- 
creased rate of production of COs in the geotropic response of Vicia 
seedlings, (Navez, 1928-29j Navez and Crozier, 1929). This “stim- 
ulating” effect is apparent only when the seeds are still in the stage 
when the hypocotyl is just emerging from the seed coat. Experi- 
ments made with seeds germinated on sawdust for 9 hours longer than 
usual, exhibit a constant rate of respiration with time {A, Fig. 6). 

IV 

From these results it appears that the temperature characteristics 
for oxygen consumption by the germinating seeds of Lufimts albus are 
16,600 below 19.5°, and about 11,700 above that temperature. In the 
case of Zea the values of the temperature characteristics above and 
below 19,5° are respectively about 13,100, and 21,050. The critical 
temperature at which the breaks occur is about 19.5° in both cases. A 
temperature characteristic of the order 16,400± calories is frequently 
encountered in connection with respiration (Crozier, 1924-25 ; Navez, 
1928-29); in association with this, the magnitude 11,200± is of fre- 
quent occurrence. Temperature characteristics of magnitudes 13,000 
(or a little less) and 21,000± in association, ate not, however, un- 
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marked extent. It was considered quite unusual that such a change of 
rate should occur, for the work of various authors {e.g., Warburg, 1926; 
Navez, 1928-29) on the respiration of both animals and plants indi- 
cates that the rate of respiration is constant with respect to time at 
least within short durations. That the effect is not due to lack of 
thermal adaptation is seen from the fact that except after the first few 





Fig. 6. The rate of o.xygen consumption of Lupinns albiis seeds which had been 
subjected to different conditions of germination, plotted against time, all at 18°. 
Cur\'es A and B represent rates for seeds germinated on moist sawdust and trans- 
ferred to the respiration vessels; is 9 hours older than B at the tithe of transfer to 
the respirometer and the beginning of observations. C represents rates for seeds 
germinated over water, in a moist chamber, and then transferred to the respiration 
vessel. D represents rates for seeds germinated in the vessel over the alkali, with- 
out transfer. B, C, and D are similar in age, and are 9 hours younger than A . 

readings the points on the graphs of Figs. 1 and 2 fall consistently on a 
straight line. Furthermore, a period of at least 1| hour elapsed before 
the first readings in Fig. 5 were taken, and that length of time ought to 
have been enough for the small vessel and its contents to come to tem- 
perature equilibrium. The most probable reason for the occurrence 
of such an effect is that it is due to a change in the condition of the seed 
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It is well known that such properties of gelatin solutions as turbidity 
and Tyndall effect intensity, which depend upon the aggregation of the 
gelatin, show a maximum at the isoelectric point. This relation has 
been studied quantitatively by Ktaemer and Dexter (1927), who have 
shown that above 40°C. the light-scattering capacity of gelatin is very 
slight and is nearly independent of temperature and hydrogen ion 
concentration, but that below this temperature, particularly with 
calfskin gelatin, the scattering increases very sharply within a few 
tenths of a pH unit in the region of the isoelectric point. It was 
pointed out by these investigators that this behavior cannot be ex- 
plained on the basis of the solubility of a homogeneous substance. 
By its separation into a “soluble” and an “insoluble” fraction by 
Schryver and Thimann (1927) and by Kunitz and Northrop (1928) 
it has furthermore been shown that gelatin itself is not a truly homo- 
geneous substance. 

The writer had observed that when gelatin solutions, at the isoelec- 
tric point and sufficiently free from electrolytes and other impurities, 
are cooled to temperatures below 40°C., aggregation occurs to such an 
extent that gelatin separates from solution as a flocculant precipitate. 
It was considered worth while to study this flocculation of gelatin in 
some detail, as it appeared to offer amethod for investigating the nature 
of gelatin solutions and their possible heterogeneity. It also seemed 
to offer a possible method for the fractionation of gelatin. 

The particular problems selected for this study were (1) the nature 
of the equilibrium between the flocculated and the dissolved gelatin, 
and (2) the properties of these gelatin flocculates and of the gelatin 
remaining in solution at equilibrium at various temperatures. 
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It is well known that such properties of gelatin solutions as turbidity 
and Tyndall effect intensity, which depend upon the aggregation of the 
gelatin, show a maximum at the isoelectric point. This relation has 
been studied quantitatively by Kraemer and Dexter (1927), who have 
shown that above 40°C. the light-scattering capacity of gelatin is very 
slight and is nearly independent of temperature and hydrogen ion 
concentration, but that below this temperature, particularly with 
calfskin gelatin, the scattering increases very sharply within a few 
tenths of a pH unit in the region of the isoelectric point. It was 
pointed out by these investigators that this behavior cannot be ex- 
plained on the basis of the solubility of a homogeneous substance. 
By its separation into a “soluble” and an “insoluble” fraction by 
Schryver and Thimann (1927) and by Kimitz and Northrop (1928) 
it has furthermore been shown that gelatin itself is not a truly homo- 
geneous substance. 

The writer had observed that when gelatin solutions, at the isoelec- 
tric point and sufficiently free from electrolytes and other impurities, 
are cooled to temperatures below dO^C., aggregation occurs to such an 
extent that gelatin separates from solution as a flocculant precipitate. 
It was considered worth while to study this flocculation of gelatin in 
some detail, as it appeared to offer a method for investigating the nature 
of gelatin solutions and their possible heterogeneity. It also seemed 
to offer a possible method for the fractionation of gelatin. 

The particular problems selected for this study were (1) the nature 
of the equilibrium between the flocculated and the dissolved gelatin, 
and (2) the properties of these gelatin flocculates and of the gelatin 
remaining in solution at equilibrium at various temperatures. 
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I. EXPERIMENTAL MATERIAL AND METHODS 

Solutions were prepared by soaking gelatin in distilled water for 1 hour at room 
temperature, heating to 60°C. for 10 minutes, and filtering. They were then dia- 
lyzed in an electro-ultrafiltration apparatus of the type described by Bechhold 
(1925). Usbg direct current at 110 volts, electrodialysis was continued until the 
current passing through the solution had decreased to a constant low value, char- 
acteristic of the cell. Using a small dialyzer of 100 cc. capacity, it required less 
than 2 hours for the current to decrease to a constant value of 0.8 milliamperes. A 
larger dialyzer of 2 liters’ capacity was less efficient, because of the relatively 
smaller electrode surface, and required 8 hours to reach a constant current of 8.0 
milliamperes. Ultrafiltration membranes were prepared from a 10 per cent solu- 
tion of collodion in glacial acetic acid; such membranes were found to give gelatin- 
free filtrates. The gelatin solutions were kept at 37°C. during dialysis to prevent 
the formation of a gel on the membranes and were stirred constantly by means of 
an electric stirrer. 

The h 3 'drogen ion concentration of those solutions which were not already at the 
isoelectric point changed rapidly during dialj'sis, finally reaching a value which 
remained constant during prolonged dialysis. On cooling such a dialyzed solution 
to temperatures below a range of 30-40°C., depending upon the concentration, 
gelatin separated out as a flocculant precipitate, which has been taken as the criter- 
ion that the solution is at its isoelectric point and free from electrolytes. 

The pH value at which the solutions became isoelectric differed for various 
gelatins. Solutions of Coignet’s Gold Label and of Coignet’s Silver Label gelatin 
remained at a pH of 5.0 during dialysis, which is the isoelectric point for these 
gelatins. Solutions of Bacto-gelatin of the Digestive Ferments Company, origi- 
nally at a pH of about 4.5 changed rapidly to a value within a range of pH 7.6 to 
8.4, the isoelectric range for this gelatin, and then remained at this value during 
further dialysis. A pigskin gelatin (Ucopco gelatin of the United Chemical and 
Organic Products Company) became isoelectric at a pH of 6.8. A spray-dried 
powdered gelatin of commercial grade became isoelectric at a pH of 5.6. 

It has been shown recentlj' by Briefer (1929) that the isoelectric point of gelatin 
depends upon the previous chemical treatment. Kraemer and Dexter (1927) 
and Briefer and Cohen (1928) have obtained an isoelectric point at a pH of 5.0 
for lime-treated calfskin gelatin and an isoelectric range around a pH of 8 for acid- 
treated pigskin gelatin. Sheppard and Houck (1930) have found a similar iso- 
electric point for calfskin gelatin and lime-treated pigskin gelatin, and isoelectric 
ranges of pH 7 to 8 and pH 6 to 7 for two samples of acid-treated pigskin gelatin. 
It would appear that the Ucopco gelatin and the Bacto-gelatin were of this latter 
character. 

Before any comparison of the isoelectric flocculation of the various gelatins 
could be made, it was first necessaiy to study in detail the behavior of one particular 
gelatin in order to develop a suitable technique for the equilibrium study. Coig- 
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net’s Gold Label gelatin was selected on account of its relative purity and has been 
used exclusively in the following experiments. 

Solutions 2 and 3 were dialyzed in the 100 cc. dialyzer; Solutions 4 and 5 were 
dialyzed in the 2 liter dialyzer; a small amount of toluene was added before dialysis 
to prevent bacterial action during dialysis. Solutions 6, 7, and 10 were dialyzed 
in the 100 cc. dialyzer; no toluene was added to these solutions or to the following 
solutions. Solution 8 was dialyzed in the 2 liter dialyzer; portions of this solution 
were diluted to make Solutions 9 and 11. Solution 1 was dialyzed for a longer 
period of time (a total of 20 hours) , and between periods of dialysis was heated four 
times to temperatures between 80"C. and 90®C. for periods of 10 minutes. All so- • 
lutions were at a pH of 5.0 and had a specific conductivity of 6 X 10“* to 10 X 10"® 
reciprocal ohms. 

When dialysis was completed each solution was pipetted into Pyrex test tubes, 
whidi were sealed in the blast lamp, and then heated to 80®C. for 10 minutes. 
Solutions treated in this manner showed no evidence of bacterial growth during 
the course of the experimental work and tubes now over 2 years old arc still clear. 
This method of preventing bacterial acUon \vas found to be more efficient than the 
usual method in which antiseptics are employed and does not bring into question 
the eSect upon flocculation of the addition of any foreign substance. 

The chief objection which could be made to this method of preventing bacterial 
acUon is that irreversible changes are known to occur when gelatin solutions are 
heated, Sheppard and Houck (1930) have followed the rate of this change in 
concentrated gelatin solutions by measurement of viscosity. They found the 
change occurring at 40‘’C. at the isoelectric point to be extremely small and at 
85®C. a 1 per cent change occurred in 10 minutes. 

It was therefore necessary to conduct a preliminary investigation to determine 
a satisfactory time and temperature for the routine heating. It was soon found 
that heating solutions for 10 minutes at temperatures above 80®C. brought about 
an irreversible decrease in the amount of gelatin flocculating on subsequent cooling 
to 25®C., as well as a decrease in the rate at which this flocculation equilibrium is 
reached. It was also found that this effect increased rapidly with the temperature, 
apparently as a logarithmic function. At SO^C., no apparent effect on the floccu- 
lation was produced in 10 minutes while, as noted above, the bactericidal results 
seem entirely satisfactory; this time and temperature were accordingly adopted 
for all of the experimental work with the exception of Solution 1 which was used in 
Sections 1 and 2 following. The results of heating gelatin solutions at tempera- 
tures above 80®C. and for times longer than 10 minutes are of considerable interest 
and will be discussed subsequently in this paper. 

After heating, the solutions were put into thermostats and, after flocculation 
began to occur, the gelatin, which remained in solution, was determined at regular 
intervals. A separate tube, not previously opened, was used for each determina- 
tion, to avoid contamination with microorganisms. 

The concentration of gelatin in the solutions was determined by measurement 
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of the refractive index at 25°C. with a Zeiss immersion refractometer. A calibra- 
tion, made by determining the refractive indices of solutions of known concen- 
tration, showed that the refractive index of a gelatin solution is a linear function of 
the concentration, as has been foimd also by Walpole (1913) and Sheppard and 
Houck (1930). Concentrations of gelatin could be determined by this means to 
within 0.01 per cent. 


n, EXPERIMENTAL 

1. The Esiablishmcnt of Eginlibrinm in Flocculaiing Gelatin 

SoUtiions 

The flocculation of gelatin from solutions is temperature reversible. 
E.xperiments were made to determine the extent of flocculation at a 



Graph 1. Rate of flocculation at 2S'’C. and redispersion at 2S°C. of gelatin 
previously flocculated at lower temperature. 


given temperature and whether the system would reach an equilibrium 
Twelve tubes containing 0.88 per cent gelatin solution (Solution 1) 
were put in a thermostat at 25°C., immediately after their heating to 
80°C., and were kept at this temperature for 45 days. The concen- 
tration of gelatin remaining in the liquid phase, determined at regular 
interv'als, reached a constant value after 18 days, and at the end of 2 
months this value had not changed (Graph 1, Curve a). Another set 
of tubes containing this same solution was brought to a temperature 
of 15°C. and flocculation allowed to occur. These tubes were then 
placed in the thermostat at 25°C. A portion of the gelatin flocculate 
redispersed (Graph 1, Curve b), and after 12 days at 25°C. the liquid 
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phase in these tubes contained the same concentration of gelatin as 
was obtained when flocculation occurred after direct cooling to 25°C. 

Thus, at a given temperature, the same concentration of gelatin in 
the liquid phase is obtained whether the ss^stem is brought to that 
temperature from a lower temperature or from a higher temperature, 
and no further flocculation occurs after a certain length of time. This 
indicates that in such systems an apparent equilibrium exists between 
the gelatin flocculate and the gelatin remaining in solution at a given 
temperature. 

2. Irreversible Change on Beating Gelatin Solutions 
It has been mentioned that Solution 1 was heated several times to 
temperatures above 80'’C. for periods of 10 minutes. This treatment 



Graph 2. Rate of flocculation at 25'’C. showing the effect of heating the 
solutions above 80®C. 
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produces irreversible changes; and, for this reason, the values at floccu- 
lation equilibrium for this solution cannot be compared with other 
solutions of the same concentration which were not heated above 80°C. 

The magnitude of the effect of this irreversible change in decreasing 
the percentage of gelatin flocculation at any given temperature is 
shown in Graph 2. Curve a shows the rate at which flocculation 
occurred at 25°C. in Solution 7, of 1.15 per cent concentration, which 
had been heated only to S0°C. in the routine heating. Curve c shows 
the rate of flocculation at 25°C. for this same solution which was 
heated to 100°C. for 10 minutes, and Curve d for the same solution 
heated to 100°C. for 1 hour. 

In solutions which have been heated at 100°C., even for several 
hours, there is, however, no change in the refractive index or hydrogen 
ion concentration. The fact that the effect upon flocculation of this 
heat treatment is not removed when the treated solutions are subse- 
quently electrodialyaed, indicates that this effect is not due to the 
presence of small amounts of ammonia, or other electrolytes, which 
might conceivably be produced by hydrolysis. In general, it may be 
said that there are no indications that the irreversible change on heat- 
ing is due to anytaarked change in the chemical nature of the gelatin. 

3. The Rclaiion belween Tempera lure and Floccjdaiion Equilibrium 

The flocculation equilibrium for Solution 1 was determined at a 
number of temperatures. It is seen from Graph 3 that flocculation 
was rapid at 7°C. and that after 6 days no further flocculation occurred. 
Flocculation equilibrium was approached more slowly at higher 
temperatures and at 28°C. had not been reached after 40 days. 

The relation between the temperature of flocculation and the con- 
centration of gelatin remaining in solution after flocculation has oc- 
curred is shown further for Solutions 2, 3, 4, and 5 in Graph 4. These 
curv-es resemble the temperature-gelation curve for gelatin systems 
which are not at the isoelectric point, or which contain -sufficient elec- 
trolytes or other impurities to prevent flocculation. The aggregation 
process which results in flocculation of gelatin in the absence of elec- 
trolytes must be very similar to the aggregation process which results 
in gel formation when small amounts of electrolytes are present in the 
gelatin system. This aggregation is presumably the result of the loss 
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of thermal energy by the gelatin molecules. In the case of flocculation 
the coalescence of the molecules is more complete than in the formation 
of a gel. 






CONCENTRATION OF GECATfN IN LIQUID PHASE - PERCENT 


650 


PLOCCULATION OF GELATIN 


4. Relaiion betivccn Original Gelatin Concentration and Flocculation 

Equilibrium 

The flocculation equilibrium at 25°C. was determined for Solutions 
6 to 11, inclusive, of concentrations ranging from 1.58 per cent to 0.38 



GR.A.PH 5. Rate of flocculation at 25'’C. for solutions of various concentrations. 

per cent. The large differences in the concentration of gelatin remain- 
ing in the liquid phase after flocculation in these solutions is shown it 
Graph 5. The concentration of gelatin remaining in solution is evi 
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dently dependent upon the concentration of the original solution, 
increasing nearly linearly with increasing amounts of gelatin in the 
original system. The slight departure from linearity may perhaps be 
accounted for by the fact that the rate at which equilibrium is estab- 
lished is lower for dilute gelatin solutions than for more concentrated 
solutions. 

It has been shown above that a definite relation exists at any tem- 
perature between the flocculate and the gelatin remaining in solution. 
But this relation cannot be considered as an equilibrium condition of a 
single chemical substance of a definite solubility since the concentra- 
tion of gelatin remaining in solution is dependent not only on the tem- 
perature but also on the amount of gelatin present in the system. A 
gelatin solution must, therefore, be considered either as a mixture of 
two or more chemical substances of different solubilities or as a mixture 
of particles similar in chemical nature but non-uniform in size, or some 
still more complex system must be assumed. In the following experi- 
ments an attempt is made to examine these several possibilities. 

5. Flocculalioii from (he Precipitate Praction 

After flocculation had occurred in Solution 2 (0.76 per cent) at 25°C., 
the precipitate containing 53.8 per cent of the gelatin present was 
separated from the liquid phase. After washing several times with 
distilled water and centrifuging, the flocculate was dispersed in dis- 
tilled water by warming and gave a solution of 1.33 per cent gelatin 
content. Tins solution was sealed in Pyrex tubes, heated to SO^C. for 
10 minutes and put in the thermostat at 25°C. 83 per cent of the gel- 
atin flocculated from this solution within 1 day. 

In a preliminary experiment, a solution of 1.16 per cent concentra- 
tion was allowed to flocculate at room temperature (about 18°C.). 
After washing, redispersing, and reflocculating twice, with the removal 
of the liquid phase each time, the precipitate was dispersed to form a 
solution of 1.03 per cent concentration. 90 per cent of the gelatin 
flocculated from this solution at room temperature within 1 day. 

Thus, it is seen that flocculation of gelatin occurs in solutions of 
these precipitate fractions to a much greater extent and at a greater 
rate than in the original solution of the same concentration and at the 
same temperature. It is probable that the gelatin which remains in 
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solution after refloccuiation in these precipitate fractions is chiefly 
gelatin which would normally have remained in solution at the original 
flocculation temperature but which was carried down mechanically. 
It would appear possible that, if the precipitate could be washed, redis- 
persed, and reflocculated a sufficient number of times, a solution would 
be obtainable from which the gelatin would entirely flocculate at the 
original temperature of flocculation. It is intended that a thorough 
investigation be carried out on this point. 

6. The Redispersion of Low Temperature Flocculates 

An interesting phenomenon was observed when tubes in which 
flocculation equilibrium was established at 7°C., were brought to a 
temperature of 25°C. As soon as thermal equilibrium was reached at 
25°C., the flocculate entirely disappeared to give an opalescent solution 
from which refloccuiation quickly occurred. After several days, 
equilibrium was again reached and the liquid phase contained the same 
gelatin concentration as was obtained when the flocculation equilib- 
rium was reached by lowering the temperature from 80°C. directly to 
25°C. This is shown in Graph 2. Curve a shows the rate at which 
equilibrium was reached when the tubes were placed directly in the 
thermostat at 25°C. Curve b shows the changes occurring at 25°C. in 
the tubes in which flocculation equilibrium had been reached pre- 
viously at 7°C. 

This beha\nor in dispersion is best explained as a result of the 
intimate mixture in the 7°C. flocculate of particles which would be in 
solution at 25°C. with those which would be flocculated at that temper- 
ature, so that on heating to 25°C. the more dispersible particles 
exercise a disruptive force on the entire flocculate. 

7. Flocculation of Gelatin from the Liquid Fraction 

The liquid phase of gelatin Solution 3 was removed after flocculation 
had occurred at 25°C., and concentrated in the electrodialyzer from a 
gelatin content of 0.39 per cent to 1.17 per cent. This solution was 
then sealed in P3Tex tubes and heated to 80°C. as usual. At 25°C., 
this solution remained clear and fluid for over 30 days, no flocculation 
occurring. When the temperature of this solution was lowered to 
21°C., 29 per cent of the gelatin had flocculated in 3 days and 48 per 
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cent in 30 days. At 1S°C., 65 per cent flocculated in 2 days and 76 
per cent in 30 days. 

Similarly a solution was prepared by removing the liquid phase from 
Solution 2 after flocculation had taken place at 25°C. and concentrat- 
ing from a gelatin content of 0.34 per cent to 1.22 per cent. No 
flocculation occurred as long as the temperature of this solution was 
kept at 25°C. At 1S°C., 68 per cent of the gelatin precipitated in 3 
days; and at 1°C., 83 per cent in the same time. 

A solution containing 0.81 per cent gelatin was flocculated at 21°C., 
75.3 per cent of the total amount of gelatin precipitating. The liquid 
phase of 0.20 per cent gelatin content, so obtained, was concentrated 
to 1.0 per cent. No flocculation occurred at 21°C. At 15°C., 40.8 
per cent of the gelatin flocculated in 26 days leaving a liquid phase of 
0.68 per cent gelatin concentration. 

The flocculation of gelatin from liquid fractions resembles the floccu- 
lation from the original solution, but occurs only over a temperature 
range below the original flocculation temperature. This is further 
strikingly shown by the behavior of the liquid fraction obtained from a 
very concentrated gelatin solution (about 8 per cent) at 25°C. This 
liquid, containing 2,39 per cent gelatin, remained clear and fluid at 
2S°C. but at lower temperatures flocculation occurred. 

The behavior of solutions of these liquid and precipitate fractions is 
difficult to explain by assuming that the non-uniformity of gelatin is 
due to the presence of only two constituents or of even a small number 
of constituents, whether they differ chemically or physically. There is 
evidence to indicate that this non-uniformity e,xists in the liquid frac- 
tion as well as in the original solution. It has been shown above that a 
liquid phase obtained at any temperature can be concentrated to one- 
tenth of its volume without flocculation occurring as long as the tem- 
perature is not lowered below that of the original flocculation. It 
must be assumed, then, that the constituents of the original precipitate 
are entirely insoluble in the liquid phase at that temperature. Other- 
wise, a further precipitation of these constituents would occur when 
the solution was concentrated. In the experiments with Solutions 2 
and 3 above, the concentrated liquid fraction, obtained by flocculation 
at 25°C., gave no precipitate at 2S°C. but, when cooled to 21°C., 
15°C., and 7°C., an increasingly large partial flocculation occurred. It 
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is evident that these partial flocculations cannot be due to the separa- 
tion of a residual portion of the constituent or constituents represented 
in the original flocculate, but must indicate a heterogeneity in the 25°C. 
liquid fraction. Confirming evidence of this heterogeneity of liquid 
fractions has also been obtained from the observation that, in them 
also, flocculation is a function of both temperature and concentration. 

The same reasoning may be applied to any fraction. Since it 
appears that the number of fractions obtamable depends simply upon 
the number of temperatures at which flocculations and separations are 
made, it would seem that the number of species of gelatin constituents 
present must be assumed to be large. These gelatin constituents may 
represent molecules differing in chemical structure or they may be the 
result of different degrees of disruption of the collagen macromolecule, 
differing in size rather than in chemical constitution. As noted above, 
there is evidence favoring the latter assumption. In either case it would 
be e.vpected that, at definite temperatures, particular constituents would 
lose sufficient thermal energy to form loose aggregates and flocculate 
from solution. On raising the temperature, these aggregates would 
be broken up to give a solution of the original constituents. The 
change occurring when gelatin solutions are heated to higher tempera- 
tures may be regarded as a further irreversible breaking up of the vari- 
ous gelatin constituents. According to this conception, when floccu- 
lation has occurred in gelatin solutions at 25°C., all gelatin constituents 
which tend to precipitate at this temperature have been removed from 
the liquid phase and no further flocculation should occur on concen- 
tration. On lowering the temperature, however, another group of 
constituents tends to precipitate. 

(S’. The Salting-Out of the Flocculate Fraction and of the Liquid 

Fraction 

Further evidence concerning the heterogeneity of gelatin is given by 
the different behavior of solutions of the liquid fraction and of the 
precipitate fraction when these solutions are salted out with ammo- 
nium sulfate. 

Vaiy'ing amounts of a saturated solution of ammonium sulfate were 
added to 10 cc. portions of a gelatin solution containing only the precip- 
itate fraction, and to 10 cc. portions of a solution containing only the 
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liquid fraction, obtained by flocculation at 25°C. Botb solutions were 
at 25°C. and of the same concentration, 0.90 per cent. In the case of 
the precipitate fraction, the solution became turbid when 5.6 per cent 
saturated with ammonium sulfate. The turbidity increased gradually 
on the addition of more ammonium sulfate. At 9 per cent of satura- 
tion, a small amount of precipitate had formed. The amount of this 
precipitate increased gradually with further addition of ammonium 
sulfate, until the solution was 16 per cent saturated, when the precipi- 
tate flocculated out completely leaving a clear solution. In the case 
of the liquid fraction, no turbidity appeared until the solution was 
14 per cent saturated, when just a faint opalescence occurred. At IS 
per cent of saturation, a heavy precipitation occurred. 

The behavior of these fractions of gelatin with respect to precipita- 
tion by ammonium sulfate can also be explained by the non-uniformity 
of the gelatin constituents. Thus, solutions of the precipitate frac- 
tion, obtained at 2S°C., contain those classes of constituents which are 
most easily precipitated. There are present in this fraction only a 
small number of constituents which are precipitated by a low concen- 
tration (5.7 per cent of saturation) of ammonium sulfate. But there 
also are present other classes of constituents which can be precipitated 
by higher concentrations of ammonium sulfate. Hence, on increasing 
the concentration of ammonium sulfate, the amount of precipitation 
increases gradually. In the case of the liquid fraction obtained at 
25°C., no precipitation occurs for low concentrations of ammonium 
sulfate since all classes of constituents which can be precipitated by 
concentrations less than IS per cent of saturation have already been 
removed from this fraction. From the large and sudden precipitation 
which occurs in this fraction at IS per cent of saturation, it appears 
that gelatin contains a relatively large proportion of constituents of 
this group. The number of constituents which require more than 15 
per cent of saturation to cause precipitation is relatively small. 

At first sight it would seem that the data from the precipitate frac- 
tion are somewhat in conflict with those from the liquid fraction; that 
is, complete precipitation in the precipitate fraction occurred at 16 per 
cent of saturation while the hea\'y precipitation in the liquid fraction 
took place when only IS per cent saturated with ammonium sulfate. 
This apparent overlap in the characteristics of the two solutions 
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can easily be explained. The degree of ammonium sulfate saturations, 
as stated, is only an indication of the amount of sulfate added and not 
of the actual concentration present. It is probable that a certain 
amount of ammonium sulfate is removed from the solution by the floc- 
culate and that, in the case of the precipitate fraction, the nominal 16 
per cent saturation at which the heavy precipitation took place was 
actually somewhat less. The seemingly complete salting out of the 
liquid fraction at 15 per cent of saturation indicates a carrying down of 
the less precipitable species during the heavy precipitation which 
occurs when the boundary between the original precipitate and liquid 
fraction is passed. This is apparently the same phenomenon that was 
obser\’'ed in the case of rapid flocculations at low temperatures. 

The same marked difference in the behavior of the precipitated frac- 
tion and of the liquid fraction toward salting out with ammonium 
sulfate was also observed at 60°C. This would seem to show that the 
characteristic differences between the gelatin constituents persist at 
temperatures above the isoelectric flocculation range. This is also 
indicated, of course, by the unchanging behavior of precipitate frac- 
tions when repeatedly redispersed and flocculated. 

P. Refractive Indices of the Liquid and of the Precipitate 

Fractions 

It is shown in Graph 6 that the refractive indices for solutions of the 
liquid fraction and of the precipitate fraction are, within the experi- 
mental error, the same linear function of the concentration as for the 
original solution. From both the liquid and precipitate fractions of 
Solution 1, flocculated at 25°C., solutions of two different concentra- 
tions were prepared. The refractive indices of these two sets of solu- 
tions were detennined and those of the same concentration from either 
fraction were found to be identical within the experimental error. 
This indicates that there can be no very great chemical difference 
between the gelatin constituents of these fractions. Since refractive 
index is dependent upon the basic molecular structure and not upon the 
size of the constituents, the assumption that gelatin consists of a large 
number of constituents which differ only in the degree of association 
or orientation offers the best e.xpIanation for the observed facts. 

If this explanation is correct, a marked difference should exist be- 
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tween the liquid and the precipitate fractions with respect to some 
physical characteristic, such as viscosity, which is dependent upon the 
degree of association or orientation. 



Graph 6. Relation between refractive mdex and concentration. The figures on 
the absdssa ate abbreviations for 1.332S0 etc. 


10. Viscosity of the Liquid and of the Precipitate Fractions 
The previously discussed irreversible change, occurring on heating, 
causes a decrease in the viscosity of gelatin solutions and a decrease 
in the amount of gelatin which flocculates from solution at any given 
temperature. It is to be expected, therefore, that the liquid fraction 
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\Yould have a lesser viscosity than the precipitate fraction. This was 
found to be the case. The viscosities of the original solution and of 
solutions containing the precipitate fraction flocculated at 25°C. and 
of the solutions containing the liquid fraction after flocculation at 25°C. 
were determined. Viscosities were measured in an Ostwald viscosim- 
eter at 40°C., at which temperature it has been shown by Hatschek 
and Jane (1926) and others that the rate of flow through a capillaiy- is 
a measure of true viscosity. It was found that the viscosity of the 
original solution is intermediate between the viscosity values of the 
precipitate fraction and of the liquid fraction and that flocculation can 
effect a separation into categories exhibiting a marked difference in a 
physical characteristic. 


lU. CONCLUSIONS 

The results of this investigation show that a gelatin solution consists 
of a considerable number of constituents. At a particular tempera- 
ture, certain gelatin constituents tend to aggregate and to flocculate 
from solution. When these particular gelatin constituents have com- 
pletely flocculated, no further change occurs in the system and an 
apparent equilibrium e.xists. This is not a dynamic equilibrium be- 
tween the gelatin flocculate as a whole and the gelatin remaining in the 
solution but a steady state determined for that system by the 
temperature. 

It is also shown that gelatin can be separated into fractions in which 
the gelatin constituents are more nearly uniform and tend to flocculate 
over a much narrower temperature range. It should be possible 
to obtain a number of fractions in which all of the gelatin would floccu- 
late at a definite temperature. The aggregation of the various gelatin 
constituents is presumably due to loss of thermal energy, and the 
temperature at which this occurs must be some function of the mass of 
the constituent. It is natural to assume, then, that the constituents 
which flocculate at a given temperature are larger than those 
which remain in solution at that temperature. Recently, Krishna- 
murti and Svedberg (1930) have obtained evidence with the ultra- 
centrifuge that the constituents of a gelatin solution are heterogeneous 
as to mass, even at a pH value at which there is no tendency toward 
aggregation. 
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There is much reason to suppose that the gelatin constituents do not 
differ very greatly chemically since different fractions have the same 
refractive index and the same isoelectric point. 

The data as a whole are best explained by considering the gelatin 
constituents to be different degrees of association of the same or very 
similar molecular structural units. This is in agreement with Shep- 
pard and Houck (1930), who consider that “the molecules of gelatin 
are fundamentally identical with those of collagen, the difference being 
only in the degree of association and orientation”. Meyer and Mark 
(1928) have interpreted the .x-ray data obtained from collagen as indi- 
cating that the micelles of the collagen fiber are built up of main 
valency chains of anhydro-amino acids. It may be supposed that dur- 
ing peptization of these fibers, the amino acid chains become separated, 
disorientated, and partially broken up, so producing the heterogeneous 
system which we Imow as gelatin. It is evident that the manner in 
which this breaking-up proceeds depends upon the chemical treatment 
previous to the peptization process and the gelatin produced from 
lime-treated collagen would be expected to differ from that from acid- 
treated collagen. 

From the results herein reported it seems evident that the technique 
of isoelectric flocculation of electrolyte-free gelatin offers a profitable 
method for the study of gelatin and an extended investigation along 
these lines should yield much valuable information concerning the 
nature of gelatin. It is possible that this method may also be e.xtended 
to other hydrophilic colloids. 

In conclusion, the writer wishes to e.xpress her sincere appreciation 
of the sympathetic assistance of Dr. C. L. Alsberg, under whose 
guidance this work was carried out. 
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I 

INTRODUCTION 

The study of the physical properties of solutions of a number of 
organic and inorganic substances in water has led observers, from time 
to time, to assume the existence of combinations between the ions or 
molecules of the solute with the solvent. Thus the deviation of the 
coUigative properties (freezing point depression, osmotic pressure, 
etc.) of certain solutions from the theoretically calculated values has 
been explained as due to such hydrate formation (14), although alter- 
native hypotheses have always been possible, e.g., that the solute pro- 
duces the observed deviations by shifting the equilibrium existing 
normally between the various states of aggregation of water. Trans- 
port experiments have likewise led to the view (22) that ions are 
hydrated but the results thus obtained are open to criticism (30) as 
are also the results obtained by the combination of transport numbers 
with Stokes’s law for the motion of a sphere in a viscous medium. 
The results obtained by such methods are, moreover, in marked dis- 
agreement with one another. Thus for the chloride ion, coUigative 
properties give no indication of hydration; transport experiments 
(assuming the hydrogen ion to hold one molecule of water) indicate the 
chloride ion to be combined with four molecules of water; application 
of Stokes’s law (assuming the hydrogen ion not to be hydrated) 
gives the hydration number of the chloride ion as twenty; while appli- 
cation of the Stokes-Einstein formula for the motion of particles in a 
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viscous medium for determining the radii of ions has led Lorenz (17) 
to deny any hydration by the chloride ion. Assuming the existence of 
water of hydration, our knowledge of the extent to which such water 
differs in its behaviour from the remainder of the solvent is quite 
fragmentary. 

The problem of the state of water in colloidal solutions and biolog- 
ical fluids also has been a matter of controversy in recent years. It 
has often been argued that much of the water present in colloidal solu- 
tions is bound to the solute and hence differs in its properties from the 
remainder of tlie water wliich acts as a solvent for the solute-wafer 
combination. The question whether such combination actually 
occurs and, if so, how the water in such systems differs from the water 
in simple solutions is of fundamental importance. The existence of 
“bound” water differing in its reactions from that of the solvent 
might permit reactions impossible in simpler solutions. Indeed 
such possibilities have been advanced to explain certain biological 
phenomena, but the proof for the existence of such “bound” water has 
been based on rather dubious data. The freezing methods of Jensen 
and Fischer (13), Rubner (24), and Thoenes (32) are open to a number 
of objections. Moran (19, 20), by the use of a dilatometric method, 
has recently been unable to confirm the results so obtained. Another 
method which has been utilized for determining the state of water in 
solutions depends on the determination of some colligative property 
(freezing point or vapour pressure) of a substance in the solution under 
investigation and comparison of the result with that obtained when the 
same substance is dissolved in pure water. Gortner (6) and his colla- 
borators, utilizing sucrose and freezing-point depression measurements, 
adduced evidence which they believed to indicate the existence of 
“bound” water in colloidal solutions. A. V. Hill (11), utilizing his 
thermal method for determining vapour pressure, demonstrated the 
absence of any appreciable amount of “bound” water in blood, muscle, 
etc. He added a number of substances (NaCl, KCl, sucrose, etc.) 
to the solutions investigated. Certain organic substances — urea, 
creatine, lactic acid, and succinic acid— gave inconsistent results which 
were attributed to adsorption or other possible interfering reactions. 

The term “bound” water has been used by most authors in a vague 
sense, but Hill (11) has clearl}’’ defined the term to mean w'ater which 
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is not capable of dissolving in a normal manner (with normal depres- 
sion of vapour pressure) subkances added to it. It was in the sense of 
this definition that the present investigation was undertaken to deter- 
mine the state of water in solutions and the extent to which we may 
apply the colligative method described above for differentiating “free” 
and “bound” water. This method assumes that the colligative prop- 
erties of a solution containing several solutes is an additive function 
of the properties of the individual constituents. Our knowledge of 
such solutions, however, is very limited, although of greatest impor- 
tance in biological fluids which contain usually many solutes. The 
present study, therefore, was made to include measurements of the 
vapour pressure lowering of solutions containing several solutes as 
compared to the vapour pressure lowerings produced by the individual 
constituents. 


It 

Experimental Methods 

The vapour pressure measurements recorded in the present paper were made by 
the thermal method devised by Hill (10) as described in the papers of Hill (10, 11) 
and Margaria (18). The determinations were carried out at 20.3®C. in a water 
bath maintained constant to *0.001®. 

It was necessary in the present work to dctennine the vapour pressure depres- 
sions of dilute aqueous solutions (0.01 to 0.1 molar) for which previous methods 
(the static or dynamic) are quite unsuitable. Hill’s thermal method is accurate at 
such low concentrations and, in fact, yields results which are of greater absolute 
accuracy than for more concentrated solutions. The study of dilute solutions 
requires the use of highly sensitive galvanometer and thermopiles. The galvanom- 
eter used in the present work was the moving magnet type described by Dmvning 
(3) but modified by making the system sufficiently astatic to render shielding 
unnecessary (3). The instrument bad an internal resistance of 50 ohms, with the 
coils in series, and its sensitivity was altered by manipulating an external magnet. 
The sensitivity was fixed so that the most dilute solutions used (0.01 molar) gave 
a deflection (against water) of about lOO mra. on a scale 2 metres distant from the 
galvanometer. 

The sensitivity of the apparatus may also be increased by decreasing the dis- 
tance between the walls of the tube (in which the thermopile is inserted) and the 
thermopile. Thus, reducing this distance to 1 cm. by the use of stationary parallel 
plates on which the solution, normally placed on the walls of the tube, was put, 
increased the sensitivity of a given thermopile 60 per cent. This phenomenon is 
due to the existence of a gradient of vapour pressure between the neutral solution 
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on the wall and the solution on the thermopiles. Proximity increases this gradient 
and produces a more active exchange by evaporation or condensation at the 
thermopiles, and hence the development of a greater temperature difference be- 
tween their two faces. 

From the effect on the sensitivity of the instrument of the distance between 
thermopile and wall it is clear that it is essential for high accuracy to maintain the 
spatial relationship (betwee.r thermopile and wall) constant in successive experi- 
ments. This is best done by the use of a metal tube with a fixed arrangement for 
its attachment. The use of a metal tube, moreover, hastens the attainment of 
equilibrium particularly if it is short and closely fitted to the thermopile. By 
reducing the size of the air space in the tube in which the thermopile is placed, one 
not only increases the sensitivity of the instrument but also materially hastens the 
attainment of equilibrium. The smaller the air space, the less tendency is there 
for the development of convection currents due to the unavoidable temperature 
differences existing in such spaces and the more rapidly is a dynamic equilibrium 
established between the three solutions present in the chamber. 

In the present work the method of reversing the solutions on the two faces of 
the thermopile, to avoid errors due to asymmetry of the instnunents ( 18 ), was 
employed. Such reversal, however, is imnecessary if a series of determinations is 
made in which the solution used as the reference substance and the one placed on 
the wall of the tube are not altered in composition during the course of the deter- 
minations. If, for example, a solution whose vapour pressure is Pa is to be studied, 
we need only place it on one face of the thermopile with another solution or water 
(whose vapour pressure we may call p^ on the opposite face and compare the 
reading so obtained with the reading from a similar arrangement in which a solu- 
tion of known vapour pressure, p^, replaces pa. The excess temperature of the first 
face of the thermopile will be K\{pd — pa), where pd is the vapour pressure of the 
solution on the wall of the tube. The e.xcess temperature on the other face will 
equal ka^pd — Pb) and the final temperature read will equal Ki(pd — pa) — K2ipd — 
Pb). In the case of our second solution likewise the final temperature read will 
equal Ki(pd — pc) — K^ipd — Pb). The difference between the two sets of read- 
ings is K.\{pe — pa). The last expression shows the difference between the observed 
readings to be directly proportional to the vapour pressure difference of the two 
solutions and to be imaffected by the asymmetry of the instrument. 

The avoidance of reversal of the solutions on the thermopile is useful in cases 
where the fluid available is insufficient for duplicate experiments, or where a lesser 
degree of accuracy* is acceptable in lieu of the extra labour involved in double deter- 
minations. \\Ticre the highest possible accuracy is required, however, it is desir- 
able to reverse the solutions in successive determinations thus avoiding the possi- 
bility of an interference by extraneous electromotive forces in the external circuit. 
Such extraneous currents, although constant, will cause appreciable errors, except 
in cases where pc and pa (in the above e.xample) arc approximately equal. 

The probable errors of the results for the dilute solutions recorded in the present 
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paper are approximately 0.5 per cent of the recorded reading. In the case of the 
more concentrated solutions studied, the probable error is about 1 per cent. Re- 
versed readings were made with four thermopiles, the averages being recorded in 
the tables. Two sets of such readings (sixteen readings in all) were made for the 
dilute solutions of KCl and NaCl and a single set of reversed readings (eight in all) 
for the other results quoted. The probable error was found to decrease but slightly 
when more than four sets of determinations were made. 

All the results given in the tables of the present paper are based on actual 
determinations which have been interpobted, where necessary, to the nearest 
0.01 of a mole for convenience of recording. 


TABLE I 

The Vapour Pressure Depressions of Dilult Aqueous Sodium Chloride Solutions at 
20.3X. 


Moles of NaCl per 
1000 gm. ofHjO. . 

1 I 

0.03 1 

1 

0 04 

i 

0.05 1 

1 

i 

0.06 

1 




0.1 

Molal relative va- 




1 





pour pressure 
lowering* X 10“* . 

3.42 

3.39 

3.37 

3.34 

3.32 

3.31 

3.30 

3.29 

Probable error 

±0.018 

±0 010 

±0.012 







* The molal relative vapour pressure lowering is defined by the expression 

in which Pt is the vapour pressure of the solvent; P that of the solution, and M is 
the number of gram formub weights of solute per 1000 gra. of solvent. 


Ill 

The Vapour Pressures of Dilute Aqueous Sodium and Potassium 
Chloride Solutions 

In determinations of vapour pressure by Hill's method comparison 
is made between the solution to be investigated and one whose vapour 
pressure is known (or water in the case of very dilute solutions). In 
the present work it was required to know the vapour pressure of very 
dilute solutions (less than 0.1 molar) in which range data are not 
available due to the errors in the usual methods for determining the 
vapour pressures of solutions of such low concentrations (8). Deter- 
minations, therefore, were carried out with dilute NaCl and KCl 
solutions, the results of which may be used as standards for vapour 






pressure studies involving other dilute solutions. The data for NaCl, 
given in Table I, are based on the value of 3.29 X 10~^ as the molal 
relative lowering for a 0.1 molal solution as found by Norris (12). 
The data for KCl, given in Table II, are based on those of Table I. 
The value, 3.35 X 10~=, for the 0.05 molal KCl solution is in good 
agreement with that of Frazer, Lovelace, and Sease (12) for this con- 
centration, 3.36 X 10“-, considering the probable error of the present 
results and those obtained by the static method for very dilute solu- 
tions (8, 16). 

The molar vapour pressure lowerings of dilute sucrose solutions 
were found to be 1.78 X 10“^ for a 0.1 molal solution and 1.77 X 10“* 


TABLE n 

The Vapour Pressure Dej^'essions of Dilule Aqueous Potassium Chloride Solutions 

at 20 JX. 


Moles of KCl per 





1 

! 




lOOOgm.ofHjO.. 

0.03 

0.04 

0.05 

0.06 

0.07 

O.OS 

0.09 

0.1 

Molal relative va- 









pour pressure low- 
ering X 10“* 

3.41 

3.38 

3.35 

3.33 

3,31 

3.30 

3.29 

3.28 

Probable error 

±0.015 

±0.014 

±0.012 

±0.010 

±0.013 

±0.010 

±0.008 

±0.006 


for a 0,05 molal solution — values which are in good agreement with 
those of Beard (12) for the 0.1 molal solution at which concentration 
only, data are available. 

IV 

The Vapour Pressures of Aqueous Solutions of Urea and Other 
Organic Substances 

As stated above, urea when added to blood was found by Hill 
(11) to give anomalous results for its vapour pressure lowering as com- 
nared to its solution in 1 per cent NaCl. The wide distribution of 
urea in biological materials renders important a knowledge of its 
coUigative properties. The vapour pressures of aqueous urea solu- 
tions as found in the present work are given in Table III. 
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It will be observed that the molar relative vapour pressure lowering 
of aqueous urea solutions is constant (within the limits of the experi- 
mental error) over the range of O.OS to O.S molar. The average molar 
relative lowering for these dilute solutions, however, is 1.64 X 10-^ 
which is appreciably lower than the theoretical value calculated on 
the assumption that urea exists in aqueous solution as a simple mole- 
cule. It would appear that urea is either associated in aqueous solu- 
tion or affects the activity of the solvent in such a way as to lead to the 
abnormally low molal vapour pressure lowerings observed. Jones (14) 
also noted the abnormally low freezing point depressions of urea solu- 
tions which he attributed to association. The freezing point depres- 
sion-eoneeniraiion curve for urea as found by Jones differs from that 
for the other associated substances, which he studied, in the compara- 


TABLE ra 

The Vapour Pressure Depressions of Dilute Aqueous Urea Solutions at ZQ.3°C. 


Moles of urea per 1000 gm. | 



1 i 

1 1 

1 1 

1 1 




O.OS 

0.10 




■B 

0.5 

Molal relative vapour pres- 








sure lowering X 10"* 

1.66 

1.64 

1.65 

1.63 

1.63 

1.65 

1.64 

Probable error 1 

io.on 

±0.013 







tive constancy of the molal freezing point for dilute solutions. This 
observation is in accord with the constancy of the molal vapour pres- 
sure lowerings observed in the present work. Frankel (5) has recently 
observed the constancy of the molal refractive index of urea solutions. 
Such constancy, although an indication of an apparently constant 
molecular weight, is no criterion necessarily of the condition of the 
dissolved substance as is evidenced by the results of Jones and of the 
present study. 

Dieterici (12) and Perman and Price (12) have also found abnor- 
mally low vapour pressures of urea solutions at 0° and 70°, respectively. 
Dieterici’s results lead to the same conclusion regarding the abnor- 
mality of urea solutions at 0°as those deduced by Jones (14) from freez 7 
ing point data as opposed to the normal freezing point lowering 
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observ'ed by Fliigel (4). Hendricks (9) has also shown that crystalline 
urea consists of molecules having the formula (CONnH 4 ) 2 . 

Abnormality of the colligative properties of aqueous solutions of 
organic compounds is much more common than is ordinarily supposed. 
A normal colligative property appears to be the exception rather than 
the rule among organic compounds. Such abnormalities have been 
observed by Jones (14) for the depression of the freezing points of 
succinic, oxalic, citric and acetic acids, ethyl alcohol, acetone, etc. ; by 
Frankel (5) for the refractive indices of aniline, glycocoll, phenol, 
formic and propionic acids, malonic ester, etc.; by Grollman (7) for 
the directly measured osmotic pressures of phenol; and by others, using 
various methods of experimentation, for a number of substances (12). 

Comparison of the data of the present paper with those of Dieterici 
and Perman and Price, quoted above, would indicate that the associa- 
tion of urea (if such be assumed to occur) increases with increasing 
temperature. At the temperature of the mammalian body, one would 
therefore expect a greater abnormality of the colligative properties 
of urea than that observed at lower temperatures. This increase in 
the degree of association with increasing temperature is of frequent 
occurrence in the case of organic substances (12), although the reverse 
may be true in the case of some (e.g. phenol (7)). Consequently it 
is unjustifiable to assume a normal molecular weight in calculating 
the colligative properties of an organic substance, as is usually done, 
despite the fact that the substance manifests a normal depression of 
the freezing point. 

In view of the abnormal behaviour of aqueous urea solutions de- 
scribed above, the effect of adding to such solutions other substances 
was investigated, for it is in such complex mixtures that urea occurs 
biologically. The method used in investigating these mixtures and 
those to be subsequently described was as follows. The solute 
(urea in the present case) was added to an aqueous solution of known 
composition. The resultant mixture was placed on one side of the 
thermopile while a portion of the original solution was placed on the 
opposite face. The resulting reading measured the vapour pressure 
lowering produced by adding urea to the solution in question- A 
second e.xperiment was then performed in which the vapour pressure 
of an aqueous urea solution was determined. The ratio of the readings 
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obtained in the two experiments above described is equal to the ratio 
of the vapour pressure lowering produced by urea when added to the 
solution investigated to its lowering in aqueous solution. For exam- 
ple, the reading of a solution which was 0.1008 molar with respect to 
urea and 0.0272 molar with respect to NaCl was 548 (deflection in 
mm. on the galvanometric scale) when the solution was placed on one 
side of the thermopile with a 0.0272 molar NaCl solution on the other 
side. A second solution of urea (0.1012 molar in composition) when 

TABLE IV 


The Vapour Pressure Lowerings Observed on Adding Urea to Various Solutions as 
Compared to Those Observed on Adding Urea in Equal Concentrations to Pure 
Water 


Solution 

1 

pH 

Molality o! urea^ 
in fioal solution ; 

Ratio of the vapor pies* 
sure depression caused 
by the addition o{ urea 
to the solution as com- 
pared to that produced 
when dissolved in pure 
water 

1 per cent NaCl solution 

i 

7.0 ^ 

moUt per JOOO \ 
tm. IJiO 1 

0.12 

1.00 

Frog Ringer’s i 

7.0 ; 

0,10 

1.00 

Iper cent gelatin ' 

7.0 

0.10 1 

1.00 

Sea water 

8.2 1 

0.12 

1.04 

0.2MNaflPO, 

8.8 ! 

0.12 ! 

1,07 

0.13MNaHCO, 

8.6 ' 

0,12 

1.03 

Very dilute lactic acid 

less than 6.0 

0.12 

1,07 

Very dilute NaHCO* 

7.4 

0.12 

1.09 

2 per cent glycerin 

7 0 

0.12 

0.96 

1.0 u sucrose 

— 

0.15 

0.90 

“ 

— 

0.3 

0.80 

1 per cent gelatin | 

5.0 

1 0.12 

0.95 


opposed by water on the second face of the thermopile gave a reading 
of 552. The ratio of the vapour pressure lowering of urea in a 0.0272 
molar NaCl solution to its lowering in water is therefore 


552 


0.1008 


In other words, for the mixed solution of NaCl and urea in question, 
the vapour pressure lowering is an additive function of the lowering 
of the individual constituents. 
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Table IV gives the vapour pressure lowerings produced by urea 
when added to a number of solutions as compared to the vapour pres- 
sure depression of its aqueous solution. In certain cases, e.g. 1 
per cent NaCl, 1 per cent gelatin (at pH 7.0) and Ringer's solution, 
urea behaves as anticipated, i.c., it produces the same depression of 
the vapour pressure of these solutions as it does when added in equal 
concentration to pure water. In many solutions, however, its effect 
on the vapour pressure is different from what would be anticipated 
from its behaviour in pure water. This anomalous behaviour may be 
assumed to result from a shift in the equilibrium existing in aqueous 


TABLE V 

The Vapour Pressure Lenveriugs of Various Aqueous Solutions Containing Creatine, 

Lactic Acid, and Succinic Acid 


Solvent 

Solute 

Molality ol 
solute 

Molal relative 
vapour pres- 
sure lowering 
X 10-* 

Ratio of molal 
vapor pressure 
lowering 
observed to 
that in H:0 

Water 

Creatine 

moles per }000\ 
sm. B%0 

0.024 

1.81 


<< 

Lactic acid 

0.034 

2.03 

— 

a 

Succinic acid 

0.1 

1.91 

— 

1 per cent gelatin (pH = 7.0) . . 

Succinic acid 

1 0-1 

1 

0.90 

it 

Lactic acid 

0.035 

— 

0.80 

M sucrose 

Lactic acid 

i 0.041 

1 

1.18 

ii 

Succinic acid 

1 0.1 

— 

1.20 


urea solutions by the addition of various substances to the solution. 
Acid and alkali apparently favour dissociation thus giving values 
greater than unity in the last column of Table IV. The maximum 
values obtained (1.09) correspond to the theoretically calculated 
values for urea. Substances such as sucrose or gelatin (pH 5.0), 
giving values (in the last column of Table IV) which are less than 
unity, may be considered as favouring association of the urea mole- 
cules or producing some other change leading to an increased vapour 
pressure of the solution. In blood also, as shown by Hill (11), urea 
shows an abnormally low ratio. 
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Other organic substances — creatine, lactic acid, and succinic acid— 
■were also found by Hill (11) to give anomalous results when added to 
blood. In view of the abnormal behaviour of the colligative proper- 
ties of these substances when dissolved in water, one might anticipate 
a similarity in their behaviour in complex solutions (i.e. those con- 
taining several solutes) to that found for urea. The results obtained 
with these substances in aqueous solution and in solutions of 1 per 
cent gelatin and molar sucrose are given in Table V. The marked 
effect of the latter substances on the apparent vapour pressure lower- 
ings of lactic acid and succinic acid is shown in the last column of 
Table V. The same conclusions as were discussed above regarding 
urea, may be drawn concerning the behaviour of these substances. 

V 

The Effect of Added Sucrose on the Vapour Pressures of Various 
Aqueous Solutions 

The preceding results, obtained witli various organic compounds, 
made it obvious that substances of this class may deviate so markedly 
from the laws of solutions and be so easily affected when added to other 
solutions, that they are unsuited for determining the state of water in 
solution. Sucrose might be expected to behave equally anomalously 
and it is unfortunate that Newton and Gortner (23) adopted this 
substance for studying water binding. Because of the prominence 
which the results obtained by their method has received, a further 
study has been made of the vapour pressures of solutions, with and 
without the addition of sucrose, to determine to what extent the results 
are valid for interpreting the condition of the water in such solutions. 

Sucrose is normally believed to be hydrated in solution (25) so 
that it is necessary to correct any observed readings of solutions to 
which sucrose is added for the water of hydration removed by the 
sucrose from the solution. Although Newton and Gortner were 
aware of tliis hydration and corrected for its effect on the freezing 
point depression of the sucrose, they failed to realise the equal effect 
of this hydration in increasing the freezing point depression of the sub- 
stances in the solution being studied. This source of error in Newton 
and Gortner’s method has been recently pointed out by Moran and 
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Smith (21). The formula used by Newton and Gortner (6) for deter- 
mining bound water is: 


Percentage of bound water 


Aa — (A + Km) 
Aa - A 


X 


89.2 


in which Aa is the freezing point depression observed on adding 0.01 
mole of sucrose to a quantity of the solution, which is being investi- 
gated, containing 10 gm. of water: A is the freezing point depression 
of the solution investigated: Km that of the sucrose solution added 
(corrected for its hydration) which in the case of the molar solutions 
used, equals 2.085°, and 89.2 is the percentage of “free” water in a 
molar solution of sucrose. The added sucrose should, if we assume 
it to be hydrated, remove six molecules (108 gm.) of water from each 
1000 gm. of total water present in the solution, thereby increasing 


the freezing point depression of the solution. A, to 


1000 , 
A. 

892 


The latter 


term should, therefore, be introduced, in place of A into the above 
formula of Newton and Gortner, which now becomes 


Percentage of “bound” water 


/lOOO , ^ \ 


Aa 


1000 

A 

892 


X 


89.2 


This modification of Newton and Gortner’s method of calculation will 
markedly affect results quoted by these authors in which A is appre- 
ciable compared to Aa and Km as is the case in practically all of the 
substances studied by these authors with the exception of gum acacia. 
In the latter case, the correction is comparatively slight. 

Newton and Gortner’s results by the above method, as applied to 
the juices of the wheat plant {Triiicitm viilgarc) led these authors to 
conclude that vdnter hardiness in such plants is related to the amount 
of bound water present in different varieties. If one corrects their 
results by the use of the modified formula described above, one finds 
very little e^’idence to substantiate this theory. Thus in the case 
of Tniicinn vulgarc 'car, super, in which 4.4: per cent of the water was 
found to be bound, recalculation shows the results to indicate that all 
the water is actually free. Recalculation of the results for a second 
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species of the same plant shows— 3.6 per cent of the total water to be 
bound (an obviously impossible result) instead of 0.9 per cent as given 
by Newton and Gortner. The above two varieties of wheat were 
non-hardy, but in the case of Triticum milgare var. Minhardi, a hardy 
species, recalculation also shows a “negative” amount of “bound” 
water to be present instead of 2.2 per cent as claimed. 

Obviously, then, the method employed by Newton and Gortner is 
unsuited for the determination of the amount of bound water in solu- 
tions and leads, in many cases, to the impossible conclusion that a 
negative amount of water is actually bound. It might be objected that 

TABLE VI 

The Vapour Pressure Lowerings Observed on Adding Various Substances to a hfolar 
Sucrose Solution as Compared to Those Observed When These Substances Are 
Present in Equal Concentration in a Pure Aqueous Solution 


Substance etlded 

MotaUty m 
fins) solutioo 

MoUlity of 
sucrose In final 
solution 

Ratio of vapour 

pressure lowering 
produced by substance 
added to that pro* 
duced by addins same 
substance to ntO 

NaCl 

0.07 

1.0 

1.12 

NaCl 

0 75 


1.00 

KCi 

0.05 


1.05 

KCl 

0.093 


1.00 

Urea 

0.15 



Urea 

0.3 



Lactic acid 

0 Ot 



Succinic acid 

0.1 




the results of Newton and Gortner are rendered invalid by the method 
employed by these authors (freezing point measurements) which may 
be subject to great error in the fluids studied. Application of vapour 
pressure determinations lead one, however, to the same conclusion, 
viz., that sucrose, like the other organic substances described in the 
preceding section, is unfit for determining the state of water in solu- 
tions, except possibly in certain unpredictable cases. 

A series of results obtained during the present study is given in 
Table VI. They demonstrate the complexity of the conditions exist- 
ent in solutions containing sucrose and the marked deviations from the 
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simple behaviour assumed by Newton and Gortner. Nor is there any 
apparent generalization by which one may predict the lowering ob- 
tained on adding sucrose (sufficient to make a molar solution) to 
simple solutions. In the case of more dilute solutions (0.05 molar 
sucrose), the conditions, as udll be subsequent!)’' shown, are more 
easily interpreted. 

The result (Table VI) obtained on adding NaCl (to make a 0.07 
molar solution) to molar sucrose is compatible with the usually ac- 
cepted view that sucrose is hydrated with the formation of a hexahy- 
drate. When such a solution is 0.75 molar with respect to NaCl, on 
the other hand, the results would indicate either the complete ab- 
sence of any water of hydration or the dissociation of part of such 
water from the sucrose hydrate. This dissociation would be only 
partial, for were it complete, the observed lowering of the NaCl- 
sucrosc solution would have been less than the sum of the lowerings due 
to NaCl and sucrose when dissolved separately, since the liberated 
water of hydration b}’ diluting the sucrose as well as acting as solvent 
for the NaCl would diminish the vapour pressure lowering exerted by 
the former. 

In the case of KCl added to molar sucrose, one obtains results 
analogous to those with NaCl, but differing quantitatively from the 
latter. A 0.05 molar KCl solution indicates the presence of 5 per cent 
“bound” water which corresponds appro.ximately to the formation of a 
sucrose trihydratc instead of the he.xahydrate indicated by the stronger 
(0.07 molar) XaCl solution. The tv/o salts obviously differ in their 
action in sucrose solutions. A 0.093 molar solution of KCl gave no 
indication (as neither did the 0.75 molar NaCl solution) of hydrate 
formation. The latter result is in accord with the electromotive force 
measurements of Corran and Lewis (2) who demonstrated that KCl is 
a]>parcntly soluble in the water of hydration of sucrose, which is 
tantamount to saying that the KCl-sttcrosc solution behaves as if no 
water of hydration e.xisted. These authors did not investigate solu- 
tions less than O.I molar in respect to KCl in which, according to the 
results of Table \T, water of hydration is still apparent. 

One can attribute the above results with NaCl and KCl-sucrose 
solutions to the formation of comple.xes of the U-pe CnHe^On • NaCl • 
2H:0, such as have been demonstrated to occur by Schoorl (27). 
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The anomalous results shown by the organic substances, urea, 
lactic acid, and succinic acid, have been discussed in the preceding 
section. It is most probable that they undergo marked changes — 
dissociation or association — in the presence of sucrose and conse- 
quently give the results shown in Table VI. Any attempt to calculate 
the degree of hydration of sucrose by the use of these substances would 
lead to the view that either a decahydrate of sucrose exists (data of 
lactic and succinic acids) or that a “negative” quantity of water is 
bound. Conversely, using sucrose to determine the hydration of urea, 
lactic add or succinic acid solutions would lead to similar conclusions 
regarding these substances. In the case of biological fluids we deal 
for the most part with solutions of organic substances of the nature of 
urea, lactic acid, succinic acid, etc., and in such cases the use of molar 
sucrose, as in the method of Newton and Gortner, leads to erroneous 
results. The "negative” values for the amount of water bound in the 
expressed juice of wheat, as calculated above from the data of Newton 
and Gortner, are quite expUcable when we consider the results of 
Table VI which deal with organic substances dissolved in molar 
sucrose. 

VI 

The Stale oj Water in Several Colloidal and Inorganic Solutions 

In the view of the above findings, it appeared that the substances 
most likely to be suitable for determining hydration would be in- 
organic salts such as NaCl or KCl. These two substances are par- 
ticularly appropriate for the investigation of biological material. 
Their natural presence in such material would make it probable that a 
further addition of a small quantity of them would not produce any 
marked effect on such biological systems. NaCl and KCl are also 
desirable because of the absence of any gross hydration of their ions. 
For the purpose of the present study, the following substances were 
selected — gelatin and gum acacia, as examples of hydrophilic colloids, 
which according to the claims of many “bind" water to a great extent; 
and LiCl and CaCl. whose cations are strongly hydrated judging by 
their hygroscopicity and the deviation of their colligative properties 
from the theoretically calculated values. 

The terms “hydration” and “water binding” have been used inter- 
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changeably by many authors, the latter term being used perhaps in a 
less well defined sense than the former. There seems to be no reason, 
however, for such a division in regard to the manner in which water 
may be combined with a solute. ^^Tiether such water be actually 
united chemically with the formation of compounds amenable to 
stoichiometric representation, or whether the water be merely ad- 
sorbed in the sense in which a dye is adsorbed on proteins in solution, 
such water will differ from the remainder of the solvent in its physical 

TABLE •vui 


The Apparent Hydration of Several Hydrophilic Colloids as Determined by the 

Colligath'c Method 


Substance added to solution 

Gelatin (1 per cent s 

Molality of 
substance added 
in final mixture 

olution at pH = 7.0) 

Ratio of vapour 
pressure lowering 
produeed by the 
added substance to 
its lowering when 
dissolved in pure 
water 

Apparent hydration 
of the colloid in the 
original solution 


males per 1000 em. 


gm. cj UiO per gm. 


a/ 0:0 


of colloii 

NaCl 

0.05 

1.01 

1.0 

KCl 

0.05 

1.03 

3.0 

Sucrose 

0.1 

1.03 

3.0 


1 Gum acacia (10 per cent solution) 


NaCl 

0.05 

1.00 

0 

KCl 

0.07 

1.00 

0 

Sucrose 

0.043 

1.005 

0.05 

it 

0.09 

1.05 

0.5 

it 

0.18 

1.07 

0.7 


and chemical properties. We shall therefore use the term “hydration” 
in the subsequent part of this paper to include the usual implications 
of the term “water binding” and vice versa. 

Gelatin 

The results obtained by the present method for gelatin are given 
in Table VII. The results with KCl and sucrose agree in indicating 
an hydration of gelatin of about 3 gm. of water per gram of gelatin. 
The results for NaCl, however, indicate a lower hydration. ;^Such 
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hydration of gelatin has been demonstrated by a number of previous 
observers (15, 28) but the magnitude of the hydration as found in the 
present study is comparatively small. The results are in closer agree- 
ment with those of Moran (19) and Adair and Callow (1) than they 
are with those of Kunitz (IS). The method of Kunitz, however, 
differs from that used in the present work in that any water trans- 
ported with the gelatin particles either by capillarity or other me- 
chanical means would be determined as water of hydration. Such 
mechanically carried water would exert a normal vapour pressure 
and hence appear as normal solvent when investigated by the method 
used in the present study. The addition of salts affects the hydration 
of gelatin and the discrepancy between the results obtained with KCl 
and NaCl maybe attributed to their difference inaction in this respect 
or to a greater combination of the NaCl with gelatih (31) as compared 
to KCl. 

The question of the effect of passage of a gelatin solution from the 
sol to the gel form on the state of water in such solutions is of interest. 
The hydration of a gel formed from a 5 per cent gelatin solution was 
found to be approximately that of themf form calculated for the same 
concentration. This is in agreement with the conclusion of Svedberg 
(28). By saturating filter paper with the sol and placing it on the 
thermopiles where gelation occurred, it is possible to determine the 
vapour pressure of gels by Hill’s method in a manner similar to that 
by which solutions are studied. A preliminary experiment on human 
blood also indicated that the process of clotting was not accompanied 
by any detectable change in vapour pressure. These results indicate 
that we cannot picture the process of gelation as involving any com- 
bination of colloid with water but that the latter is merely held, in 
its usual state, in the interstices of the gel fibrillae. 

Gum Acacia 

Gum acacia may be taken as a typical hydrophilic colloid. Its 
apparent hydration is given in Table VII. It will be observed that 
the experiments both with NaCl and with KCl fail to indicate any 
hydration of this substance. The results with sucrose (which as was 
shown above are of little value for determining hydration) vary con- 
siderably ivith change in the concentration of the sucrose. In a 



678 


VAPOTm PRESSURES OE AQUEOUS SOLUTIONS 


0.18 molar sucrose solution, gum acacia apparently behaves as if each 
gram of the substance combined with 0.7 gm. of w'ater, a value equal 
to that found by New’ton and Gortner (6) for acacia at 0° when 
sucrose sufficient to make a molar solution was added. As we de- 
crease the concentration of sucrose, the apparent degree of hj'dration 
rapidly diminishes; and only 0.05 gm. of water appears to be combined 
with each gram of acacia when w^e utilise a 0.043 molar sucrose solu- 
tion for our determination. Ob\dously then the amount of sucrose 
added determines the result obtained, which is what might be expected 
from the anomalous behaviour of sucrose as described above. It is 
only with dilute solutions (0.05 molar) of surcrose that accurate 
results approximating those obtained by the use of other substances 
are obtained. Theoretically it is to be expected that the most accurate 
data (as regards furnishing information concerning the state of water) 
will be obtained W'hen the least possible quantity of a substance is 
added to the solution in question. For in the case of infinitely dilute 
solutions the activities of substances in mixed solutions are most 
likely to be the same as their activities when present alone in solution 
(16). Unfortunately our knowledge concerning the behaviour of 
moderately concentrated mixtures is still too inadequate to permit the 
use of such mixtures for our present problem. It is obvious, however, 
that we must consider not only the possible interaction of electrolytes 
in mixed solutions but the interaction of electrolytes with non-elec- 
trolytes, as well, as has been pointed out by Scatchard (26). 

The results obtained in the present w'ork with gum acacia and 
gelatin, those of Hill (11) on blood, those of Svedberg (29) using his 
method of ultracentrifugalisation, those of Moran (19, 20) obtained 
by a dilatometric method, all give evidence for the view that hydro- 
philic colloids are not hydrated to a great extent as has been claimed 
by many authors. It is well kno%vn that certain solid colloidal sub- 
stances (c.g. silica gel) are capable of adsorbing appreciable quantities 
of water and it is probable that certain hydrophilic colloids in solution 
combine with water as a result of the residual affinities which these 
substances possess. In the case of gelatin the amount so held is 
appreciable, but in the case of the blood proteins, gum acacia, etc., 
the amount is undetectable. 
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Lithium and Calcium Chlorides 

It is generally agreed that the lithium ion is strongly hydrated and 
this hydration was therefore investigated by the present method. 
The results, as given in Table VIII, show variations which far exceed 
the experimental errors of the methods employed. Thus, whereas 
a mixture 0.05 molar with respect to NaCl would indicate that 13 
per cent of the water in a 1.33 molal LiCl solution is bound to the 
solute, the result with KCl shows only 4 per cent to be bound. The 
results with sucrose, if corrected as shown in Section IV of this paper, 

TABLE vin 


The Apparent Hydration of LiCl and CaCU as Determined by the Colligative Method. 


Substance added to solulba 

Molality of 
substance added 
io final mutute 

i 

Ratio ol vapour 
pressure loMenog 
produced by the 
added substance to 
Us lowering when 
dissolved in pure 
water 

Apparent hydration 
of the solute In the 
original solution 


1 UCl(143mobr) 



twUt Per tOOO im- ■ 


moles of UiO Per mole 


etfltsO 


of soluit 

NaCl 

0.05 i 

1.15 ' 

5.4 

KCl 1 

0 05 1 

l.W 

1.7 

Sucrose ' 

0 05 1 

1.06 ! 

— 

“ 

0 1 1 

i.n 1 

— 


CaCh {0 236 molar) | 


NaCl 

0.05 

' 1.075 

17 

KCl 

0.05 

1.00 

0 

Sucrose 

O.l 

1.065 

— 


lead to values which depend upon the concentration of sucrose em- 
ployed. 

Results, equally dependent on the nature of the substance added to 
the solution investigated and its concentration, were obtained with 
CaCls as shown in Table VIII. The results obtained with the three 
substances NaCl, KCl, and sucrose, differ markedly. The apparent 
absence of any hydration of CaClj when KCl is added to CaCli 
may be explained as due to a partial dissociation of the CaCb-HjO 
complex, such as was described in Section IV in discussing sucrose- 
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0.18 molar sucrose solution, gum acacia apparently behaves as if each 
gram of the substance combined with 0.7 gm. of water, a value equal 
to that found by Newton and Gortner (6) for acacia at 0° when- 
sucrose sufficient to make a molar solution was added. As we de- 
crease the concentration of sucrose, the apparent degree of hydration 
rapidly diminishes; and only 0.05 gm. of water appears to be combined 
with each gram of acacia when we utilise a 0.043 molar sucrose solu- 
tion for our determination. Obviously then the amount of sucrose 
added determines the result obtained, which is what might be expected 
from the anomalous behaviour of sucrose as described above. It is 
only with dilute solutions (0.05 molar) of surcrose that accurate 
results approximating those obtained by the use of other substances 
are obtained. Theoretically it is to be expected that the most accurate 
data (as regards furnishing information concerning the state of water) 
will be obtained when the least possible quantity of a substance is 
added to the solution in question. For in the case of infinitely dilute 
solutions the activities of substances in mixed solutions are most 
likely to be the same as their activities when present alone in solution 
(16). Unfortimately our knowledge concerning the behaviour of 
moderately concentrated mixtures is still too inadequate to permit the 
use of such mixtures for our present problem. It is obvious, however, 
that we must consider not only the possible interaction of electrolytes 
in mixed solutions but the interaction of electrolytes with non-elec- 
trolytes, as well, as has been pointed out by Scatchard (26). 

The results obtained in the present work with gum acacia and 
gelatin, those of Hill (11) on blood, those of Svedberg (29) using his 
method of ultracentrifugalisation, those of Moran (19, 20) obtained 
by a dilatometric method, all give evidence for the view that hydro- 
philic colloids are not hydrated to a great extent as has been claimed 
by many authors. It is well known that certain solid colloidal sub- 
stances {e.g. silica gel) are capable of adsorbing appreciable quantities 
of water and it is probable that certain hydrophilic colloids in solution 
combine with water as a result of the residual affinities which these 
substances possess. In the case of gelatin the amount so held is 
appreciable, but in the case of the blood proteins, gum acacia, etc., 
the amoimt is undetectable. 
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THE ISOELECTRIC POINT OF A STANDARD GELATIN 
PREPAIOVTION* 

Bv DAVID I. HITCHCOCK* 

{From the Department of Physiology, Yale University, New Haven) 
(Accepted for publication, April 21, 1931) 

I 

INTRODUCTION 

The isoelectric point of an amphoteric substance may be defined as 
the hydrogen ion activity of a solution or suspension in which the 
ampholyte shows no migration in an electric field. This definition, 
which is quite generally accepted, is in accord with the original use of 
the term by Hardy (1899-1900), as well as with the definitions given 
by Michaelis (1922) and Sjf rensen, Linderstrjfm-Lang and Lund (1925- 
28). Michaelis defines the isoelectric point, for the most general case 
which he considers, as the value of [H+] at which equivalent amounts 
of positive and negative ampholyte ions are present. Sorensen and 
his coworkers define it as the hydrogen ion activity at which the mean 
valency of the ampholyte is zero. Obviously these theoretical defini- 
tions must correspond to the above e-tperimental definition in terms of 
zero velocity of cataphoresis. 

The possibility that the value of the isoelectric point may vary with 
the presence of ions other than H+ and OH~ has been considered by 
Sylrensen and his coworkers (1925-28). If some other negative ion, 
for example, were combined with or adsorbed by the ampholyte, giving 
it a negative charge, it might well be true that this charge could be 
neutralized, and the ampholyte rendered isoelectric, only at a more 

* Presented before the American Society of Biological Chemists, Montreal, 
April 10, 1931. 

* Most of the experimental work was done by Miss Ruth C. Belden. A few of 
the earlier measurements were carried out by Miss Esther R. Alason and by Dr. 
Rubert S. Anderson. 
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acid pH than that corresponding to the isoelectric point in the absence 
of such foreign ions. In order for the isoelectric reaction to be com- 
pletely defined, it may be necessary to specify the concentrations of 
all substances in the system, or the activities of all ions, as well as 
that of H+. Owing to the more marked effect of H+ and OH" on the 
charge of ampholytes, it seems reasonable to keep the definition of 
the isoelectric point in terms of [H+] or pH, recognizing that it may 
not be a constant quantity for any particular ampholyte, but that it 
may vary with the presence of other ions. 

In the case of gelatin the isoelectric point was first determined by 
Michaelis and Grineff (1912), who located it as between [H+] = 1.6 X 
10"® and 3.5 X 10"®, average, 2.5 X 10"®. In terms of pH these figures 
correspond to 4.80, 4.46, and 4.60. Most subsequent determinations 
of this quantity for gelatin have been more or less indirect, and in the 
few cases where cataphoresis measurements have been made the iso- 
electric point has not been very exactly located. Thus Loeb (1922) 
interpreted his varied observations on physical and chemical proper- 
ties of gelatin as indicating an isoelectric point at pH 4.7, but Kraemer 
and Dexter (1927) showed that very few if any of the earlier observa- 
tions were inconsistent with an isoelectric point at pH 5.0, which 
they located quite exactly as the pH of the maximum light scattering 
(Tyndall effect) for calfskin gelatins. They showed, however, that 
the figures obtained depended considerably on the source and method 
of preparation of the gelatin. The writer (1928-29) found that a 
gelatin sample from the same source as that used by Loeb, purified 
according to Northrop and Kunitz (1927-28), had minimum osmotic 
pressure and maximum opacity at pH 5.05 ±0.05, which was also the 
pH of solutions of this gelatin in water. 

Some of the discrepancies in previous results are probably due to 
differences in the gelatins used, and others to the more or less indirect 
nature of the methods. The present paper reports a study of the 
isoelectric point of samples prepared according to definite specifica- 
tions of a committee (Davis, Sheppard, and Briefer, 1929; Hudson 
and Sheppard, 1929) of the Leather and Gelatin Division of the 
American Chemical Society; hence it should be possible for workers 
in other laboratories to obtain identical material. The isoelectric 
point of such gelatin has already been reported by Sheppard and 
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Houck (1930) to be at pH 4.9 =fc 0.10 by electric migration, and at pH 
4.9 ± 0.05 both by light scattering and by alcohol precipitation. The 
results of the present work confirm those of these workers within their 
limits, but since somewhat different methods were used, and since the 
results permit of a more precise location of the isoelectric point, it is 
believed that a detailed report of the work may be of interest. 

The gelatin used was prepared, according to tlie specifications 
mentioned, in the laboratories of the Eastman Kodak Company.’ 

II 

Isoelectric Point from pH Values of Pure Gelatin Solutions 

It was shown by Sorensen (1912) that the pH of a pure solution of a 
simple ampholyte in water must lie between that of pure water and 
that of the isoelectric point of the ampholyte, approaching the latter 
figure as the concentration is increased. Thus he calculated that for a 
molar solution of glycine the pH should differ from that of the isoelec- 
tric point by only 0.001 pH. Similar considerations ought to hold for a 
colloidal ampholyte like gelatin or any other protein, even though it 
may not be possible to calculate the pH, as Spirensen did, from the 
values of the ionization constants. Hence it seemed reasonable to 
measure the pH of a series of gelatin solutions of different concentra- 
tions, with the expectation that the values would approach a constant 
figure, that of the isoelectric point, as the concentration was increased. 

The pH measurements were made with hydrogen electrodes at 
30°C., using a KCl-agar junction. The pH values are based on the 
figure 1.075 for 0.1000 molal HCl, liquid junction potentials being 
assumed constant. 

The first measurement of a 1 per cent solution (Eastman Standard 
Gelatine, Lot 1) yielded the surprisingly low value of pH 4.61. This 
was found to be due to an acid, presumably acetic, which was quite 
completely removed from the gelatin by further waslung of a 5 gm. 
sample with 4 changes, about 1 liter each, of cold distilled water. 
After such washing, the gelatin gave solutions of higher pH values, 
which were, for concentrations of 1, 2, 5, and 12 gm. per 100 cc., 4.90, 

’ The writer is indebted to Dr. S. E. Sheppard for two samples of “Eastman 
Standard Gelatine.” 
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4.88, 4.87, and 4.86 respectively. These values are shown graphically 
in Fig. 1, in which the pH values are plotted against the reciprocals of 
the gelatin concentrations in gm. per 100 cc. The value obtained 
from this figure by extrapolation to infinite concentration of gelatin 
is pH 4.86 ± 0.01, and it is this value which is inferred to be the iso- 
electric point of the gelatin. 

This method for determining the isoelectric point, as well as that 
used in the following section, implies that the ampholyte used must 
be pure, or at least free from appreciable amounts of ions capable of 



Fig. 1. pH values of solutions of standard gelatin in distilled water as a function 
of the reciprocal of the gelatin concentration. By extrapolation to infinite con- 
centration, the pH of the isoelectric point is estimated as 4.86 d: 0.01. 


combining with it or altering its charge. Loeb (1922) has pointed 
out that a protein is most readily obtained in such a state of purity 
by washing or dialysis at the pH of its isoelectric point. The method 
used in purifying the gelatin used in these experiments involves washing 
at about ‘ H 4.7, which is not the value obtained for the isoelectric 
point eit: this gelatin or of that studied in the writer’s former work 

(1928-29 jretically it should be possible to remove the last 

traces of ’ es by prolonged washing with water, since proteins 
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are weak electrolytes and their salts should therefore be hydrolyzable. 
That the washing of the gelatin here studied actually had this effect 
is indicated by the low ash content of the material, which was O.Oi to 
0.05 per cent, as well as its low specific conductivity, which was 3.8 X 
10-'^ reciprocal ohms for a 5.6 per cent solution at 30°C. and 5,0 X 
10'“ for a 9.4 per cent solution. Moreover the methods of Sections 
II and III of this paper, which depend on the initial purity of the 
gelatin, gave results in agreement with those of Sections IV and V, 
which do not require that the gelatin be absolutely pure at the start. 

in 

Jsoionic Point hy pH Values of Wcahly 'Buffered Gelatin Solutions 

Sjirensen (1912) pointed out that the amount of acid or base required 
to bring a solution of an ampholyte to its isoelectric point should be 
independent of the ampholyte concentration and identical with the 
amount required to bring an equal volume of pure water to the same 
pH. He later (1917) applied this method to the determination of the 
isoelectric point of carefully purified egg albumin. In a still later 
paper Sfirensen, Linderstrffm-Lang, and Lund (1925-28) showed that 
this method would not necessarily give the isoelectric point it the 
ampholyte were capable of combining with ions other than hydrogen 
or hydroxyl. Accordingly they defined a new quantity, the isoionic 
reaction, as the hydrogen ion activity* at which the quantity of acid 
or base combined with the ampholyte is zero. It is the isoionic rather 
than the isoelectric reaction which is given by this method of Sffrensen. 

The method was slightly modified by Michaelis (1912), who deter- 
mined the isoelectric points of the soluble ampholytes phenyl alanine 
and glycocoll by measuring the pH of dilute acetate buffers with and 
without the ampholyte. On the acid side of its isoelectric point the 
pH of the buffer was raised by the ampholyte, on the alkaline side it 
was lowered. Michaelis was thus able to locate the isoelectric point 
within a few tenths of a pH unit. 

It was suggested by Sheppard (1929) that this buffer method might 

* Srirensen’s distinction between pH and paH is here disregarded, .as the standard 
of pH used in this paper is based on an activity coefficient for HCl and not on 
conductivity measurements, as was Sfirensen’s original definition of pH. 
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well be applied to gelatin. Accordingly measurements were made of 
pH in acetate buffers of varied concentration, made up in each case 
with and ivithout gelatin. The gelatin used in these experiments 
(Eastman Standard Gelatine, Lot 48) had been more thoroughly 
washed at the time of preparation, and no appreciable' amounts of acid 
could be removed from it by further washing. The pH measurements 
in this case were made at 30°C. with the hydrogen electrode apparatus 
of Shnms (1923), in which contact is made with saturated KCl in an 
open stop-cock. The standard used was again pH 1.075 for 0.1000 
molal HCl. The results are given in Table I. 

To find the isoionic point of the gelatin, curves were obtained by 
plotting the changes in pH produced by the gelatin against the pH of 
buffer solutions of the same concentration without gelatin. Fig. 2, 
which shows the data of Experiments 3 and 7 of Table I, is illustrative 
of the nature of all the curves, the others being equally smooth. For 
each experiment the isoionic point is given by the intersection of the 
curvm with the line of zero change in pH. The figures so obtained are 
given in the last column of Table I. Their mean value is 4.85, with 
an average deviation of 0.01. It is to be noted that this value is 
independent of the gelatin concentration within the limits studied 
(1 to 4 per cent) and of the salt concentration up to an ionic strength 
of 0.105 (Experiment 7). Hence it may be concluded that within 
these limits the isoionic point of this gelatin corresponds to pH 4.85 db 
0 . 01 . 


IV 

Isoelectric Point by Maximwn T^irbidity of Gelatin Gels 

While the definition of the isoelectric point says nothing about 
turbidity, it is generally accepted that an acidity corresponding to the 
isoelectric point produces a maximum of light scattering in gelatin 
gels. In a previous study (1928-29) of another gelatin preparation, 
it was found that the pH of maximum opacity was identical with 
that of minimum osmotic pressure, and the latter value has been shown 
by Loeb (1922) to be theoretically identical with the isoelectric point. 
Accordingly it seemed worth while to investigate the behavior of the 
standard gelatin vith respect to turbidity. The method adopted was 
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TABLE I 


Isotonic Reaction of Standard Gelatin by pll of Acetate Buffers with and without 
Gelatin 


m 

NormaHtyof Na 
acetate in buSer 

Gelatin per 
100 cc. 

pH of 

buQer with- 
out eebtin 

pH of. 
buffer with 
gcistin 

Change in 
pH due to 
gelatin 

pH 

of Uoionic 
reaction 



tm. 





1 

0 001 

1.0 

4.47 

4.70 

+0.23 

4.84 




4.67 

4.79 

+0.12 





4.85 

4.86 






5 08 

4.90 

-0 18 





5,24 

4.95 

-0.29 


2 

0.001 

2.0 

4.47 

4.75 

+0.28 

4. 85 




4.67 

4.81 

+0 14 





4.85 

4.85 






5.08 

4.88 

-0.20 





5.24 

4.90 

-0.34 


3 

O.OOl 

4.0 

4 47 

4.80 

+0.33 

4.86 




4 67 

4.83 

+0.16 





4.85 

4.86 

+0 01 





5.08 

4.87 

-0 21 





S.27 

4 87 

-0.40 


4 

0 005 

1 0 

4 03 

4 19 

+0.16 

4 86 




4 26 

4.39 

+0.13 





4 47 

4 56 

+0.09 





4.65 

4.71 






4 86 

4.86 






5 05 

4.98 

-0.07 





5 27 

5 09 

-0.18 





5.52 

5 18 

-0 34 





5 74 

5.24 

-0.50 


5 

0.005 

2 0 

4.47 

4 66 

+0.19 

4 88 




4 65 

4 77 

+0 12 





4 86 

4 86 






5.03 

4 94 

-0.11 





5 27 

4 99 

-0 28 


6 

0.005 

4 0 

4 44 

4.66 

+0 22 

4 84 




4.63 

4.75 

+0.12 





4 83 

4.83 






4.99 

4.89 

-0.10 





5.25 

4 94 

-0.31 
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Fig. 2. Change in pH of acetate buffers, produced by gelatin in solution, as a 
function of pH of buffers of the same concentration without gelatin. These curves 
show the data for Experiments 3 and 7 (Table I). The isoionic point is given by 
the intersections with the line of zero change, and is at pH 4.85 ± 0.01. 

the simple one described in the previous paper, which consists simply 
in the inspection in ordinar}" daylight of samples of gelatin solutions of 
equal volume and varied pH which have been allowed to set in uniform 
test tubes in a refrigerator. The pH values were determined at 30°C. 
after melting the gels in warm water. 
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In the first experiment Lot 1 of the standard gelatin was used, after 
the excess acid had been removed by washing, as already described. 
The concentration of the gelatin was 1 gm. pet 100 cc., and tlie pH was 
varied by the addition of very dilute HCI. The gel showing maximum 
opacity was in 0.0001 N HCI and had a pH value of 4.85, while those 
adjacent in the series were in 0.00005 and 0.00015 N HCI, with pH 
values of 4.86 and 4.82 respectively. Before this gelatin was washed 
free from acid, the maximum turbidity of 0.2 per cent and 1.0 pet cent 
solutions was found to be at pH 4.85 and 4.87 (±0.05) respectively, 
the tubes in this case requiting the addition of dilute NaOH to produce 
these pH values. 

In the second experiment the gelatin used was from Lot 48. The 
pH was varied by acetic acid in 0.001 n sodium acetate, the solutions 
being those of Experiments 2 and 3 in Table I. In each case the 
turbidity was at a maximum in the middle solution of the scries, so 
that from these observations the pH of maximum turbidity may be 
placed at 4.S5 ± 0.03. 

V 


Isockciric 'Point by Electrical Migration 

By definition the most direct way to determine the isoelectric point 
is by determining the pH corresponding to zero migration in an electric 
field. Previous determinations in the case of gelatin have been made 
by the macroscopic U-tube method of cataphoresis, and the results, as 
already mentioned, have not defined the isoelectric point very exactly. 
Since it had been shown by Ixieb (1922-236) that collodion particles 
suspended in a gelatin solution behaved in migration experiments as 
if they were particles of gelatin, it seemed likely that such suspensions 
might be used for an exact determination of the isoelectric point. 
Similar determmations have been made in the case of egg albumin by 
Abramson (1928), rvho used quartz particles which behaved as if 
coated with the protein. 

The migration rvas conducted in a cell of tlie type described by 
Northrop and Kunitz (1924-25, sec also Mudd, 1928), tire source of 
potential being a radio “B” battery of nominally 135 volts. Observa- 
tions were made with a microscope equipped with an 8 mm. objective 
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Fig. 2. Change in pH of acetate buffers, produced b}'- gelatin in solution, as a 
function of pH of buffers of the same concentration without gelatin. These curves 
show the data for Experiments 3 and 7 (Table I). The isoionic point is given by 
the intersections with the line of zero change, and is at pH 4.85 ± 0.01. 

the simple one described in the previous paper, which consists simply 
in the inspection in ordinary daylight of samples of gelatin solutions of 
equal volume and varied pH which have been allowed to set in uniform 
test tubes in a refrigerator. The pH values were determined at 30°C. 
after melting the gels in warm water. 
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not been recalculated to unit potential gradient because the reproduci- 
bility of the observed velocities was much higher than that obtained 
in attempts to calibrate the cell by the methods described by previous 
workers (Northrop and Kunitz, 1924-25; Abramson, 1928-29). The 
potential drop in the cell, as obtained by the various methods of cali- 
bration, appeared to vary between 7 and 10 volts per cm. It is be- 
lieved that these latter variations are not real, but are due to the in- 
adequacy of the calibration. An approximate reduction of the ob- 
served velocities to unit potential gradient may be obtained by dividing 
them by 8.5. 

Each experiment was run in duplicate with separate mixtures. The 
results are given in Table II. 

The table shows that the agreement of pH values in the duplicate 
experiments was almost perfect, as might be expected for buffered 
solutions. The agreement of cataphoretic velocities, while less 
satisfactory, is such that the duplicate determinations may safely be 
averaged. The average velocities were plotted on a large scale against 
the average pH values for each concentration of sodium acetate, and 
a smooth curve was drawn by means of a flexible spline held by weights 
on ali of the points. It was at first thought that the points of each 
experiment could best be represented by a straight line, but after all 
the data were plotted a consistent deviation from linearity was ob- 
served in every experiment. In order to get a curve to pass through 
all the points, it was necessary to draw it somewhat S-shaped. The 
curve of Fig. 3, which shows the results in a buffer 0.001 ii with respect 
to sodium acetate, is typical. The points indicated by crosses were 
obtained from a separate experiment, not given in Table II, which 
was done after the curve was drawn. The data show no indication of 
a flattening of the curves at the isoelectric point, such as would be 
expected if the isoelectric region were not sharply defined. 

From each experiment at a given salt concentration, the pH of the 
isoelectric point was obtained by the intersection of the curve with 
the line of zero velocity. The values found in this way are given in 
the last column of Table H, the average being pH 4.80. The data 
are probably not certain enough to warrant the inference of a trend in 
the values with salt concentration, although the values at the lower 
concentrations are slightly higher. It can only be concluded that the 
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cataphoretic isoelectric point of gelatin-coated collodion particles is at 
pH 4.80 ± 0.01, a value which differs by 0.05 from that obtained in 


TABLE n 


Isoelectric Reaction of Standard Gelatin by Cataphoresis of Collodion Particles in 0.1 
Per Cent Gelatin in Acetate Buffers 
Total E.M.F. = 133 to 137 volts. 

Potential gradient in cell = 8.5 volts per cm. (approximate only). 

Temperature, 20-22°C. 

pH values at 30° b)' hydrogen electrode. 

Algebraic sign of velocity is that of charge on particles. 


Ratio of acetic acid to Na acetate 


Cone. Na 
acetate 

1.85 

1.20 

0.48 

0.30 

' Isoelectric 
point 

pH 

pper 

sec. 

pH 

pper 

see. 

pH 

li per sec. 

pH 

P per 
Sec. 

u 









PB 

0.001 

4,52 

-f4.08 

4.69 

+1.77 

! 5.01 

-2.97 

5.15 

-4.42 

4.81 


4.53 

+3.38 

4.70 

+1.78 

' 5.01 

! -2.96 

5.15 

-4.12 





4.68 


5.00 

-2.97 




0.003 

4.47 


4.65 

+2.24 

5.01 i 

-2.24 

5.18 

-4.23 

4.82 


4.46 

+4.32 

4.64 


5.00 

-2.42 

5.17 i 

-4.46| 


0.005 

4.44 

+3.38 

4.62 

+1.74 

5,00 

-1.68 

5.18 

i 

-3.30! 

4.80 


4.44 

+3.23: 

4.62 

+l.S4j 

5.00 

-2,05 

5.18 j 

-3.25j 


0.010 

4.41 

+3.18 

4.59 

+1.75 

4.97 

-1.44 

5.16 

-2.74 

4.80 


*4.40 

+2.94 

4.59 

+ 1.62 

4.98 

-1.51 

5.18 

i 

-3.11 

1 


0.020 

4.39 

+2.34 

4.58 

+1.58 

4.97 

-1.45 

5,17 

-2.41 

4.79 


4.40 

+2.89 

4.58 

+1.48 

4.97 

-1.26 

5.17 

-2.40 


0.030 

4.45 

+3.47 

4.64 

+1.75 

5.00 

-2.35 

5.17 

-4.16 

4.80 


4.47 


4.64 

+ 1.85 

5.00 

-2.20 

5.17 

-3.61 


0.040 

4.44 

+3.78 

4.62 

+1.63 

4.99 

-2.17 

5.16 

-3.21 

4.80 


4.46 

+3,29 

4.64 

+1.85 

5.01 



-3.63 



Average. 


4.80 


* In the second experiment with 0.010 m acetate the gelatin concentration was 
only 0.01 per cent instead of 0.1 per cent. 


the previous sections for the isoelectric or isoionic point of gelatin in 
solution. 
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The cause of this difference is not given by the present data. One 
might speculate that there is an effect of salt on the isoelectric point, 
tending to lower its pH, which does not vanish even at 0.001 m, or that 
possibly the collodion selectively adsorbs more of the heat coagulable 



Fjg. 3. Velocity of cataphoresis of collodion particles in 0.1 per cent gelatin in 
acetate buffers as a function of pH. The isoelectric point is given by the inter- 
section of the curve with the line of zero velocity. This curve shows the results 
wth a buffer containing 0.001 m sodium acetate, the intersection being at pH 4.81 
in this case (Table II). 


protein in the gelatin, which has been shown by Sheppard, Hudson, 
and Houck (1931) to have an isoelectric point in the vicinity of pH 4.0. 

It may be noted that none of the above methods gives any indication 
of the existence of two isoelectric points at widely separated pH values. 
The|inference of Johlin (1930) that gelatin apparently has two iso- 



698 


ISOELECTRIC POINT OF GELATIN 


electric points at pH 4.68 and 5.26 was made from the intersections of 
certain viscosity curves. The more direct methods of the present 
work lend no support to such an assumption. 

VI 

SUMMARY A.ND CONCLUSIONS 

Two samples of a standard gelatin were studied, both prepared 
according to published specifications and washed free from diffusible 
electrolytes. The isoelectric point of this material was determined in 
four ways. 

1. The pH values of solutions of gelatin in water approached the 
limit 4.86 rt 0.01 as the concentration of gelatin was increased. 

2. The pH values of acetate buffers were unchanged by the addition 
of gelatin only at pH 4.85 =fc 0.01. This gives the isoionic point of 
S{5rensen, which is the isoelectric point with respect only to hydrogen 
and hydroxyl ions. 

3. Gels of this gelatin made up in dilute HCl or NaOH, or in dilute 
acetate buffers, exhibited maximum turbidity at pH 4.85 rt 0.03. 

4. Very dilute suspensions of collodion particles in 0.1 per cent 
gelatin solutions made up in acetate buffers showed zero velocity in 
cataphoresis e.xperiments only at pH 4.80 ± 0,01. 

No evidence was found for the assumption that gelatin has two 
isoelectric points at widely separated pH values. 

It is concluded that the isoelectric point of this standard gelatin is 
not far from pH 4.85. 
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THE PHOTOTROPIC SENSITIVITY OF PHYCOMYCES AS 
RELATED TO WAVE-LENGTH 

By E. S. CASTLE 

(From the Laboratory oj General Physiology^ Harvard University, Cambridge) 
(Accepted for publication, April 20, 1931) 

I 

The action of Ught on the photosensitive meristeraatic region of the 
elongating sporangiophore of Phycomyces leads to a temporary accel- 
eration of growth (the “light-growth” response). If the sporangio- 
phore receives unequal illumination on opposite sides, phototropic 
bending typically occurs, directed toward the more intense source of 
light. In this case bending is due to unequal growth on opposite 
sides of the meristem, not to a flexion of the sporangiophore as a whole. 
These two modes of response — acceleration of growth and bending — 
have been shown to be parallel indicators of the state of photic excita- 
bility of the sporangiophore (Castle, 1929-30). 

It is of interest to study the relative efficiencies of different spectral 
regions in exciting the photic system of Phycomyces, since the stimu- 
lating efficiency of each wave-length may be taken to represent the 
effective absorption of light at that wave-length,— and thus, with 
certain necessary reservations, the absorption spectrum of the photo- 
sensitive material presumed to initiate the chain of events leading to 
response. A detailed justification of such a procedure has been given 
by Hecht (1920-21), although others have mapped out “biological 
absorption spectra” for animal and plant systems on the same 
assumptions. 

The reservations which must be made, however, in such reasoning 
are these; first, it is clearly impossible by this method to dissociate 
from the absorption of the sensitive substance that of any secondary, 
screening pigment associated with it. This consideration is of particu- 
lar importance in the case of plants, where accessory pigments are 
common. Thus the sporangiophores of Phycomyces contain pigment, 
701 



702 


PHOTOTROPIC SENSITmTY OP PHYCOMYCES 


the amount of which seems to varj’- \vith the intensity of illumination 
under which the fungus has been grown. The nature of this pigment 
and its role in determining the phototropic behavior of Fhycomyces 
will be considered elsewhere. 

In the second place, unequal refraction of different wave-lengtlis 
of light within the organ in question may introduce complications. 
Curved, photosensitive plant structures of small dimensions function 
somewhat as lenses. For example, the clear, cylindrical sporangio- 
phore of Fhycomyces concentrates light on the side more remote from 
the source of illumination. While the exact light paths are hard to 
visualize (Blaauw, 1914; Oehlkers, 1926), it is obvious that the light 
must pass through several concentric layers having different refractive 
indices. It is possible in this case that the different wave-lengths do 
not reach the same effective place of absorption. 

The mapping out of “biological absorption spectra” does give defi- 
nite, useful information as to the photic sensitivity of the system in 
question, although the result may not be at once identified with the 
absorption spectrum of the underlying sensitive substance. In this 
paper are presented the results of a study of the sensitivity of the 
sporangiophores of Fhycomyces to different spectral regions. 

n 

The method of experimentation depends on the fact that in a 
culture of Fhycomyces placed between two equal sources of light op- 
posed at 180°, the sensitive sporangiophores either (1) continue to 
grow upward at right angles to a line connecting the two sources (a 
state of continuous phototropic “indifference”), or (2) are oriented 
in appro.ximately equal numbers toward each source — see Fig. 1, 
If the illuminations from the two sources are unequal, a relatively 
greater number of sporangiophores bend toward the more highly 
illuminated side. 

This method of so-called “antagonistic” illumination has been used previously 
in work with the phototropic responses of sessile plants: by IMassart (1888) to 
determine the discrimination of intensity by Fhycomyces niteus', recently by Ber- 
gann (1930) to study the sensiti\’it 3 ' of Aveiia coleoptiles to different spectral 
regions. 



E. S. CASTLE 


703 


In the present experiments, the inclination of equal numbers of 
sporangiophores toward each source of light was found to be the most 
satisfactory end-point by which to judge equal phototropic effects. 

The fact that the so-called “resultant law” does not hold rigorously for all 
individual sporangiophores may be due (1) to asymmetry of the sporangiophore, 
or (2) to initial chance orientation of individuals in the direction of each light, 
these sporangiophores then being held effectively oriented by one light alone. 
The latter is the most probable explanation of the “non-resultant” orientation of 
Pilobolus sporangiophores toward one or the other of two sources of Ught observed 



Fig. 1. Diagram of a culture of Phycomyccs sporangiophores oriented between 
two equal sources of illumination (I « P). Equal numbers of individuals are 
shown bent in each direction, and in the middle the characteristic “indifferent” 
class. In a culture as actually used, the sporangiophores are arranged in a row 
at right angles to the plane of the paper, to avoid shading_ one another. The 
symmetrical arrangement is illustrative only, (a), culture vessel and medum; 
(6), flat, vegetative mycelium; (c), sporangiophores oriented by two equal, opposed 
illuminations. 

by Allen and Jolivette (1914). In this respect it is significant that the young 
sporangiophores of Piloholus placed between two sources of light obey the “result- 
ant law” (Pringsheim and Czinda, 1927). At this time the sporangium has not 
been formed, and the path of light in the sensitive meristem is relatively simple, 
in contrast to the complex optical situation following sporangium-formation (Van 
der Wey, 1929). 

The general procedure was to equate the phototropic effects of 
different spectral regions by means of cultures of elongating, sensitive 
sporangiophores placed in beams of light opposed at 180°. The rela- 
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tive intensities of the two beams were then adjusted until equal num- 
bers of sporangiophores bent toward each source of light. At this 
point of equal phototropic effect, the efficiency of each spectral region 
was taken as inversely proportional to its relative energy content. 

Opposed beams of light of equal intensity and identical spectral composition 
were obtained from a single source bi"^ mirrors placed at two points of an isosceles 



Fig. 2. Plan of apparatus with covers removed from lamp housing and beam 
housings (hea\y lines). Dotted lines represent the light-paths coming from the 
400 watt projection bulb (a), passing various filters (d), (c), (/), reflected by the 
mirrors (6) and falling on the culture of Phycomyces (c) from opposite sides, (d) 
cells containing CuCb solution; (c), neutral intensity filters; (/), Wratten “mono- 
chromatic” filters; (g), screen to shield cultures on the optical bench from stray 
heat radiation from lamp housing. 

triangle (see Fig. 2). At the middle of the third side of this triangle the opposed 
illuminations were equal; at other points the intensities were unequal, each being 
found to var>' inversely with the square of its distance from the lamp, which 
therefore approximated a point somrce. The relative intensities falling on opposite 
sides of a culture could thus be x-aried by changing the position of the culture 



E. S* CASTLE 


705 


between the mirrois, or by the interposition of neutral intensity filters (Fig. 2, 
c) in the beams before reflection. For this latter purpose Eastman neutral filters 
were used. Special photometric calibration of these filters is essential, since the 
manufacturer’s transmission values were found to deviate by as much as 10 per 
cent from the true values. 

In order to secure relatively monochromatic light of high intensityj a 400 watt, 
115 volt, plane-filament projection lamp was used as the source of illumination, 
in conjunction with Wratten “monochromatic” filters interposed in the two lateral 
beams (Fig. 2,/). This method of obtaining fairly monochromatic light has been 

TABLE I 


Relative spectral energy distribution of 400 watt, 115 volt projection lamp, 
and percentage transmission of glass cell containing a layer 3.3 cm. thick of 0,065 
molar CuCb - 21150 . 


Wive-leoglb 

Relative energy 
ot source, color 
temp 3000*K. 

Transmustoo of 
CuCU screen 

Wave-length 

Relative energy 
ol source, color 
ternp. 3000*K, 

Tnasiaissha ol 
CuCli screen 

(m*i) 


iptr cent) 



(per cent) 

350 

0 062 

— 



89. S 

360 

0 084 

— 



88 8 

370 

0 105 

— 



88.0 

380 

0.130 

— 



87.0 

390 

0.157 

— 



85.8 

400 

0.187 

66 0 

540 

0.934 

84.0 

410 

0.223 

72.5 

550 


82.3 

420 

0-262 

76 0 

560 

1.068 

79.9 

430 

0.301 

82 5 

570 

1.145 

76 0 

440 

0.344 

85 5 

580 


71.5 

450 

0 392 

87 3 

590 

1.268 

66 5 

460 

0 443 

88 7 


1.334 


470 

0 495 

89 5 

610 


53 8 

480 

0 554 

89 8 

620 

1.465 

47.5 


described in detail by Hecht (1920-21), Bachmann (1929), and others. Infra-red 
radiation was screened from each beam by a glass cell containing a solution 3.3 
cm. thick of 0.065 molar CuCl2*2H20. The percentage transmission factors of 
this filter were determined spectrophotometrically throughout the visible spectrum 
and used in the subsequent computations. 

The relative energy content of each “monochromatic” beam was then calcu- 
lated as follows: (1) the energy of the source at each wave-length was taken from 
a calibration of a similar 400 watt, 115 volt projection lamp having a color tem- 
perature of SGOO^K, the relative energies being calculated by the use of Wien’s 
equation (Table I) (see Forsythe, 1919 Report of Standards Committee on Py- 
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rometty, 1920). (2) The energj' of the lamp at each 10 m/x interval was then 
multiplied in turn by the transmission factor for that wave-length of each of the 
filters interposed in the beam of light, viz.: the transmission factors of the copper 
chloride screen (Table I), of the neutral intensity filter (if used), (Table III), and of 
the particular Wratten filter interposed (iVratten Light Filters, Rochester, 1922). 
(3) The resulting values of transmitted radiation in 10 mjx steps were plotted on 
a large scale against wave-length, and the total areas under the curves measured. 
These areas of total energj' transmission were taken as the relative intensities of 
radiation of the source in the spectral region transmitted. (4) The intensity of a 
beam at a particular point was calculated by the inverse square law'. 

Loss of intensity through reflection by the mirrors, which were cut from the same 
piece, was assumed to be uniform as regards w'ave-length, and was not corrected 
for except in the case of the Wratten ultra-violet filter No. 18. Here the path 
of light through the glass of the mirror totalled 13 mm., a thickness of crown glass 


XABLE n 


Transmissions calculated from data of Gibson, Tyndall, and McNicholas 
(1920) for 13 mm. of “nearly neutral” crown glass. 


Wave-length 

Percentage transmission 

{mu) 


350 

33.0 

360 

57.0 

370 

63.0 

380 

73.0 

390 

75.0 


sufiicient to absorb effectively all ultra-violet below 350 mfx. The transmissions 
calculated for this thickness of glass according to the figures of Gibson, Tyndall, 
and McNicholas (1920) are given in Table II. The energy of the source at each 
wave-length was multiplied by these factors in obtaining the total energy trans- 
mitted by Filter No. 18. Further, in order to get as much of the near ultra-violet 
as possible, the strongly absorbbg copper chloride screen was not used in conjunc- 
tion with this filter. Absorption of the near xiltra-violet by the glass wall of the 
projection lamp was undetermined, and not corrected for, although the allowance 
which may be made for this in the final result will be pointed out shortly. 

The apparatus comprising lamp and housing, beam housings, filters, mirrors, 
and optical bench on which the cultures were placed (see Fig. 2) w’as set up hori- 
zontally on a table in a dark room which maintained a relatively constant tem- 
perature (18.9 — 20.7°C.) during the duration of all the experiments. Pure 
cultures of Phycomyces blakcskanus Burgeff (“-F” strain) were grown on wet, 
sterilized flour paste in small glass xdals of 2.5 cm. diameter. Prior to experimen- 
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tation, sporangiophores were developed by keeping the cultures in a warm, moist 
chamber illuminated from above by light of constant intensity. At the end of 
some hours there was obtamed a good growth of young, vertical sporangiophores 
2-5 cm. tall and equally light-adapted. In order to obviate shading within a 
crdture, and also to reduce the loss of moisture on the optical bench, each glass 
culture vessel was provided with a metal cover having a slit 1-1.5 mm. wide cut 
in it. This device allowed a limited number of sporangiophores to grow up through 
the slit in practically a single row, precluding shading when the slit was placed 
across the axis of the beams of light. 

Comparable cultures of equally light-sensitive sporangiophores were 
placed singly between the mirrors and allowed to remain undisturbed 
except for the bilateral illumination, for a minimum of 4 hours. At 
the end of this time the number of sporangiophores bent toward each 
source and those remaining “indifferent” were recorded. When the 
general zone of phototropic balance was determined, it was systemati- 
cally explored in a series of separate experiments by placing cultures 
at successive small intervals along it. Thus for each pair of opposed 
monochromatic beams there was obtained a relation between the 
position on the optical bench and the ratio of the sporangiophores in 
a culture bent in one direction to those bent in the other. These 
relations were plotted, and graphically interpolated to find for each 
the locus of equal phototropic bending. At some distance from the 
equalization-point the plots are frequently irregular, but are sur- 
prisingly smooth near the point of equal phototropic effect. The 
equalization point was determined to within 2 cm. in the case of the 
least phototropically effective spectral regions where orientation is 
least precise. Assuming the measured end-point to be near the middle 
of the optical bench, a maximum error of 2 cm. in the setting would 
produce at most an intensity change of 3 to 4 per cent in the calcu- 
lated intensity of each beam. 


HI 

Four separate experiments were performed in equating the photo- 
tropic effects of different spectral regions. These are detailed in 
Table III. Since it was not convenient to equate the spectral regions 
in turn against one constant one, the four series have to be brought to 
the same common denominator of intensity by simple proportionality. 
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The results of this calculation are given in Table IV, graphically in 
Fig. 3. 

It is clear from Fig. 3 that the short wave-lengths of the visible 
spectrum are the most effective in exciting the light-sensitive system 
of Phycomyces, with a maximum probably in the extreme visible 
between 400 and 430 m^. The sensitivity in the near ultra-violet 
is striking, and should be even greater than the calculated value since 
absorption by the glass wall of the projection lamp is not corrected for. 
Toward the longer wave-lengths there is a sharp drop in sensitivity to 
a value of almost nothing at 580 mix. 


TABLE m 

Distance necessarj' for phototropic balance for each pair of opposed “mono- 
chromatic” beams of light obtained by the use of Wratten filters. 


Scries 

Lett beam 

Right beam 

Wratten 
filter no. 

Percentage 
transmission 
of neutral 
filter (if used) 

Critical dis- 
tance from cul- 
ture to lamp 

for phototropic 
balance 

Wratten 
filter no. 

Percentage 
transmission 
of neutral 
filter (if used) 

Critical dis- 
tance from cul- 
ture to lamp 
for phototropic 
balance 


■■ 


(cm.) 

■■ 


(cm.) 

1 


— 

38.5 


— 

32.7 

2 


— 

41.0 


0.38 

30.2 

3 

74 

50.8 

40.0 

73 

— 

31.2 

4 

76 

23.6 

39.8 

18 * 

— 

51.2 


* Copper chloride screen not used in right beam of this experiment. 


Blaauw (1909) determined the relative efficiencies of different wave- 
lengths of light in causing just perceptible bending of the sporangio- 
phores of Phycomyces nitens. His results are also plotted in Fig. 3, 
and show a maximum at 495 mju with decreasing sensitivity in the 
blue. The displacement of the maximum some 80 m/x toward the 
blue end of the spectrum in the present experiments may reflect a 
specific difference between the photosensitive systems of the two 
species of Phycomyces, or distinct states of sensitivity due to the 
different circumstances of experimentation. Blaauw worked with 
relatively brief exposures (between 16 and 192 sec.) to a narrow region 
of a dispersed spectrum of low intensity, whereas in the present experi- 
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TABLE IV 


Relative effectiveness of different spectral regions in stimulating Phycomyecs. 


WiiUenfiUcTno. ^ 

Wave-leostbs between 
which are contained 1 /2 o{ 
energy xransmrUed \>y 
filter as used in the I 

experiment ^ 

1 j 

1 ReUtive energy necessary 
to produce same photo* ' 
troinc eQect 

1 Relative effectiveness in 

1 stimulation *■ reciprocal 
o( relative energy necea- 
sar>' to produce the same 
phototropic effect: No. 

76 - too 

76 1 

(mji) 

429-448 

0.0124 

100.0 

18 

356-376 

0.0248 

50.0 

75 

477-495 

0.0474 

26.2 

74 

521-535 

; 7.82 

, 1-6 

73 1 

564-580 

1 10.3 

0 12 



360 380 400 420 440 460 480 500 540 560 580 600 620 

Msvc-Icn^— 

Fig. 3. Relative effidencj' in stimulation of different wave-lengths. SoUd 
bars, Phycomyces blakeslcantts, data from Table IV. The length of each bar 
represents the range within which one-half of the encrg>’ transmitted by each 
combination of filters is contained. Solid circles, Phycomyces nilens, data from 
Blaauw (1909). Open circles, Pilobolus, calcubted from data of Parr (1918). 
The most effective point in stimulation of each series of measurements is arbi- 
trarily put at 100. 
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ments wider spectral regions of much greater intensity were allowed 
to act for 4 hours, hlore pigment initially present inBlaauw’s 
sporangiophores would cause relatively less effective absorption in 
the blue, assuming a strong screening action in that region by the 
pigment. Prehminary experiments indeed show this to be the region 
of greatest absorption of the pigments extracted from the sporangio- 
phores b}' acetone or other fat solvents. 

IV 

Since the work of Blaauw (1909) little of quantitative significance 
has been learned about the photosensitivity of fungi as related to 
wave-length. An exception is the study by Parr (1918) of the photo- 
tropic responses of Pilobolus. If a proper measure of sensitivity is 
chosen, namely, the reciprocal of the amount of energy necessary at 
each wave-length to produce the same phototropic effect, the data of 
Parr can be plotted in the form of an absorption spectrum (see Fig. 3). 
In order to compute the amount of energy needed, the validity of the 
Bunsen-Roscoe law must be assumed for exposure times of 50-80 
minutes duration. While there are objections to this assumption, 
the procedure is the only way of properly e.xpressmg the results of the 
experiments, which the author failed to do. Thus interpreted, the 
data of Parr show that the young sporangiophores respond to light 
over the whole visible range of wave-lengths, with regularly increas- 
ing sensiti^dty dovm to 398 m^, where the experiments ceased. No 
maximum of sensitivitj’’ was found within this range. 

Numerous studies relating wave-length and sensitivity have been 
made with other sessile plants such as the coleoptiles of Avena (Blaauw, 
1909; Roningsberger, 1922; Sonne, 1929; Bachmann and Bergaim, 
1930). With certain differences, all agree in showing the greatest 
sensitivity to be within the region 425-475 mju, although there is no 
reason to suppose that the plants used in the different experiments 
were equall}' light- or dark-adapted, or were similarly etiolated. 
Studies of the photosensiti\’ity of free-swimming, green flagellates 
show their respective maxima to be even more displaced toward the 
red, c.g., at 483 m/i for Euglcna and Gonium (Mast, 1917); at 494 
m^l for Vcivox (Laurens and Hooker, 1920). 

It is clear that the photosensitive systems of fungi about which 
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we have significant information absorb more effectively in the short 
wave-lengths of light than do those of chlorophyll-containing organ- 
isms or of animals. It is therefore of particular interest to know what 
role, if any, in the photic responses of such fungi is played by their 
pigments which absorb the short wave-lengths. 

simitAM 

Under the circumstancesof experimentation described, the sporangio- 
phores of Phycoviyces are found to be most sensitive to stimulation by 
light in the violet between 400 and 430 m/i. Toward the red, sensi- 
tivity falls to nearly zero near 580 mp, while in the near ultra-violet 
around 370 mp, sensitivity is still high. The previous experiments 
of Blaauw had placed the point of greatest sensitivity some 80 m/j 
nearer the red end of the spectrum. Because of the known presence 
in the sporangiophores of Phycomyccs of “accessory” pigments, care 
must be taken in identifying such results with the absorption spectrum 
of the photosensitive substance. 
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CRYSTALLINE PEPSIN 


III. Preparation op Active Crystalline Pepsin from Inactive 
Denatured Pepsin 
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N. J.) 

(Accepted for publication, May 12, 1931) 

INTRODUCTION 

The results (1) of the experiments -with crystalline pepsin isolated 
from crude pepsin preparations indicated that the material is a pure 
substance and that the proteolytic activity is a property of the protein 
molecule itself and is not due to the presence of a separate non-protein 
impurity. No indication of the presence of a more highly active non- 
protein molecule was obtained in the solubility measurements, inacti- 
vation experiments, or measurements of the rate of diffusion. In a 
sense however, this evidence is all negative in that it merely fails to 
show the presence of a more active molecule. It was shown, for in- 
stance, that the loss in activity in alkaline solution was quantitatively 
paralleled by the production of insoluble denatured protein. It could 
be objected, however, that the enzyme was liberated from the protein 
when the latter became denatured and that the enzyme itself was too 
unstable to exist alone. If it could be shown, however, that reversal 
of denaturation of the protein was accompanied by reactivation of the 
enzyme and that the native protein obtained in this way had the same 
activity as the original protein, strong proof would be furnished for the 
assumption that the activity was really a property of the protein 
molecule. In order to account for this result on the hypothesis that 
the activity was due to the presence of a small amount of a more 
highly active substance it would be necessary to suppose that the con- 
ditions for transforming the denatured protein into the original pro- 
113 
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tein and for reactivating the enzyme were nearly identical — an assump- 
tion which is highly improbable. 

It was found by Pawlow and Parastschuk (2) that pepsin solutions 
which had been inactivated by alkali recovered some of their activity 
when allowed to stand in nearly neutral solution. It was shown by 
the writer (1) that this alkali-inactivation of the enzyme is quanti- 
tatively paralleled by the formation of denatured protein as deter- 
mined by the production of protein insoluble near the isoelectric 
point. The procedure used by Pawlow and Parastschuk for reactivat- 
ing the enzyme was identical with that found by Anson and Mirsky 
(3) for the reversal of denaturation of proteins. This suggests that 
the reactivation of pepsin is due to the reversal of coagulation of the 
pepsin protein. If this explanation is correct it should be possible to 
isolate active pepsin protein from such reactivated solutions. The 
experiments reported in this paper show that this can be done. 

Experimental Results 

Pawlow and Parastschuk’s results were repeated more carefully by 
Tichomirow (4) who apparently could recover about 10 per cent of the 
original activity using dog gastric juice. Tichomirow inactivated the 
enzyme by adding strong alkali or sodium carbonate and then titrated 
the solution to slightly less than neutrality as shown by litmus. When 
the solution was allowed to stand under these conditions a gradual 
increase in activity was found. Exact repetition of these experiments 
is difficult since at the time of Tichomirow’s work pH measurements 
were not kno'mi. The exact degree of neutralization could not be 
duplicated with certainty from the data given. It is evident from 
Tichomirow’s work, however, that the reaction is dependent upon the 
pH at which inactivation takes place, the pH and temperature at 
which reactivation occurs, and the length of time for which the solu- 
tions are allowed to stand under these conditions. In addition, the 
salt concentration and enzyme concentration are other possible 
variables. 

It has been shovoi by Goulding, Borsook and Wasteneys (5) that 
two reactions are involved in the inactivation of pepsin by alkali. The 
first reaction is instantaneous and its extent is determined by the pH 
to which the solution is brought, while the rate of the second reaction 
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is determined by the pH. When the percentage inactivation caused 
by the instantaneous reaction is plotted against the pH a titration 
curve is obtained with a piv of about 6.9. This result has been con- 
firmed with crystalline pepsin solutions, and it was shown in addition 
that the percentage inactivation was exactly parallel with the percent- 
age of the protein denatured. 

Preliminary experiments showed that a solution of crystalline pepsin 
which has been inactivated by titrating with NaOH to pH 10 or 11 
(pink to nile blue) becomes slightly active again when allowed to stand 


TABLE I 

Effect of pB oj Solution during ReacUvalion 
100 ml. crystalline pepsin solution titrated to pH 10.5 with NaOH at 22®C. for 10 
min. Titrated to pH <5.0 + HCI and diluted I /8 with ji/IOO citrate buffer of 
different pH. Allowed to stand at 22® C. for 18 hrs. and activity 
determined. 


pH o{ solution &Uer dllutins with citrate buffer 

[PUJmi. X 10* of original solution 

After inactivation 

After reactivation 

.rx , . . , . , (gelatin V. 

Per cent of ongmal, reactivated ( . p 


IBI 

m 

m 

m 

■ 

1.0 

1.0 

1.0 

1.0 

1.0 

100 

100 

100 

100 

100 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0.02 

0.07 

0.13 

0.16 

0.12 

0.10 

0.40 

0.40 

0.20 

0.10 

2.0 

7.0 

13.0 

16.0 

12.0 

0.10 

0.40 

0.40 

0,20 

0.10 


after partial neutralization. The yields, however, were less than 1 
per cent instead of 10 per cent as described by Tichomirow. The 
conditions were therefore varied systematically in an attempt to 
increase the yield. The first condition studied was the effect of 
varying the pH to wluch the solution was brought after complete 
inactivation by alkali. It was found that the maximum reactivation 
was obtained at about pH 5.4 for the casein-hydrolyzing activity, 
while the gelatin liquefying activity was recovered more completely 
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in slightly more alkaline solution.^ The results of one of these experi- 
ments are shown in Table I. 

In the experiment just described inactivation was caused by strong 
alkali and was therefore probably due almost entirely to the instanta- 
neous reaction rather than to the slower secondary reaction. It 
seemed possible that better yields might be obtained if the inactiva- 
tion were brought about by the slow reaction. However, experiment 
showed that this was not the case but that on the contrary no reactiva- 
tion could be obtained in solutions which had been allowed to inacti- 


TABLE II 


Effect of pH during Inactivation on Reactivation 


Series of 10 ml. cn’stalline pepsin solutions titrated to pH noted. Kept at 20°C. 
until more than 90 per cent of activity had been lost. Titrated to pH 5.4, 
kept at 22°C., and activity determined after 24 to 48 hrs. 


pH at v.-hich inactivation occurred 

[Pb’Jnii. X 10’ of original solution V. 


After inactivation Jsriadn \ 

[casein F. . . . 

/Vfter reactivation • 

[casein I . . . . 

Per cent reactivated V . 

[casein I . . 


■I 

8.0 

8.5 

4.0 

4.0 

4.0 

400 

400 

400 

0.4 

0.5 

0.1 

0.10 

0 

0 

0.4 

0.6 

0.2 

0.8 

0.4 

0.35 

0 

2.5 

2.5 

0 

0.1 

0.1 


vate slowly at lower pH’s. The results of this experiment are shown 
in Table II. 

Effect of the Time of Standing after Neutralization .' — When the solu- 
tion is brought back to pH 5.4 and tested at once for activity it is 
found to be completely inactive. The activity slowly increases for 

^ The variation in the activity as measured by the liquefaction of gelatin or the 
hydroh'sis of casein after alkali inacti%’ation is due to the fact that the crude pepsin 
contains a gelatin liquefying enz>Tne which can only be removed by repeated 
crT.-stallization. This gelatin splitting enz>'me is more resistant to alkali than the 
pure pepsin. This point will be discussed more full}' in a subsequent paper. 
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24 to 48 hours and then decreases so that apparently there are again 
two reactions, one of which leads to the formation of active enzymes 
while on the other hand, the active material is being slowly destroyed. 
The amount of active material actually recovered then is the result of 
these two reactions. The results of such an experiment are shown in 
Table III. 

Effect of Concentration on Percentage of Reactivation . — The work of 
Anson and Mirsky on the reversal of denaturation of proteins indicates 
that the reaction is dependent somewhat upon the solubility of the 
denatured protein. Conditions which increase the solubility of the 
denatured protein are favorable for reversal while conditions which 


table m 

Effect of Time at pB 5.4 m Reactivation 

0.05 per cent pepsin solution titrated to pH 10,5 with NaOH at 22°C. for 10 min. 
Titrated to pH 5.4 with n/ 2 HCl. Activity determined after various time 
intervals at 22°C. 


Hfs. al 22*C. 

IPUlrol. X 

CeUtio V. 

Ca»in F. 

0 

0 

0 

2 


0 02 

18 

0 03 

0 20 

42 

0 03 

0 21 

63 

0 04 

0 25 

90 

0 045 

0 12 

114 

0 040 

0 10 


cause precipitation of the denatured protein are unfavorable. It 
seemed possible therefore that better yields would be obtained with 
more dilute solutions and this was found to be the case. There is 
even some indication that the concentration of active material recov- 
ered is nearly constant so that the percentage of activity recovered 
increases with the dilution. Table IV shows the results of the ex- 
periment in which the solution was diluted to various extents after 
being titrated to pH 5.4. Practically, however, it is not possible to 
work with solutions containing much less than 1 mg. of nitrogen per 
ml. owing to the very large volume. 
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A number of other experiments were done in an attempt to increase 
the percentage ^deld but without success. It is quite possible that the 
difference between these results and those of Tichimorow are due to 
the difference between dog pepsin and pepsin from pigs, since Anson 
and IMirsky have found that there is very considerable difference in 
the ease of reversal of hemoglobin from different animals. 

Tests for the Presence of Inhibiting Snbstmices.- — The possibility 
exists that the loss in activity is due not to destruction of the enzyme 
but to the formation of an inhibiting substance which depresses the 
activity of the enzyme and which disappears on standing at pH 5.4 
and thus liberates the active enzyme. This possibility can be rendered 
remote by testing the effect of the inactivated solution upon the ac- 

TABLE IV 

E^cct of Conccniralion on Reactivation 

Solution of ci^’stalline pepsin titrated to pH 10.5 with n/2 NaOH at 20®C. for 10 
min. Titrated to pH 5.4 with HCl, diluted with water, and kept at 22“C. for 

18 hrs. 


Mg. X /ml 

S 

mm 

2 

1 

O.S 




1 

[PU]ai X 10’ (casein F.) — original solution 

Immediately after titrat- 

800 

400 


100 

50 

ing to pH 5.4 

0 

0 


0 

0 

After 24 hrs. at pH 5.4 . . 
Per cent of activity re- 

1 

1 


0.5 

0.4 

covered 

0.1 

0.25 


0.5 

0.8 


tivity of normal pepsin solutions. If an inhibiting substance were 
present it would be e.xpected that the activity of a known amount of 
active enz>me when added to this inactivated solution would be de- 
creased since a large excess of inhibiting agent is usually necessary to 
completely inactivate the enzyme. No e\ddence for the presence of 
inhibiting substances could be found since active pepsin solutions 
diluted with a large excess of inactive solution show the same activity 
as when diluted vlth water. This result is shown in Table V. 

Tests for Completeness of Inactivation. — As shown in the previous 
paper the denatured protein itself is rapidly digested by the enzyme, 
and this furnishes a ver>- sensitive test for the presence of any active 












JOHN H. KORTHROP 


719 


pepsin in the solution after inactivation by alkali. The inactivated 
solution "when brought to pH 2.5 to 3 forms a heavy precipitate of 
denatured protein. Under these conditions this protein is rapidly 
digested if any active enzyme is present. It was found that when the 
inactivated solution was titrated to pH 2.5 no increase in soluble nitro- 
gen could be detected after 24 or 48 hours at 37°C. The addition of 
4 per cent of the same solution which has been allowed to reactivate at 
pH 5.4 caused a marked increase in the amount of soluble nitrogen 
under these conditions (Table V). It may therefore be stated with 


TABLE V 

Activity Deterenination on Inactivated Pepsin Solution 
6 per cent solution of crj’stalline pepsin titrated to pH 11.0 with n/ 2 NaOH 


i 

1 |PU|,s], X ID' 




50 ml. titrated to pH 5 rapidly, slightly cloudy solution « a 1 

0 

1 0 

100 ml. titrated to pH 3 rapidly, precipitate forms » b ' 

0 

■■ 

25 ml. titrated to pH S.4 and kept at 22®C. for 24 hrs. *■ c i 

0 05 ! 


Active pepsin solution diluted 1/ 100 with HtO I 

l.S 1 


with Solution a I 

1 6 

IS 


0^ t and 2 ml. Solution c added to 3 portions of 25 ml. of Solution b and nitrogen 
determined per mi. fiitrate after 0 and 24 hrs. at 37'’C. 


111. reactivated SoliitloQ c ' 

1 “ i 

1 

2 



0.12 1 

0 15 

after 24 hrs. at 37*C 



0.2S 


considerable certainty that not more than 2 per cent of the activity 
present in the reactivated solution was present after inactivation due 
to incomplete destruction of the original activity. In this experiment 
also no filtration or separation was made so that complicating factors 
such as adsorption of the active material by the precipitate, etc. 
seemed to be ruled out. 

It had been found before that a mixture of active and inactivated 
pepsin could be separated by precipitating the inactive and denatured 
protein with a mixture of sulfuric acid and sodium sulfate. In the- 
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reactivated solutions obtained in the present work, however, it was 
found that the very small amount of active material present was 
carried down nearly completely by the denatured protein under these 
conditions, so that a new method of separation had to be worked out. 
After a number of failures it was found that most of the denatured 
protein could be precipitated from the solution by adding acid verj’- 
slowly and carefully to the reactivated solution until it was just 
possible to filter off the precipitate formed. Under these conditions 
the active material is not carried down by the precipitate but remains 
in the filtrate. The addition of a slight excess of acid, however, causes 
all the active material to be retained by the precipitate. It seems 
probable that this result is due to the charge on the precipitate. The 
active pepsin is isoelectric at about pH 2.7 while the denatured protein 
is apparently isoelectric somewhere around 4.5, so that between these 
two pH’s the two proteins are oppositely charged and precipitate each 
other, while if the reaction is adjusted so as to be on the alkaline side of 
the isoelectric points of both proteins they may be separated. The 
gelatin liquefjnng material is carried dox\m with the precipitate even 
under these conditions so that this step seirv^es to separate the reacti- 
vated pepsin from the ‘ ‘gelatinase” as well as from the denatured pepsin. 
The active pepsin may be recovered from this filtrate by adjusting to 
pH 3 and half saturating with magnesium sulfate. The precipitate 
obtained in this way contains about 2/3 of the total recovered activity 
but has a specific activity of only about 1/10 that of the original 
crA'Stalline pepsin and evidently still contains large amounts of the 
denatured protein. !Most of the latter may be removed by dialysis 
against 1/100 normal hydrochloric acid for 2 or 3 days. Under these 
conditions the denatured protein is partly digested by the active 
enzi.'me present. The resulting clear solution is precipitated with 
magnesium sulfate and the precipitate now has about half of its 
original specific activity. It still contains quite a large amount of 
some protein material which appears to be isoelectric at about pH 5 
and from which the active enzjTue can be separated only with great 
difficulty. Successive fractionation with magnesium sulfate at pH 5 
gradually removes this inactive protein but no sharp separation could 
be made, and there is considerable loss in material at this point. 
Eventually, however, it was possible to obtain a small amount of a 
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TABLE VI 


Inaclivadon and Reactivation of Pepsin and Isolation of the Reactivated Enzyme 


Procedure 


Total [PUl 

1 IPUW» 


ia. 

■ Gel.V. 

Cas. F, 

Gel. V, 

, Cas,F. 

100 gm. cr>'stalline pepsin dissolved in 1 1. HiC 
Titrate to pH lO.S (pink to nile blue) + n/2 


17 

1700 

1 

100 

NaOH (800 ml.) at 22®C. for 10 min. 

Dilute to 10 1. 

Titrate to pH S.4 with n/ 5 HCl, stirred in slowly 


<0 0] 

1 <1 

0 

0 

so as to avoid local precipitation, at 22®C. for 24 hrs. 

Titrate with n/S HCl slowly until 0occulent 
precipitate just forms (pH about 5.2). 

Filter. 

1 

1.0 

IS 

0.06 

1 0 

Filtrate 

Fillratt 2. Titrate to pH 3.0 + HjSOr, MgSO« 
added till flocculent precipitate forms (about 350 
gm. MgSO« per !.)• Allowed to stand at 6*C. 
for 48 hrs. Supernatant siphoned off and precip* 
itate concentrated by centrifuging. Centrifuged 
cake put in collodion sacs and dialyzed against 
0 .01 HCl at 22®C. for 48 to 60 hrs. Nearly clear 
solution. Centrifuge. Supernatant titrated to ' 
pH 5.4 with NaOH and MgSOi added until pre- 
cipitate forms. 1 

Centrifuge, precipitate inactive. ' 

2 

! 

0 12 

10 

i 

1 

1 

1 ' 
1 ' 

4 

Supeniatant 

Supernatant 3. MgSOt added until flocculent pre- 
cipitate forms. 

Centrifuge, precipitate weak activity. MgSOi 
added again to supernatant until precipitate forms. 
This process is continued until supernatant fluid has 
about proper specific activity per gm. N. The 
combined precipitates may be fractionated again 
and some active material recovered. 

3 

0.012| 

1 

0.6 

40 

Combined Mother Liquors from MgSOi Precipitate. 
Solution 4. Titrate to pH 5.0 with H»SOi. Filter 
if cloudy and precipitate discarded. 

Filtrate. Saturate with ^IgSOi and filter. 

4 

0.000 

O.S ( 

D.9-10 

90-100 

Precipitate 

Precipitate 5 from 3 preparations combined. 
Dissolve at 40® C. with 0.2 to 0,3 ml. of water and 
0.1 ml. n/ 10 Na acetate. Cool slowly. Typical 
hexagonal blpyraimds in clusters form after 2 to 

3 hrs. 

S 

0.002 

0.17( 

).9-10 

90-100 
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protein wHch had the general properties of the original crystalline 
pepsin. A summary of the method of isolation is shown in Table VI. 
About 2 kg. of the cr}’’stalline pepsin were used and the yields 
combined. 

Control experiments like those shown in Table V were made on each 
preparation and showed that not more than 2 per cent of the activity 
could have been due to the presence of original enzyme which had not 
been inactivated. A small amount of this reactivated protein was 
crystallized under the same conditions as were used in crj'^stallizing 
the original pepsin. It formed typical hexagonal bipyramids indis- 
tinguishable from those of the original pepsin. The activity as 


TABLE vn 

Comparison of Properties of Original and Reactivated Pepsin 



IPUlgtn.N 

Mg. N to coagulate 

S ml. milk at SS'C. 
in 2 hrs. 

[al22»c. 

pH 4.6 

Gelatin V. 

Casein F. 

.s 

-tj 

Ui 

Original crystalline pepsin 

1.1 

1.0 

0.8 


■ 

<0.001>0.0005 

<0.001>0.000s 

-70 

-100 ± 10 

Reactivated pepsin | 


measured by the liquefaction of gelatin, the hydrolysis of casein, the 
hydrolysis of edestin and the coagulation of milk was the same as that 
of the original pepsin.- The optical rotation was measured on a very 
dilute solution and apparentl}'- showed a slightly different value from 
that of the original pepsin. The reading was somewhat uncertain, 
however, and it is doubtful whether tliis difference is significant. The 

- It will be noted that the activity of the recovered as well as the original pepsin 
as determined by the digestion of edestin is only half of that originally reported for 
crA-stalline pepsin. This difference is apparently due to some difference in the 
edestin preparation since a different preparation was used in the present work. 
Unfortunately the edestin preparation used prewously had been entirely used up 
but a sample of the original pepsin preparation was at hand both drj' and in gbxerin 
solution. This preparation now shows the same acti^dt}' in all other respects as 
that found earlier but is apparently less active with the new edestin. 
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protein is denatured and the activity lost again in alkaline solution. 
The results of these determinations are shown in Table VII. 

Attempts were made to compare the solubility of the reactivated 
and original pepsin but owing to lack of material these were not con- 
clusive. It was found that the active material forms solid solutions 
with the protein which is carried along in the purification and which is 
apparently isoelectric at about pH S. Addition of this protein to pure 
pepsin caused a marked decrease in solubility. The results with the 
rennet action confirmed Pawlow and Parastschuk's conclusion that 
the apparent separation of rennet from casein by alkaline activation is 
really due to the fact that the pepsin is reactivated under the condi- 
tions used for the coagulation of milk but not under the conditions used 
for the digestion of casein. 

Experimental Methods 

The methods used were the same as those described in the study of 
crystalline pepsin. The pH determinations were made colorimetri- 
cally without correcting for any effect of the protein present and arc 
only appro.ximately correct. 


SUIBMRV 

1. Pepsin solutions which have been completely denatured and 
inactivated by adjusting to pH 10.5 recover some of their activity 
when titrated to about pH 5.4 and allowed to stand at 22°C. for 24 to 
48 hours. 

2. Control experiments show that this inactivation and reactivation 
are probably not due to the effect of any inhibiting substance. 

3. A method of isolation of the reactivated material has been worked 

out. 

4. The reactivated material recovered in this way is a protein with 
the same general solubility, the same crystalline form, and the same 
specific proteolytic activity as the original crystalline pepsin. 

5. This furnishes additional proof that the proteolytic activity is a 
property of the protein molecule. 
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The reversal of the denaturation and coagulation of hemoglobin and 
globin has been described in previous papers (c/. review and literature 
in: Anson and hlirsky, 1931). This paper describes the preparation 
of crystalline, soluble, native protein from coagulated serum albumin 
and discusses the significance of the fact that this preparation offers so 
little difficulty. 

Relation of the Ease of the Reroersal of Denaturation to the Solubility of the 
Denatured Protein 

All denatured proteins are insoluble at their isoelectric points but 
soluble in acid or alkali. There are, however, considerable differences 
in the solubilities of different denatured proteins just as there are in 
the solubilities of different native proteins. Denatured hemoglobin 
is much less soluble than denatured serum albumin. In the absence 
of salts it is precipitated over a much wider range of hydrogen ion 
concentration around the isoelectric point than is denatured serum 
albumin and it is precipitated from acid solution by a concentration of 
salt which does not precipitate denatured serum albumin. Denatured 
egg albumin is even less soluble than denatured hemoglobin. Not 
only is it insoluble over a wide range of hydrogen ion concentration, 
but even when the denatured egg albumin appears to be dissolved by 
small amounts of acid or alkali there is aggregation or invisible precip- 
itation of the protein (unpublished viscosity e-cperiments). 
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Corresponding to these differences in solubility are differences in 
the ease of the reversal of denaturation. The denaturation of the 
relatively soluble serum albumin can be reversed with great ease; 
the denaturation of the less soluble hemoglobin can be reversed only 
by taking special precautions; while so far it has not been possible to 
reverse the denaturation of the very insoluble egg albumin at alld 
Some 75 per cent of denatured serum albumin is converted into soluble 
native serum albumin on neutralization of an acid solution of the 
denatured protein. It makes no difference in the yield whether the 
protein is rapidly brought to the isoelectric point in one step, or first 
allowed to stand for half an hour in a solution just acid dr alkaline 
enough to prevent precipitation. The same high yield is also obtained 
if the acid solution is one-tenth saturated with ammonium sulfate. 
In contrast, if an acid solution of denatured horse hemoglobin is 
rapidly brought to the isoelectric point, practically all the protein is 
precipitated. Reversal of denaturation is obtained, however, if the 
protein is first allowed to stand in a solution just acid or alkaline 
enough to prevent denaturation. Even with this procedure, no 
reversal is obtained and all the protein is precipitated, if the acid 
solution is one-tenth saturated with ammonium sulfate (Anson and 
Mirsky, 1925, 1929, 1930; Mirsky and Anson, 1929, 1930c). Finally, 
in the case of the very insoluble egg albumin, there is no reversal of 
denaturation or neutralization no matter how the neutralization is 
carried out. 

Experimentally, then, there are two different results of neutraliza- 
tion of an acid solution of denatured protein: precipitation or aggrega- 
tion of the insoluble denatured protein, and conversion of the insoluble 
protein into soluble native protein by the reversal of denaturation. In 
the three cases studied the more soluble the denatured protein is under 
the neutralization conditions, the easier and more complete is the 
reversal of denaturation. 

The fact that in the cases of serum albumin, hemoglobin, and egg 
albumin, reversal of denaturation is more difficult the more insoluble 
the denatured protein does not mean that solubility is the only factor 
which determines to what extent reversal takes place or whether it can 

‘Recent experiments, which remain to be confirmed, indicate that the dena- 
turation of egg albumin can under certain conditions be re%-ersed. 
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take place at all. Unfortunately the theory of the mechanism of the 
reversal of denaturation (like the theory of the mechanism of denatura- 
tion itself) is as yet in an unsatisfactory state. It is not clear why 
reversal should result at all on neutralization, since native proteins 
are unstable at their isoelectric points,® For instance, isoelectric 
methemoglobin or egg albumin coagulates slowly on standing, and 
rapidly on being shaken with air or toluol globules. Nor is it clear 
■why it should not be possible to reverse denaturation completely, at 
least on repetition of the reversal procedure. If the reversal procedure 
is carried out rvith denatured hemoglobin, 65 per cent of the protein 
is converted into a soluble form -while 35 per cent remains insoluble. 
If the reversal procedure is repeated with the part that remained 
insoluble, this time much less than 65 per cent of the protein is made 
soluble. The solution of the non-reversed fraction does not behave the 
same as the solution of the original denatured hemoglobin. 

A possible factor in causing this incompleteness of reversal is second- 
ary irreversible change in the protein caused by the denaturation pro- 
cedure but distinct from denaturation. In the case of hemoglobin there 
is not as yet any experimental evidence of such secondary change. It 
is known, however, that when egg albumin is heated there is, entirely 
apart from the formation of insoluble protein, a splitting off of ammo- 
nia (Sjfrensen and Sfirensen, 1925). Particularly interesting experi- 
ments have been done with pepsin. Ktihne (1877) discovered that 
pepsin is inactivated by alkali. Goulding, Borsook, and Wasteneys 
(1926) showed that there are two different kinds of inactivation by 
alkali, a rapid kind which does not go to completion except in strong 
alkali, but the extent of which depends on the pH; and a slow kind 
which always goes to completion, but the rate of which is proportional 
to the hydroxyl ion concentration. Northrop (1930; 1931), working 
for the first time with the pure pepsin protein, showed that both kinds 
of inactivation are accompanied by a formation of protein insoluble 
at the isoelectric point. The rapid inactivation and formation of 
insoluble protein, however, can be partially reversed by a procedure 
identical with that used for the reversal of denaturation, while by the 

® It must be remembered in this connection that suriace coagulation is most 
rapid at the isoelectric point. Under the conditions for reversal, it is much slower, 
indeed may not take place at all. 
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same procedure the slow kind of inactivation cannot be reversed at all. 
The simplest explanation of these results is that the rapid inactivation 
is simply denaturation of the protein, while the slow inactivation is a 
secondary irreversible change, perhaps a hydrolysis. 

Evidence That the Protein Has Been Denatured 

Iiisohfbility. — To prove that denaturation has been reversed it must 
be proved that the protein has been denatured in the first place. The 
serum albumin used in the neutralization experiments is prepared by 
the addition to native serum albumin of acid acetone which is, in 
general, an effective denaturing agent. Usually one can demonstrate 
that protein treated with acid acetone is denatured by showing that 
the protein is completely precipitated when brought to the isoelectric 
point. The relatively soluble denatured serum albumin, however, 
seems to be converted into native protein by just this procedure. 
This difficulty may be avoided by neutralizing at a temperature at 
which reversal does not take place. If native serum albumin is heated 
in acid solution, the protein is denatured but is kept in solution by the 
acid. If the acid is neutralized while the solution is still hot, the 
protein is completely precipitated. This precipitate of insoluble 
and hence denatured serum albumin may be separated, dissolved, and 
converted, with a yield of 65 per cent, into protein soluble in half 
saturated ammonium sulfate. 

Effect of Heating and Trichloracetic Acid on Yield. — Were 75 per cent 
of the acid acetone serum albumin undenatured and were there no 
reversal on neutralization, then heating the acid acetone protein or 
precipitating it with trichloracetic acid ought to result in further 
denaturation and hence in a lowering of the yield of soluble protein 
on neutralization. Actually heating and trichloracetic acid have no 
effect on the yield, indicating that denaturation by acid acetone has 
been complete and that soluble protein is obtained by the reversal of 
denaturation. 

SH and S-S Groups. — The high cystine content of serum albumin 
facilitates an entirely different and independent test for the complete- 
ness of denaturation and the reality of reversal. In general native 
proteins have few, if any, free sulfhydryl and disulfide groups, ivhile 
denatured proteins have a number of such groups corresponding to 
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the total number of cystine and cysteine groups in the protein (Mirsky 
and Anson, 19306; and unpublished experiments). Serum albumin 
treated with acid acetone or trichloracetic acid has the number of 
free sulfhydryl and disulfide groups characteristic of a denatured 
protein, and when soluble serum albumin is produced by the reversal 
of denaturation there is a corresponding disappearance of these groups 
(unpublished experiments). 


Historical 

The reversal of the denaturation of serum albumin was probably 
observed by Michaelis and Rona (1910). The experiments were not 
conclusive and there was some confusion in their interpretation, and so 
this investigalion unfortunately never received the attention it 
deserved. Spiegel-Adolf (1926), however, showed definitely that if 
heat coagulated serum albumin is dissolved in alkali or acid and then 
electrodialyzed, soluble, heat coagulable protein is again obtained. 
No attempt was made to crystallize the protein. Spiegel-Adolf 
believed, in addition, that certain compounds of serum albumin rvith 
acid and alkali can be heated without the protein being denatured at 
all. Actually, one cannot tell from the type of experiment given in 
support of this conclusion whether serum albumin has been denatured 
or not. 


EXPERDIENTAL 

Preparation oj Native Scrum /lliiiimiii.— Defibrinated horse blood is left in the 
cold until the corpuscles have settled. The serum is siphoned off and half sat- 
urated with ammonium sulfate which precipitates the globulins and the few cor- 
puscles which remain suspended in the serum. To each liter of filtrate is added 
20 gm. solid ammonium sulfate which results in an immediate and complete 
precipitation of the serum albumin in the amorphous form. Crystallization which 
is much slower and less complete than amorphous precipitation has the disadvan- 
tage that the protein may be fractionated and may in any case be changed on 
standing. The amorphous precipitate is filtered off and dialyzed in the cold 
against distilled water. 

Preparation of the Acid Acetone Pwder.— The preparation is the same as that 
of the acid acetone powder of globin (Anson and Afirsky, 1930). To a 5 per cent 
solution of serum albumin in 0.05 M HCl is added ten times its volume of acetone 
containing 2 cc. of 5 N HCl per h'ter. The resulfing predpitate is filtered, washed 
with acetone, pressed as dry as possible, and then dried in the air. The dry aibu- 
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min hydrochloride readily dissolves in water to give a clear solution. Most of the 
pigment present with the native serum albmnin remains in the acid acetone when 
the protein is precipitated. The small amount of pigment whidi remains with 
the protein is more green and less yellow than the original pigment. 

N cutralizalion Experiments.— li 0.1 N NaOH is gradually' added to a 2 percent 
solution of the acetone powder a point is reached at which a small precipitate is 
produced which increases with time. If 10 per cent more alkali is added the 
precipitate is redissolved. If 15 per cent less alkali is added no precipitate at all 
is formed. 

The addition of an equal volume of ammonium sulfate to a solution which has 
been neutralized to the precipitation point causes further precipitation. Some 
70 to 75 per cent of the protein, however, remains in the solution and has the 
properties of native serum albumin. The same result is obtained when the pro- 
tein is allowed to stand half an hour in more acid or alkaline solution before being 
brought to the precipitation point and half saturated with ammonium sulfate. 
The table gives the results of such an experiment. 


TABLE 


Ml. of 0. 1 N NaOH added to 10 ml. of 2 per cent 
odd albumin 

Percent of protein not precipitated by half satura- 
tion wth ammonium sulfate 

2.6 — precipitaUon point 

74 

0.8 X 2.6 

77 

0.9 X 2.6 

73 

1.1 X 2.6 

68 

1.2 X 2.6 

78 


Estimation of Yield with the Phenol Reagent. — To 1 ml. of filtrate from the 
solution half saturated with ammonium sulfate (in a Pyre.x test tube, not a pointed 
centrifuge tube) is added 9 ml. of water, and after mi.xing, 2 ml. of 20 per cent 
trichloracetic acid. The suspension is centrifuged and the supernatant solution 
poured off. The precipitate is dissolved in 2 ml. of 0.1 n NaOH and transferred 
with 23 ml. of water to a 50 ml. Erlenmeyer flask. 1 ml. of the phenol reagent 
(Folin and Ciocalteau, 1927) is added and then 1 ml. of 3 N NaOH. After 10 
minutes the blue color developed is compared with the blue color developed from 
a kno'sra amount of acid acetone albumin similarly precipitated with trichloracetic 
acid. 

The estimation of proteins with the original phenol reagent of Folin and Denis 
(1912) as introduced b\' ^^'u (1922) does not yield colors proportional to the pro- 
tein concentrations. Proportionality is obtained by the use of a higher concen- 
tration of the more soluble form of the phenol reagent described by Folin and 
Ciocalteau. Greenberg (1929) has made this same modification of "Wu’s proce- 
dure. The quantities he uses are somewhat different from ours and he adds the 
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phenol reagent after the alfcah*. In our experience, the procedure of Greenberg 
does not always jdeld perfectly clear solutions. 

Effect of Salt.—li 1 ml. of saturated ammonium sulfate is added to the 10 ml. 
of the 2 per cent acid albumin, then on neutralization with 2.6 ml of 0.1 n NaOH 
and half saturation with ammonium sulfate, 68 per cent of the protein remains in 
solution. 

Effect of ffeating , — ^The acid acetone solution is heated to lOO^C. for 3 minutes. 
On neutralization a 70 per cent yield of soluble protein is obtained. 

Effect of Trichloracetic Acid.— To 10 ml. of 2 per cent acid albumin is added 20 
ml, of water and 4.5 ml of 20 per cent trichloracetic acid. The precipitate is 
centrifuged, dissolved by the addition of a minimum amount of 0.1 n NaOH, and 
the solution after being made up to 12.6 ml. with water is half saturated with 
ammoixium sulfate. The yield of soluble protein is 76 per cent. 

In a similar experiment, native serum albumin is precipitated with 5 per cent 
trichloracetic acid and the precipitate dbsolved in an amount of alkali exactly 
equivalent to the trichloracetic acid \vhich remains with the protein. The yield 
of soluble protein is 74 per cent. 

Rtxersal of Beat Denaturation . — A mixture of 10 ml. of 2 per cent dialyzed 
native serum albumin and 3 ml of 0.1 n HCl is heated for 3 minutes at lOO^C. 
and then while still hot neutralized with 2.5 ml of 0.1 N NaOH. The resulting 
suspension is centrifuged. The clear supernatant liquid (which gives only a haze 
with trichloracetic acid) is rejected and the precipitate is readily dissolved in 3 
ml of 0.1 N HCl plus enough water to give a final volume of IS ml. I ml is removed 
to provide a standard in estimating the yield. The 14 ml are neutralized with 2 .9 
ml of 0.1 N NaOH and half saturated with ammonium sulfate. 65 per cent of the 
protein is left in the solution. 

Crystallization of *^Reversed” Scrum i4f6Kmi«. — The serum albumin may be 
cri'stallized from the neutralized solution of 2 per cent albumin by adding to each 
10 ml. of the solution half saturated with ammoruum sulfate 2 to 2.5 ml of satu- 
rated ammonium sulfate. It is better, however, to start with a more concentrated 
solution such as can be obtained by neutralizing a 5 per cent solution of acid albu- 
min with 0.2 N NaOH. In this case 1.5 to 2 ml. of saturated ammonium sulfate 
per 10 ml of half saturated suffices. The soluble serum albumin can be crystal- 
lized completely which indicates that half saturation with ammonium sulfate 
results in complete precipitation of denatured serum albumin even in the presence 
of a great excess of native serum albumin. The crystals of “reversed" serum 
albumin appear to have the same form as those of normal, native serum albumin, 

CONCLUSIONS 

1. It is possible to prepare crystalline, soluble, heat-coaguiable 
serum albumin from coagulated serum albumin. 

2. In the cases so far studied, the more soluble a denatured protein, 
the more easily its denaturation can be reversed. 
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A principal function of the leucocytes is phagocytosis, the removal 
by ingestion of foreign particles and the products of injury from the 
blood and tissue spaces. The process of phagocytosis involves the 
spreading of the leucocyte over the surface of a particle until the latter 
is completely enclosed. In the body, phagocytosis is enormously aug- 
mented by the deposit of serum proteins on the surface of the particle, 
and it is proving possible to define with some e.vactness the charac- 
teristics of the surface thus formed on the particle which produces a 
maximum tendency to phagocytosis (1). Concerning the spreading 
surface, the surface of the leucocyte, however, much less is known. 
The present study was undertaken principally with the obj'ect of 
gaining such information about the phagocytes and their surfaces as 
was possible by the interfacial technique; it was later broadened to 
include a study of lymphocytes, erythrocytes, and several types of 
leucemlc cells. 


j1 / alerial and Methods 

Rabbit Celts. — The rabbit large mononuclear* and polymorphonuclear phago- 
cytes were obtained from sterile peritoneal exudates. The poiymorphonudear 
exudates were elicited by intraperitoneal injection of 0.85 per cent NaCl by a 
method which has been fully described (2). The mononuclear exudates were 
elicited by intraperitoneai injection of light paraffin oil; this method will be de- 
scribed in a forthcoming publication (3). Each type of cell was washed in sterile 
0.85 per cent NaCl and resuspended in the same medium. Small samples of these 
suspensions were used for the present study, and the remainder were used for 
phagocytosis experiments. Both types of leucocytes functioned noTtnaUy in 
phagocytosis. For the rabbit phagocytes we are indebted to Dr. BalduiuLuckf. 

• No attempt was made at further classification of the large mononuclears by 
vital staining. 
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Human Cells. — These were obtained by pricking the finger and diluting the 
resulting drops of blood with Locke solution or 0.85 per cent NaCl solution. These 
suspensions of unwashed blood cells were used as the aqueous phase in interfacial 
preparations. 

Mouse Cells. — For the mouse cells we are indebted to Dr. J. Furth. Mice suffer- 
ing from lymphoid leucemia (4) were bled from the heart; the blood was diluted 
with Locke solution, and heparin, (final concentration of heparin, 1 : 10,000 approxi- 
mateh"), was added to prevent clotting. The cells were washed and resuspended 
in Locke solution. In other instances leucemic lymph nodes were cut up in Locke 
solution and the cells were washed and resuspended in Locke solution. 

Chicken Cells. — Chickens, normal, tuberculous, or suffering from myeloid leu- 
cemia (5) were bled from the wing vein. The blood was diluted with Locke solu- 
tion and heparinized; the cells were washed and resuspended in Locke solution. 
Chicken myeloblasts and myelocytes similar to those used have been illustrated by 
EUermann (6) . For the chicken cells w'e are also indebted to Dr. J. Furth. 

Temperature. — The experiments were conducted at room temperature. 

Interfacial Technique.* — This is exceedingly simple. A droplet of 0.85 per cent 
NaCl or of Locke solution containing the cells and a droplet of oil are placed near 
each other on a carefully cleaned microscope slide. A large cover-slip is laid on 
top of them; this spreads both drops into films which meet along a line across the 
slide; the oil tends gradually to displace the water under the cover-glass; the oil- 
water interface therefore moves slowly in the direction of the aqueous phase. 
This slowly advancing interface is kept under continual microscopic observation, 
by the use of a mechanical stage, as it progressively overtakes the cells in the aque- 
ous phase. Information is thus obtained by direct observation regarding the 
wetting of the cells by both phases at the oil-water boundary; moreover under 
certain conditions the cells are subjected to compressing or to stretching forces at 
the interface, so that information regarding their plasticity and fluidity is obtained. 

Contamination of the advancing oil-water interface by protein or other adsorb- 
able impurities sometimes causes difficulty. This effect is reduced to a minimum 
by keeping the test suspension as free as possible of impurities, and by making ob- 
servations during the first minutes after setting up the preparations. 

Experhnenial Results 

The Observed Behavior of Various Blood Cells at the Oil-Water Inter- 
face.— Ohstxv&tiovi of various blood cells by the interfacial technique 
has showTi that they fall into two definite categories, i.e., those whose ex- 
ternal surfaces are hydrophilic and those whose external surfaces are 

* For description and illustration of this technique, see Mudd, S., and Mudd, 
E. B. H., /. Exp. Med., 1924, 40, 633 , 647; 1926, 43, 127. A modified procedure 
permitting of more quantitati\'e treatment has recently been developed by Nugent 
(Nugent, R., J. Physic. Chem., 1931, in press). 
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relatively hydrophobic. All types of leucocytes studied fall within 
the hydrophilic group; the outer surfaces of mature mammalian and 
chicken erythrocytes are relatively hydrophobic. A further sub- 
division has appeared within each of tliese groups with respect to 
the resistance offered to the deforming and stretching forces at the 
interface. 

The cell behavior at the interface will therefore be described under 
four types, A and B, (hydrophilic cell surface) and C and D, (relatively 
hydrophobic cell surface). These four types are illustrated in Fig. 1 . 
That cell which most frequently exemplifies the type of reaction under 
discussion has been used in each instance; every effort has been made 
to have the drawings correspond as faithfully as possible to the actual 
appearances under the microscope. It is to be noted, however, that 
the lines and dots, which are black in the drau-ing, appear bright 
against a dark background in the dark-field microscope, with which 
most of the observations have been made. 

It is to be remembered that the slow but sustained movement of 
the oil-water boundary in the direction of the aqueous phase is an 
essential feature of the experimental arrangement. In each column 
of Fig. 1 there is shown the sequence of events as one type of cell is 
overtaken by this slowly advancing interface. 

Type A is most characteristically exhibited by the mononuclear 
phagocyte, although it is shown also in a smaller percentage of cases 
by the other types of leucocytes studied. In Fig. 1 , A 1 , the advancing 
interface is about to overtake a rabbit mononuclear suspended in the 
aqueous phase. In A 2 the oil has come into contact with a small 
part of the surface of the floating cell which it pushes before it. Be- 
ween A 2 and A 3 the cell is supposed to have touched the microscopic 
slide, to which it adheres strongly. In A 3 the general line of the ad- 
vancing interface has passed beyond the cell, but the interface is 
retarded locally by the adherent cell, from whose surface the oil is 
Unable to displace the water. The cell is thus subjected to a consider- 
able pressure. One effect of this pressure is to tear the cell near its 
place of attachment to the glass, leaving a little granular cytoplasm 
behind the interface in the oil phase as shown in A 3 to A 6, inclusive. 
Another effect of this pressure is to press some of the cytoplasm and 
its enveloping membrane into rather blunt, stiff projections (A 3 to A 5, 
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Fig. 1 . The behav-ior of cells at an oil-water interface. Each column represents 
a typical sequence of events as a cell is overtaken and passed by the advancing 
interface. For details see te.vt. 
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Fig. 1 . The behavior of cells at an oil-water interface. Each column represents 
a tj-pical sequence of events as a cell is overtaken and passed by the advancing 
interlace. For details see te.vt. 
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inclusive). In A 4 and A 5 one of these pseudopod-like projections 
is shown, limited by the delicate line of the surface, and filled with an 
optically clear cytoplasm; tlie granular cytoplasm has suffered little 
deformation in spite of the pressure upon it. Such proj'ections, filled 
with optically cleat cytoplasm and enveloped in the surface membrane, 
are frequently seen when the mononuclears are pressed upon by the 
advancing interface, often in more striking form than here represented. 
In A 4 and A S the interface has advanced still further, but, failing to 
displace the water from the celt surface, still suffers local retardation 
by the adherent cell. The interfaces closing in about the cell from 
each side are just about to make contact with each other in A S. Be- 
tween A 5 and A 6 the contact is supposed to have been made and the 
new interfacial line quickly returns to a minimal area, (7) leaving 
behind the cell still enclosed in a delicate envelope of water. 

The two most striking features of this sequence are the failure of 
the oil to displace the water from the cell surface, and the high vis- 
cosity of the cell cytoplasm. 

In Column B a rabbit polymophonuclear leucocyte is represented 
as floating before an advancing interface. In B 2 the oil lias made 
contact with part of the surface and the cell is momentarily carried 
ahead of the interface. In B 3 the stress along the interface is tending 
to make the cell lenticular; the nucleus is no longer visible; whether it 
is broken or is merely obscured by the rapid deformation of the granu- 
lar cytoplasm we do not know. Unable to withstand the interfacial 
stress, the cell is torn asunder; the cell detritus lowers certain local 
interfacial tensions, and the interface runs forward locally (B 4); the 
visible granules are scattered in the oil and water phases or swiftly 
swept out of the field along the interface hke beads sliding along a 
string. A portion of the cell usually escapes complete disintegration; 
such a fragment is shown in B 4 and B 5 retarding the interface. In 
B 6, as in A 6, a new interfacial line has formed and contracted to 
mim'mal area, leaving belund in the oil a fragment of the disinte- 
grated cell still enclosed in a droplet of water. 

The features of tlie typical polymorphonuclear leucocyte (Type B), 
which contrast with the typical large mononuclear (Type A), are the 
lower viscosity of the cytoplasm of the polymorphonuclear cell and the 
lesser resistance of this cell to the stretching forces of the interface. 
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Both t>"pes of leucocyte are alike in the hydrophilic nature of the 
external surface. Types of behavior intermediate between A and B 
are of course observed; they are seen with all types of leucocytes, but 
have been noted as most characteristic of lymphocytes. 

Consider now the reaction types with cells of relatively hydrophobic 
surface properties, the mammalian and chicken erythrocytes. In C 1 
a normal and a crenated rabbit erythrocyte are represented as sus- 
pended in the aqueous phase. In C 2 the oil has made contact with 
the normal red cell surface; in C 3 to C 5, inclusive, the red cells are 
drawn to lens shapes by the interfacial stress; the oil readily displaces 
the water from the cell surfaces and the cells slip through the inter- 
face into the oil without, or with scarcely perceptible, retardation of 
the interface. A cinematograph of such a sequence with human 
er 3 dhrocytes has been published (8). In the case of the crenated red 
cell the outer membrane is folded into projections. As this cell enters 
the interface between C 2 and C 3 the outer membrane is pulled out 
by the interfacial stress until the folds give way to a smooth contour, 
(C 3 to C 5, inclusive). This cell also finally slips through into the 
oil. In the oil the red cells are ordinarily not visible. 

The features of this mammalian erythrocyte reaction which deserve 
emphasis are: first, the ease with which the water is displaced by oil 
from the cell surface, second, the fluidity of the cell contents; the 
cell is pulled into a lens by the interfacial stress as a liquid im- 
miscible in both phases would be.; and, third, the structure of the 
outer membrane, which may be folded into projections and stretched 
to a smooth contour, but which resists disruption by the interfacial 
stress. 

In Column D are represented two chicken red cells, the one normal 
and floating in the aqueous phase, the other adherent to the glass. In 
such a preparation the red cells settle out onto the glass within a few 
minutes, and, as obsen'ation continues, more and more of the cells 
in contact with the glass are hemolysed. Such contact hemolysis 
by glass has been described for mammalian erythrocytes by Fenn (9). 
The hemolysed chicken erythrocyte appears in the dark-field to have 
a pale, silvery outline and a brighter, more granular nucleus than the 
normal cell. In Fig. 1 the chicken cell in contact with the glass is 
represented with the granular nucleus, intended to indicate injury, 
but with the bright golden outline of the unhemolysed cell. 
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lu D 2 the floating cell is momentatily pushed ahead of the advancing 
interface. Between D 2 and D 3 the floating cell has turned over so 
that its two larger axes lie in the plane of the boundary surface; hence 
the cell is viewed in D 3 from its edge. Such an orientation is the usual 
rule when non-spheroidal objects, such as spermatozoa, spirochetes or 
bacterial rods, enter the interface. In D 4 tliis cell is slipping out of 
the boundary surface into the oil, with scarcely perceptible retardation 
of the interface. 

In D 2 the water is displaced by the oil from one end of the cell 
adherent to the glass. Between D 2 and D 3 this cell has suddenly 
disintegrated with consequent local running forward of the interface. 
The injured nucleus of the disintegrated cell, however, markedly 
resists entering the oil. This nucleus is represented as having become 
adherent to the glass between D 3 and D 4. The further advance of 
the interface is retarded locally in D 5 by the adherent nucleus; how- 
ever, the interface is represented as pulling over the nucleus in D 6, 
leaving the nucleus behind in the oil. In other instances the injured 
nucleus is left behind the interface still enclosed in a droplet of water. 

This high resistance to wetting by the oil is believed to be a prop- 
erty of the granular-appearing injured nucleus, in which the proto- 
plasm is probably coagulated. In an uninjured chicken erythrocyte, 
little or no structure can be seen within the nuclear membrane; when 
such a cell disintegrates in the interface the nucleus appears to offer 
comparatively little resistance to passage through the interface. 

In most preparations the erythrocytes, both mammalian and avian, 
are invisible in the oil. Occasionally, however, for reasons that are 
not wholly clear, the details of the process by which the erythrocyte 
slips out of the interface into the oil may be made out. The erythro- 
cyte touches and tends to adhere to the glass, the interface passes over 
that part of the red cell which is in contact with the glass, thus stretch- 
ing the erythrocyte into a pear-shaped body with the stem attached 
to the glass under the oil and the base still momentarily in the inter- 
face. With further advance of the interface the base of the pear- 
shaped erythrocyte is pulled out of the interface into the oil and the 
cell there tends to contract to its usual shape. 

The outer surface of the chicken erythrocyte, like that of the mam- 
malian red cell, is relatively hydrophobic. Whether or not the outer 
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membrance is inherently less resistant than that of the raammalian 
erj^hrocyte to disruption by the interfacial stresses we have never 
been able to determine with certainty. Certainly many of the 
chicken erythrocytes settled out on the glass do go to pieces in the 
interface, but the possibility of injury by contact with the glass cannot 
be excluded. The injured, and probably coagulated nucleus, displays 
marked resistance to wetting by the oil. The behavior of these 
injured nuclei in the interface is very much like that of heat-injured 

TABLE I 


Peritoneal Exudate from Rabbit 


Cell type 

1 Test oil 

1 

No. of c.t- 
periments 

Reaction types, 
average 

Remarks 

Large mononuclears 

Triolein 

3 ! 

per cent 

A, 95 B, 5 1 


U ii 

Tricaprylin 

4 1 

A, 90 B, 10 i 



Tributyrin 

2 

A, 90 B, 10 i 


« n 

Cyclohe.xane 

3 

A, 75 B, 25 


41 i{ 

Mineral oil 

7 

A, 85 B, 15 


Polymorphonuclears 

Triolein 

3 ! 

A, SO B, 50 



Tricaprylin 

6 

A, 45 B, 55 


“ 

Tributyrin 

2 

A, 60 B, 40 


44 

Cyclohexane 

5 

A, 15 B, 85 


it 

Mineral oil 

5 

A, 15 B, 85 


Erythrocytes 

Triolein 

4 

C 100 

Interface slightly 

ii 

Tricaprylin 

5 

i 

C 100 

retarded 

<< 

Tributyrin 

2 

C 100 


li 

Cyclohexane 

3 

C 100 


It 

Mineral oil 

2 

C 100 


Lymphocytes 

Mineral oil 

2 

A, 80 B, 20 



human polymorphonuclear leucocytes and heat-coagulated globulins 
(S, 10). 

The Dislribution of the Reaction Types among Various Cells . — The 
sources and kinds of cells studied, the oils used as organic phase and 
the reaction types obseiA’’ed are set forth in Tables I to IV, inclusive. 
The mammalian erythrocytes all fell within Type C, and with one 
exception no significant differences were detected with the several 
oils used. The exception was triolein. The saline-triolein interface 
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was distinctly, although slightly, retarded in passing over each eryth- 
rocyte. Tins effect could plausibly be attributed to the polar double- 
bonds of triolein, which doubtless tend to orient themselves toward 
the water phase; however, we have no further evidence on this point 
at present. 


TABLE II 


Nonmt numan Blood Cells 


Cell t>pe 

Tejtoil 

Ko otci- 
perimeau 

RcncUon types, 
averase 

RemztLs 

Polytnotphonuclcars 

Triolein 

1 

per cent 

A, 75 B, 25 



Tricaprylin 

4 

A, 20BS0 



^Mineral oil 

2 

A, JOB, 90 


Erythrocytes 

Triolein 

1 

ClOO 

Interface slightly 

<1 

1 Tricaprylin 

6 

ClOO 

retarded 


, Mineral oil 

4 

ClOO 


Ljaaphocylcs 

Tricapr>Un 

4 

A, 40 B, 60 

Some Intermediate 

“ 

Mineral oil 


A, 5 B, 95 

reactions 


TABLE in 


Blood Cells of Lymphoid Lcuccmic Mouse 


Source ot celb 

Cell type 

Test oil 

No. oI 
experi- 
ments 

Keacti’on types, 
average 





per cent 

heucemia blood 

Polymorphonuclcars 

Tricaprylin 

3 

A, i5B,85 

“ “ 

U 

Mineral oil 

4 

A, 20 B, SO 

« 41 

1 Erythrocytes 

Tricaprylin 

4 

C 100 

“ “ 

44 

Mineral oil 

3 

: C 100 

** blood and 

lymph nodes 

Lymphocytes 

Tricaprylin 

7 

A, B, and inter- 
mediate 

heucemia blood and 
lymph nodes 

« 

Mineral oil 

S 

A,B,aEd inter- 
mediate 


The chicken erythrocytes fell ■within Type D as already described. 
The majority of rabbit mononuclear phagocytes fell within Type 
A, the minority within Type B j the same was true for the large mono- 
nuclear leucocytes of chicken blood. In contrast to this result were 
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membrance is inherently less resistant than that of the mammalian 
eiylhrocyte to disruption by the interfacial stresses we have never 
been able to determine with certainty. Certainly many of the 
chicken eiydhrocytes settled out on the glass do go to pieces in the 
interface, but the possibility of injury by contact with the glass cannot 
be excluded. The injured, and probably coagulated nucleus, displays 
marked resistance to wetting by the oil. The behavior of these 
injured nuclei in the interface is very much like that of heat-injured 

TABLE 1 


Peritoneal Exudate from Rabbit 


Cell type 

1 Test oil 

Xo- of c-c- 
penments 

1 Reaction types, j 
1 average 

Remarks 

Large mononuclears 

Triolein 

3 

per cent 

A, 95 B, 5 



Tricaprylin 

4 

A, 90 B, 10 


H ii 

Tributyrin 

2 

A, 90 B, 10 


n n 

Cyclohexane 

3 

A, 75 B, 25 


H ii 1 

Mineral oil 


A, 85 B, 15 


Polymorphonuclears 

Triolein 


A, 50 B, 50 


it 1 

Tricaprylin 


A, 45 B, 55 


i* 

Tributyrin 


A, 60 B, 40 


it , 

Cyclohexane 


A, 15 B, 85 


“ 

Mineral oil 


A, 15 B, 85 


Erythrocytes 

Triolein 


C 100 

Interface slightly 

it 

Tricaprylin 

5 

C 100 

retarded 

it 

Tributyrin 

2 

C 100 


(( 

Cyclohexane 

3 

C 100 


ii 

Mineral oil 

2 

C 100 


Lymphocytes 

Mineral oil 

2 

A, 80 B, 20 



human polymorphonuclear leucocytes and heat-coagulated globulins 

(S, 10). 

The Distribulion of the Reaction Types among Various Cells . — The 
sources and kinds of cells studied, the oils used as organic phase and 
the reaction types observ'ed are set forth in Tables I to IV, inclusive. 
The mammalian erythrocytes all fell within Type C, and with one 
e.xception no significant difierences were detected with the several 
oils used. The exception was triolein. The saUne-triolein interface 
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was distinctly, although slightly, retarded in passing over each eryth- 
rocyte. This effect could plausibly be attributed to the polar double- 
bonds of triolein, which doubtless tend to orient themselves toward 
the water phase; however, we have no further evidence on this point 
at present. 


TABLE n 

Normal Human Blood Cells 


Cell type 

Test oil 

No. ot ex* 
pemnenU 

Reaction types, 
average 

Remarks 

PolymoiphonucJcars 

Triolein ^ 

1 

ptr ttnt 

A. 75 B, 25 



Tricaprylin 

4 : 

A, 20 B SO 


« 1 

^tineral oil 

2 

A, 10 B, 90 : 


Erythrocytes 

Triolein 

1 

C 100 

Interface slightly 

u 

Tricaprylin 

6 

ClOO 

retarded 
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I 
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; A, B, and inter- 

lymph nodes 
Leucemia blood and 

Mineral oil 

8 

mediate 

A^B^andinter- 

lymph nodes 




mediate 


The chicken erythrocytes fell within Type D as already described. 
The majority of rabbit mononuclear phagocytes fell within Type 
A, the minority within Type B ; the same was true for the large mono- 
nuclear leucocytes of chicken blood. In contrast to this result were 















OC^TES 


•X. i2 

"li c. 


ri to 

Vi — * 

Ci- ts ifj 

W O s 

« sn ^ 
rS ^ 

o g a 

c 


9. - ® . 


^ ir> ^ 
= C4 => 


_ xfi 

'A >/}'-' 


1.. u 


I oO§^2 

^ • >-K 

\ r: ^ 


< < ^ 


vn S' =°_ 


^ ^ ^ 

00 vr> 


JO I 

5 ~ 

S u 


%%^ 

V- ci c. 

& a rt 

c4 ^ O 

; .y .E -C 

’o 

o 

C 

*-si ® 

&| s 
•- -S •= 

• W «r-* 





I 

Si: ^ 

’r " o 


^ - -a 

O'* ^ 


i 'a 'ri - "a ^ 

I'- ^ u 
\ 's 


Tricapry";; 



STUART TIXJDD .AND EMILT U. U. MUDD 


7-13 


those with the polymorphonuclear leucocytes of rabbit, man, mouse, 
and chicken. In eacli species the behavior of the majority of \»ly- 
morphonuclear leucocytes corresponded to ^lype 11, that of the minor' 
ity to Type A. The percentages given in the tables are based on 
estimates, not on e.\act counts, and are very rough. However, the 
accuracy of the estimates is more than suilicient to warrant the con- 
clusion that the polynnorphonuclcM leucocytes arc on the average 
more fluid cells, less able to withstand the stretcliing forces of the 
interface, than the mononuclear leucocytes.* 

Both kinds of rabbit leucocytes disintegrated in the interface in a 
higher percentage of cases when cyclohc.vane and mineral oil were 
used than with the other test oils. Tliis result is in harmony with the 
fact that the oil-water intcrfacial tension, and hence the stretching 
force to which the cells were subjected, (sec next section), is e.\tremcly 
Iflgh with cyclohe.\ane and mineral oil (12). 

The number of observations with normal lymphocytes and with 
leucemic cells was not so large nor were the dilTerentiations so clear 
that we care to give them emphasis. It was evident, however, that 
these cells conformed to the general leucocytic reaction patterns, and 
had hydrophilic surfaces. 

One experiment with the immature leucocytes of a chicken with 
myeloid leucemia deserves passing mention. In tills e.\periment 
(Table IV) the very immature cells of the granulocytic scries, the mye- 
loblasts, behaved in the interface much like rabbit mononuclears; 
the mature myelocytes, on the other hand, resembled the polymor- 
phonuclear leucocytes in their intcrfacial behavior as in their mor- 
phology. 

Analysis of Intcrfacial Tension Rclaiions . — Since the progressive 
movement of the oil-water interface brings it successively into contact 
with the test cells in the aqueous phase, we need not here consider, 
as in colloidal aggregation problems, the factors Influencing probability 

* Whether or not any given cell disintegrated in tlie interface depended in part 
upon whether it was freely suspended or adherent to the glass. The adherent cells 
were more frequently disintegrated than those freely suspended (</. Penn, 11), 
Since the mononuclears arc larger than the polymorphonuclear leucocytes and 
readily sedimented out, this effect only serves to make the relatively greater resist- 
ance of the mononuclears to disintegration the more striking. 
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of collision. Let us consider, therefore, the free energy relations when 
the cell has reached equilibrium in the boundary surface. 

When three phases which do not mix are in contact with each other, 
the three surfaces of separation meet in a line, straight or curved. The 
case under consideration is that of a cell in the interface between two 
immiscible liquids. Supposing the cell to be spherical and the surface 
uniform, the line of contact would form a circle on the surface of this 
sphere. Let O (Figs. 2 and 3) be a point in the line of contact, and 
let the plane of the paper be supposed to be normal to the line at the 
point 0. 

Let .4 be the aqueous phase of the preparation; let B be the organic 
phase, and C the disperse phase (cell). We have then three surfaces 

Orgonic Phase 



of separation, AB, the aqueous-organic phase interface, CA, the cell- 
aqueous phase interface, and CB, the cell-organic phase interface. 
The corresponding interfacial tensions (i.e., intensity factors of the 
interfacial free energies) in the surfaces meeting at the point 0 are 
Tab, Tea and Tcb. Let the angle at which AB meets the tangent CA 
at the point O be the contact angle, d. 

If the disperse phase were a liquid it would in general be deformed 
by the tension in the surface AB. If Tab > Tea -j- Tcb the liquid 
droplet would be spread in the interface, li Tab < Tea Tcb the 
droplet would assume some such lens shape as is shown in Fig. 2, 
the e.xact angles between the three surfaces of separation being de- 
termined by the values of the three interfacial tensions. Such lenses 
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in air-water interfaces have been measured and figured by Coghill and 
Anderson (13). 

The interfacial technique shows tlut mammalian red blood cells 
do actually become lenses in the oil-water interface (see Fig. 
Column C) and also illustrations from moving pictures of erythro- 
cytes in oil-water interfaces (8). The red cell is obviously not a homo- 
geneous liquid. Its behavior in the interface strongly suggests, how- 
ever, that it is a liquid surrounded by a surface membrane which is 
a plastic solid or possibly a liquid of high viscosity.* 

The question naturally arises as to whether the lenticular erythrocyte 
in the interface represents a true equilibrium of the three interfacial 
energies. An alternative e.cplanation of its shape would be that the 
erythrocyte surface was really under a stretching force in the surface 
AS, (i.e., Tab > Tea -f Tcb), but that spreading was prevented by the 
structure of the cell or its surface membrane. Tea and Teh are not 
measurable and offer no help in answering this question. However, the 
often-repeated observation that the folded surfaces of crenated eryth- 
rocytes are pulled out to smooth lenses by the interfacial stress, 
makes us believe that the surface membrane is really under a stretching 
force. 

The surface of the erythrocyte is evidently not strongly hydrated 
since it offers only a minimal resistance to passage through the inter- 
face into the oil. Nevertheless it does not pass spontaneously out of 
the interface into the oil. Hence, Tea < Teb -f Tab and Tcb < Tea 
-f- Tab. 

The interfacial tension relations for the erythrocytes of the chicken 
seem to be similar to those for mammals. 

* A solid does not undergo permanent change of shape unless the deforming 
stress exceeds a certain value. A liquid subjected to shearing stress, however 
small, undergoes continual deformation, although the rate of change of shape may 
be exceedingly low (14). So far as may be judged by observations of such short 
duration, the red cell once stretched by the interfacial tension to a smooth lens does 
not undergo further stretching with time and should therefore be judged to be a 
solid. The possibility cannot be excluded, however, that longer tension might 
produce further deformation. 

An important paper on Surface films as plastic solids, OVilson, R. E., and Ries, 

E. D., in Colloid symposium [monograph. New York, The Chemical Catalog 
Company, Inc., 1923, 1, 145), should be consulted in this connection. 



746 


PROPERTIES OF LEUCOCYTES AND ERYTHROCYTES 


If the disperse phase is a solid or a jelly too stiff to be readily de- 
formed by the interfacial stresses, it cannot be pulled into a lens. In 
this case the line of contact of the three surfaces of separation is 
itself pulled over the surface of the particle until the conditions of 
equilibrium are satisfied. 

At equilibrium Tch ~ Tea -f- Tab. cos d. 

If Tcb > Tea -f Tab the cell will not be in equilibrium in the 
interface but the line of contact will be displaced toward the surface 
of greatest tension until the cell is entirely enveloped in the aqueous 
phase. Similarly were Tea > Teb -{- Tab the line of contact would 
be displaced toward the aqueous side until the particle would be en- 
tirely enveloped in the organic phase. 

Organic Phase 



Thus low tensions in the cell-water interface {Tea) tend to bring 
about a position of the cell in the interface such that the contact angle 
0 is small and the bulk of the cell is in the aqueous phase. Such a 
position in the interface conversely indicates a low value of Tea relative 
to Tcb and strongly suggests that the cell surface is hydrated. It is 
important to remember, however, that the equilibrium position in 
the interface indicates the relative values of Tea and Teb and not the 
value oi the cell -water interfacial energy alone; it can only be used 
with this reservation in mind in drawing inferences as to the hydro- 
phobic or hydrophilic nature of the cell surface. 

The equilibrium position in the interface of the rabbit large mono- 
nuclear leucocyte is approximately that just described. The indi- 
cation thus given that the surface of the rabbit monocyte has strong 
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affinity for water is confirmed by the subsequent behavior of the cell 
toward the advancing interface (See Fig. 1, Column A). 

By this method we have not been able to detect or infer differences 
in the interfacial tensions for the several types of leucocytes. The 
obvious differences are in the resistance to deformation of the poly- 
morphonuclear and mononuclear cells. The majority of polymorpho- 
nuclear leucocytes under the conditions of our experiments were de- 
formed by the interfacial stresses until their internal organization 
broke down and the cells were disintegrated. 

Allanpts lo Determine Isoelectric Points of Leucocytes .- — Many ef- 
forts were made to determine the isoelectric points of the washed 
leucocytes in the Northrop-Kunitz cataphoresis cell (15). Catapho- 
resis of the washed leucocytes suspended in various buffers presented 
no serious difficulties, and the direction of migration of the leucocytes 
regularly changed at reactions in the region of pH 4.0 to 4.4. Certain 
peculiarities, however, aroused suspicion. In the cataphoresis cell 
containing leucocytes all visible particles and cells moved with prac- 
tically the same velocity; in the usual cataphoresis e.'tperiment, some 
specks of foreign material are almost always to be seen moving at dif- 
ferent velocities, even in the opposite direction, to the principle objects 
of study. Collodion particles were therefore mixed with the leucocyte 
suspension and were found to move at the same rate and to reverse di- 
rection of migration at the same pH as the leucocytes. Collodion 
particles alone at pH 4.0 have a high negative charge. It was thus 
made evident that readily adsorbable substances were present in the 
suspensions of leucocytes in buffers, probably due to injury of some of 
the cells. Since we have thus far found no way to avoid this effect 
we have temporarily abandoned the attempt to determine the isoelec- 
tric point of the uninjured leucocyte. 

A similar effect with erythrocytes in acid buffers has recently been 
described by Abramson (16), and has been noted by L. T. Bullock and 
the writer, studying red cells treated with tanmn. 

It would seem that such effects have been too little considered in 
recent experiments directed toward determination of the electrical 
properties of filterable viruses. When ground-up tissue containing a 
virus together ivith a mixture of substances of unknown properties is 
suspended in a buffer, adsorption comple-xes of altogether unpredictable 
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character may be formed. Experiments on the cataphoretic and 
adsorption behavior of such mixtures should be interpreted with ex- 
treme caution. 


DISCUSSION AND SUiEUARY 

The resistance to deformation of polymorphonuclear neutrophile 
leucocytes under the conditions of our observations has been shown 
to be on the average considerably less than the resistance to deformation 
of large mononuclear leucocytes. It is recognized of course that the 
viscosity of leucocytes, as of other cells, may be markedly influenced 
by osmotic conditions (17), by the reaction of the suspending medium 
(IS, 19), by temperature, or by injury (20, 21). Although the condi- 
tions of our observations were quite different from those of the body, 
they were nevertheless closely similar to those of simultaneous phago- 
cytosis experiments in which the cells functioned e.xceedingly well (3). 
^Moreover E. R. and E. L. Clark (22) have noted that polymorpho- 
nuclear leucocytes in the tails of living tadpoles were more fluid than 
the macrophages. And Goss (23) in microdissecting human poly- 
morphonuclear neutrophiles reports that they are more fluid than the 
clasmatocytes and monocytes studied by Chambers and Borquist (24). 
Other types of leucocytes have in our experience seemed to fall between 
the large mononuclear and the polymorphonuclear leucocytes in their 
average resistance to the interfacial tensions. 

The leucocyte of each type studied is surrounded by an exceedingly 
delicate membrane. This membrane appears under the dark-field 
microscope as a pale, silvery line not distinguishable by inspection 
alone from a simple phase boundary between two immiscible liquids. 
That this is a membrane, however, and not a mere interface between 
immiscible phases, seems certain. In the first place the cell cytoplasm 
and the suspending medium are not immiscible. When the cell or- 
ganization is broken down by the interfacial tension the greater part 
of the cell contents is immediately dissolved or dispersed. Goss (23) 
has noted that v.’hen the membrane is torn with a microdissection needle 
disintegration at once spreads over the membrane and the cytoplasm 
undergoes profound change. Moreover it is improbable that a simple 
phase boundatx' could e.xist in the presence of so much protein, lipoid, 
and other surface active materials as are present in protoplasm; the 
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tendency of these substances to lower the free interfacial energy must 
necessarily tend to their adsorption in the interface until, if suffident 
material is available at the interface, an adsorption film or membrane 
may be formed. 

Kite (25), in a pioneer microdissection study, described the poly- 
morphonuclear leucocyte as “naked” protoplasm. The contradiction 
between this statement and those just made is more apparent than 
real. For the capacity swiftly to form a limiting membrane between 
itself and other liquids is an attribute of “naked” protoplasm, as 
has been shown by the beautiful experiments of Chambers (20). 

The present study of the wetting properties of leucocytes shows that 
their external membranes are hydrophilic,* a character suggesting a 
surface in which proteins, probably bound water andsalts (27), possibly 
the polar radicles of soaps or fatty acids, rather than non-polarlipoid 
groupings, are predominantly exposed. This makes it the more re- ■ 
markable that a cell of such fluidity as for instance the polymorpho- 
nuclear leucocyte, composed largely of water and of water-soluble 
materials, should maintain its integrity in an aqueous medium with 
the aid of a membrane so delicate and so mobile.! The mobility of 
the membrane, frequently e.xtended in forming new pseudopodia or 
spreading over the surface of particles being ingested, must require 
constant entrance into and e.xit from the membrane of component 
materials, and their constant reorganization there. The limiting 
factors in the reformation of such a membrane would be the amounts 
of adsorbable materials available and their rates of movement up to 
the surface rather than the time required for orientation there, since 
the latter phenomenon is exceedingly rapid. Harkins (29), for instance 

* It is well known that the hydration o£ proteins is related to the pH of the 
medium. Hugent has shown that this applies also to proteins in thin surface 
membranes (26) . Our expetimenU with rabbit mononuclear and polymorphonu- 
clear cells were conducted in a faintfy acid medium, i.e., 0.85 per cent NaCi in 
laboratory distilled wafer; other cells were for the most part studied both in 
faintly add (0.85 per cent NaCl) and faintly alkaline (Ringer-Locke soinUon) sus- 
pending media. j 

t However protoplasm has been likened to liquid crystals by W. T. Bovie and 
others (28), It is not unlikely that protoplasm owes its integrity to its own inter- 
nal organization as well as to differentiated surface layers. 
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has calcvilated that at a water-water vapor interface at 20“C., from 
the area occupied by one molecule of water, a molecule would jump 
out into the vapor and a vapor molecule would fall into this area of 
the surface 7,000,000 times in one second; the time of orientation of 
the water molecule he estimates to be of the order of 1/100,000,000 
second or less- 

The mammalian erythrocyte possesses a surface membrane capable 
of being folded and of withstanding tension in the interface. This 
has also been stretched by microdissection needles (21). 

The surface of the erythrocyte, as evidenced by its wetting properties, 
is relatively hydrophobic, relatively non-polar in character, as com- 
pared with the leucocyte. Evidence indicating that the erythrocyte 
surface contains both lipoid and protein components has been sum- 
marized in earlier papers (S, 30). We have little to add here other 
than to point out that the wetting properties of the chicken erythro- 
cyte surface are similar to those fully described for the mammal. 

A serious source of error in certain isoelectric point determinations 
is discussed. 
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SALT EFFECTS ON EGGS AND NAUPLII OF ARTEMIA 
SALINA L. 
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(Accepted for publication. May 9, 1931) 

INTRODUCTION 

Among the organisms inhabiting strong brines, the Arthropods are 
yvell represented. Crustacea (Abonyi (1), van Donne (2), Schman- 
kewitsch (11)), Coleoptera (von Lengerken (9), Hase (4)), Diptera 
(Jones (6)), and Hemiptera (Entz (3)) abound in solutions which often 
contain more than 25 pet cent solids and which should be, according 
to certain authors (Schmidt (12)), azoic. 

While the number of protists with naked cell surfaces is also high in 
these solutions, and protoplasm should, therefore, be able to absorb 
water and nutrient from this unusual environment, the arthropods 
have the advantage that this unusual plasmic mechanism need be 
confined only to the mesodaeum, as the remainder of the body surface 
in contact with the milieu umbianl is effectively chitinized. 

In the case of Artemia salina,* the brine shrimp, used chiefly in our 
investigations, this can be easily demonstrated by means of vital dyes 
which, in the uninjured animal, penetrate only the columnar epithel- 
ium of the mid-gut (see, for other opinions, Martin and Wilbur (10)). 
It has been known for a long time that Artemia is capable of living lor 
days in solutions of potassium permanganate, potassium bichromate, 
and silver nitrate. 

This fact might suggest that the organism is particularly resistant 
to these substances; a conclusion, however, that is not warranted by 
the facts. For, as Dr. Herbert Warren has shown in this laboratory, 
the organism possesses in the muscular mechanism of its loop-shaped 
proctodaeum a most efficient means of hermetic closure of the gut. 

* For the extensive literature, see Abonyi (1). 
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Experimentally, this may be tested by placing the animals in sea water 
to which a fine suspension of barium carbonate has been added. The 
presence of this substance in the gut can be immediately ascertained, 
and it was found that actual ingestion of the particles was often de- 
layed for more than 2 days after the animals were placed in the solution. 

Artemia, therefore, has a means of checking effectively the passive 
intake of the liquid environment (it is a Strudler, in the sense of Lang). 

If we want to test the effect of various substances in the environment 
vc^on Artemia, the voluntary closure of the proctodaeum might obscure 
the results to a marked degree. The variable results obtained by us 
with adult shrimps may be chiefly ascribed to this factor. 

As the gut is formed in the late nauplius stage, before the second in- 
star, it seemed advisable to work with the nauplius stage exclusively. 

The eggs of Artemia are available, the year around, in huge quantities. In the 
spring when the salt crust in the salines becomes dissolved and the environment 
reaches a favorable salinity, the “winter eggs” of the shrimp swell and burst. The 
nauplius, after having passed through about fourteen instars (Heath (5)), reaches 
maturity and produces eggs. By this time, the pool has become more concentrated 
with the advanced season. The eggs float on the dense brine, the wind drifts 
them leeward, and by further evaporation of the pool the eggs are beached in 
long windrows, often about a half inch thick and 3 to 4 feet wide. 

The yield in eggs of a two-acre saline near Marina, California, over the 1928-29 
season, was conservatively estimated by us at 100 pounds. About twenty pounds 
of eggs were cleaned by screening and washing, and showed, even after one year, 
almost 100 per cent “germination.” Artemia is, therefore, available as a homo- 
geneous and easily transported material and is well worthy, because of its curious 
behavior, to become a physiological standard object. 

Ecdysis 

The eggs are spheroidal, somewhat angular objects; in a dry condition, often 
with a concavity. They average 2Q0n in diameter. The color varies from creamy 
white to almost blackish brown. A mass of the eggs has a sepia brown color. 
Spangenberg (13), who described the ecdysis of Branchipiis {Branchinecta) , points 
out that the process in Artemia is quite similar and that the eggs possess two 
membranes. The outer (Eikapsel) is hard and unyielding, chiefly composed of 
chi tin; the inner (which arises from the chorion) is very thin and yielding, and is 
proteinaceous in nature. When Artemia eggs are placed in sea water, the outer 
capsule will burst after about 20 hours at room temperature. The nauplius will 
be still enclosed in the inner membrane, which is still attached to the outer capsule 
bj' the chorion, but hangs down from it, as Spangenberg says “wie die Gondel am 




The rapidity of both membrane formation and the ecdysis of the naunh-us is 
markedly influenced by temperature. Fig. 1 shows that optimal temperature lor 
oth processes hes around 30°, although the speed is still considerable at 22°C 
in 50 cc. flasks in the solution to be tested, and incubated at 
a c. the frequency and speed of both membrane formation and aauplii ccdysis 
were noted several times during the day. As abnormalities, we observed in certain 
solutions tile loosening ot the inner membrane prior to the appearance of the 
nauplius and the mass death of naupiii immediately after eedyais. 
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The Influence of Hydrogen Ion Concentration 

As it was found that the eggs hatched well in pure NaCl solutions 
and also in phosphate, mixtures were made of NaCl 1 mol, NaH 2 P 04 
1/30 mol, Na 2 HP 04 1/30 mol, HCl 0.1 mol, and NaOH 0.1 mol. 
Membranes were formed in the entire range of pH 1.7 to pH about 13 
(0.1 mol NaOH). Nauplii hatched in 0.1 mol NaOH and also in very- 
acid solutions (pH = 2). It is hardly probable, therefore, to support 
the contention of Labbe (7), who claims that the distribution of the 



Fig. 2. Survival of adult Artemia as a function of salt concentration (after 
Martin and Wilbur). 


brine organisms is dependent upon pH. Moreover, evidence is ac- 
cumulating to show that the limiting influence of acids and bases 
depends more upon the concentration of the undissociated acids than 
upon the pH. 

Effects of Concentration 

As Martin and Wilbur (10) observed, the adults of Artemia survive 
in solutions of MgCl 2 , CaCU, HCl, and NaCl. The astonishing fact 
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2 5u 

— 



NaCNS 

0 

01-0 78* 

— 


— 

0 01 

— 

- 

NaBr 

0 

01-2.0* 

0 01-2 

0* 

— 

— 

— 

mKm 

Nal 

0 

Ol-O 7* 

_ 



KilnM 

— 

— 

NajSOi 

0 

01-2 0 

0 01-2 

0* 

— 


— 

0 01 

NaNOj 

0 

01-0.70* 

O.Ol-O 

70* 


0 56 

— 

“ 

KCl 

0 

01-0.78* 

— 



0 01 

— 

0.01 

KI 

0 

01-0 70* 

— 


liCT 

— 

mmm 

0 0! 

KBr 

0 

01-0 70* 



— 

0 01 

- 

0 01 

K}SO< 

0 

01-0 SO 

— 


— 

0,10 


0.10 

KNO, 

0 

01-0.70* 

— 


— 

0 01 


0.10 

T.?ri, 

0 

01-0.78* 

— 


— 

0 01 

- 

0.01 

RbCl 

0 

28* 

— 



— 

m»m\ 

0.28* 

NH,CI 

BaCJ, 

CaCl, 

MgCl, 

SrCl. 

0 

0 

0 

0 

0 

01-0 78* 
01-1 4' 
01-1.7 
01-1.5 
01-1 2 

0 01-1 
0.01-0 
0 3-0 

4 

8 

6 

1 8 

1 6 

1 3 

0.01 

0 01 

1 5 

0.9 

0 65 

1 8 

1 6 

1.5 

0 01 
O.IS 
O.Ol 
0.01 

0 55 


‘Highest concentration tried. 


table u 


Sait 

1 Membrane 

Nauplit 

Remarks 




Survival >6 days 
Survival >6 days 





0.5 


Survival >6 days 


0.42 ' 


Survival >6 days 


>0.7 




0 6-0.7 

0 38 
>0 7 




0.4 

j .. . 



0 40 

0 20 

0 40 

Survival 4 days 



' 0.36 

! 0 20 


Survival 2 days 



0 1-0.2 




! £.20 

















Fig. 3 jtjq 4 

Fig. 3. Optimal membrane formation in various solutions as a function of time 
Fig. 4. Optimal development of nauplii in various solutions as a function of time 
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was brought out that KCl was very toxic (see Fig. 2). This fact was 
substantiated by us, for the nauplii failed to develop in solutions con- 
taining more than 0.1 mol KCl. The following table gives the results 
of our work with solutions of simple salts. In certain solutions, where 
bacterial growth was apt to occur within 2 days (Urea, NaNOj), the 
results may be influenced by this factor. 

The incubation time is, in some instances, dependent upon concen- 
tration; but the osmotic effect (if present) is entirely overshadowed by 
the chemical influence of the particular salts. Figs. 3 and 4 show the 
ma-ximal appearance of membranes, in respect to nauplii in various 
concentrations of the same salt, as a function of incubation time. 
Table II shows the “optimal” concentrations (highest frequency of 
membranes and nauplii formed) for various salts. 

When we take from this table only those solutions that support life, 
we find: 


Avera2« (or 

Opu'cntl 
{or mtmbrue 
fomkSiUo& 

OplUD»l 
lor Nauplii 


tmI I 

nut 

Na salts 


0.24 

Alkaline earths 

0.23 

0.4S 

T7 !■/>-» 

1.20 

0 40 





With the exception of NajSOj, which showed high values (0.42 mol, 
0.2 mol) membrane formation might be caused, at least partly, by 
osmotic processes, as the values increase with diminished dissociation. 
No sudi osmotic factor is suggested for the appearance of nauplii, 
however. The range of NaCl concentrations suitable for life in 
Anemia (0-3.S mol) is so great, moreover, that it would be difficult to 
account for this phenomenon by osmotic theory. 

As remarked before, Artemia, far from being indifferent to the 
environment, is intensely specialized. Sodium salts alone 
appear to be the most favorable, and the anions also play an important 
role. There actually remain only NaCl and NaBr as solutions capable 
of causing normal eedysis; for even the chlorides of Ca and Mg, while 
able to permit life for a few days, are definitely to.xic. 
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Antagonisms 

Early in our work, it was found that filtered sea water, to which 
traces of KNO3 and K2HPO4 were added (in order to induce the devel- 
opment of algae) was a convenient solution for bringing Artemia to 
maturity ab ovo. Sea water contains K, Mg, and Ca and, moreover, 
potassium salts were added. 

The natural environment of Artemia is often very rich in magnesium, 
so the fact suggested itself that a certain antagonism should be present. 


wK 



Fig. S; Diagram illustrating salt antagonism in Artemia. The small dots 
represent membrane formation, the large dots represent nauplii. In the areas 
a, b, c, and d no development took place. 

In our work, we have tried only three and four salt combinations, 
namely, the chlorides of Na, K, Mg, and Ca, always to a total molarity 
of 1 M. 

The objection may be raised that this gives only a one-sided picture, 
inasmuch as the nature of the antagonism may vary with the concen- 
tration (as one of us has demonstrated for Dunaliella) . Also, it gives 
no picture of the influence of anions, which is apparently secondary but 
not negligible. However, we had to stay within the normal limits of 
experimental possibilities, as the present study already involved sev- 
eral thousand cultures. 

Fig. 5 gives the result of the work with three salt combinations. 
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The smaU dots represent salt combinations in which membrane 
formation alone was observed; the heavy dots represent combinations 
m which nauplu appeared and remained alive for several days. 

It may be seen directly that sodium is able to antagonize K in pro- 
portion of 0.9 to 0.1 molar. This antagonism persists after addition 
of Mg up to 0.5 mol MgCh and, upon addition of CaCh up to 0.3 
molar. In the areas a, b, c, and d, no development of any kind took 
place. In order to obtain the compiate four-salt picture, the three 
outer triangles in Fig. 5 may be rotated on their central sides, making 
the three points (marked K) coincide. In that way, a tetrahedron is 


/lo/f 



Fig. 6. Three dimensional diagram showing range of development of Aricmia 
mupHi. 


formed and it remains only to determine the physiological possibilities 
of the combinations represented fay points inside that solid. Instead 
of tabulating the results obtained, we shall represent them diagram- 
matically in Fig. d. Here, the dotted lines delimit the “forbidden 
areas," while the shaded area represents the salt combinations in which 
nauplii appear and remain alive for several days. The remainder of 
the tetrahedron represents salt combinations in which membrane 
formation, only, was observed. 

Arlemia represents, therefore, an organism that is very sensitive to 
potassium salts. The toxic effect of these salts may be antagonized to 
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a small degree by sodium and, to a lesser extent, by magnesium and 
calcium. Martin and Wilbur (10), who did the pioneer work on salt 
antagonism in Artemia, report that “in two experiments, one with 
0.1 mol NaCl + 0.2 mol MgCb; the other with 1.38 mol NaCl +0.162 
mol MgCb +0.03 mol CaCb, mobility persisted more than 300 hours 
on the average. No other mixtures gave better results than pure 
NaCl solutions.” 

The solutions described by these authors are all situated close to the 
point in Fig. 4 marked 1 .0 Na. It is, therefore, possible that the adult 
has slightly more restricted salt requireinents than the nauplius. , It 
must be pointed out, however, that survival time of adults is not a 
good quantitative measure, as explained earlier in this paper. 

Artemia and I is Natural Environment 

During the evaporation of sea water in the solar salines, Artemia 
appears at an early stage. The reason why it does not occur in the 
open ocean is probably a question of food, combined with its total 
defenselessness.* Artemia continues to increase until most of the 
CaS 04 is precipitated from the sea water. (When the “brine worms” 
die, the brine is transferred from the pickle pond to the saltern.) At 
this point, the molarity in NaCl is about 2.7 and, therefore, not high 
enough to cause death. The potassium increases up to 0.1 molar only 
in very concentrated brines, so this factor may hardly account for the 
death of the shrimp. Inasmuch as Artemia disappears together with 
Diinaliella, its principal food, this might account for its disappearance, 
although the red bacteria, which cause the red coloration of the bit- 
terns, may be used to a certain extent. It is most probable, however, 
that the increasing Mg content of the brine is more important. This 
factor, combined with the sudden depletion of the food supply, might 
well account for the disappearance of the “brine worm.” 

The distribution of Artemia in the inland salines checks well with 
the facts observed in the laboratory. In desert lakes, rich in potas- 
sium, Artemia is signally absent; while Ephydra, the brine fly, occurs 
in great masses. In Great Salt Lake, which is chemically like a sea 

* Students of Professor G. E. MacGinitie report Artemia salina in a haul from 
Elkhom Slough, California, which is directly connected with the open ocean. 
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SALT EFFECTS 


ON SWARMERS OF DUNALIELLA VIRIDIS 
TEOn 


Bv L. G. M. BAAS-BECKDJG 

(From Ike Jacqua UA Labaralory of Stanford University, Pacific Grove) 


(Accepted tor publication. May 9 , 1931) 

The green polybkpharid flageUate Dtmalielh viridis occurs in 
“• ■>” »“ ■ 

It is a naked, green biaagellate (12 X 8p), with a cupshaped chro- 
matophore and a red eye-spot. The nucleus is situated in the colorless 
Mterior portion, In the posterior part we find a doughnut-shaped 
starch-body and a pyrenoid, which is often situated in the centre of 
the starch-body. In a previous communication (2) it could be estab- 
lished that this flagellate must be looked upon as an organism the 
outer surface of which has lyophilic properties and a pronounced 
negative charge. 


This charp may be related to the toxic effect exerted by calcium 
and magnesium salts which, in rather low concentrations, cause the 
disorganisation of the organism. The environment of the organism 
however, often contains considerable quantities of both these metals! 
We know, to be sure, of a great many alkaline lakes in which only 
traces of Ca and Mg are present; but in the evaporation of sea water 
m the range of densities in which Dunaliella thrives, these elements 
form a considerable percentage of the total dissolved matter as 
Table I (recalculated from Usigiio (7)) shows. 

Even in strong bitterns, chiefly containing magnesium sulfate and 
chloride, the flagellate appeared after several months of incubation. 

In order to test the effect of various quantities and proportions of 
Na, Mg, and Ca, two strains of Dunaliella (one from Marina, Califor- 
nia, marked M and one from Sand Springs, Nevada, marked S) were 
transferred to two parallel series, one at a pH of 6; the other kept at a 
pH of 9 by means of K-phosphate mixture. All cultures contained, 
765 
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moreover, 0.02 per cent NaaSO^ and 0.02 per cent KNO3. Table II 
shows the combinations of the chlorides used in the experiment. 


TABLE I 


Cations in sea water— evaporates (after Usiglio) 


Specific gravity 

Molarity in Na 

Molarity in Mg 

Molarity in Ca 

lUg ^] 

lCa«-J 


0.50 

0.055 


5.0 


0.95 

0.105 


5.5 

1.126 

2.63 

0.289 


8.3 

1.214 

3.80 

0.426 


23.7 


TABLE n 


Molarity oj Cations Used in Antagonism 


Na 

Mg 

Ca 

Na 

Mg 

Ca 

Na 

Mg 

Ca 

Na 

Mg 

Ca 

1 

0 

0 


0 


1 


0.01 

1 

IB 

0.1 

2 

0 

0 


0 



0.1 

0.01 

2 

IB 

0.1 

3 

0 

0 


0 

0.01 



0.01 

3 

IB 

0.1 

4 

0 

0 


0 




0.01 

4 

m 

0.1 

1 

0.1 

0 

1 

0 

0.1 



0.01 

1.67 


0.67 

2 

0.1 

0 

2 

0 

0.1 



0.01 

1.67 


0.60 

3 

0.1 

0 

3 

0 

0.1 



0.01 

1.67 

0.14 

0.53 

4 

0.1 

0 

4 

0 

0.1 


D9 

0.01 

1.67 

0.20 

0.47 

1 

0.2 

0 

1 

0 

0.2 

1 


0.01 

1.67 

0.27 

0.40 

2 

0.2 

0 

2 

0 

0.2 



0.01 

1.67 

0.34 

0.33 

3 

0.2 

0 

3 

0 

0.2 


HQ 

0.1 

1.67 

0.41 

0.27 

4 

0.2 

0 

4 

0 

0.2 

2 


0.1 

1.67 

0.47 

0.20 

1 

0.5 

0 

1 

0 

0.5 

3 


0.1 

1.67 

0.54 

0.13 

2 

0.5 

0 

2 

0 

0.5 

4 


0.1 

1.67 

0.60 











1.67 

0.67 



.A total of 2 X 2 X 57 = 228 cultures 


The algae were grown, aerobically, in 50 cc. flasks, in the “hght bo.x," under 
continuous illumination* at a temperature varying between 22°C. and 2i°C. 

* The box is 50 cm. square, 80 cm. high. Central illumination is supplied by 
three 40 watt lamps. 
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The series was started January 18, 1930 and examined at regular intervals until 
July, 1930. 

In the Sand Springs salt (collected November, 1926), apparently only Dunalidla 
cysts and a few fungus spores were left; for no other organisms appeared in the 
cultures. From the salt from a small lagoonal pond neat Marina, California, 
collected July, 1929, several organisms could be cultured besides the Dumliella 
viridis. There appeared in certain cultnres: 

(o) Orange cysts, reminiscent of DutialicUa saliita. 

(6) Pink bacteria (Peirce 6). 

(c) Fungi. 

(d) A bluC'green alga (Glototltccc ? or RItahdodcnm ?). 

(c) A colorless flagellate {Amphimonas ?). 

The cultures from Marina gave, therefore, a better picture of the ecological 
assembly in the natural environment than the cultures from Nevada. 

Within two weeks, the following cultures from Marina and Sand 
Springs showed copious development, independent of concentration of 
sodium chloride: 


pH 9, 1, 2, 3, and 4 molar NaCl no magnesium, no calcium 

0.01 mol Ca 

“ “ “ “ “ “ “ “ 0.1 mol Mg no calcium 
“ “ “ 0.1 mol Mg 0.01 mol Ca 

There was, however, considerable variation, even within this series 
of four. In no instance did the incubation time markedly vary with 
the NaCl concentration. In any molarity of NaCl, very rapid devel- 
opment took place (marked increase within 3 to 6 days after inocula- 
tion). While both the magnesium and calcium retarded the develop- 
ment markedly, the calcium, was the more toxic of the two, as could 
be predicted from previous experience. The cultures containing 
both magnesium and calcium developed in a very short time. So it 
was thought that, perhaps, the two metals might be antagonistic in 
their effect upon Dumliella. It must be remembered, however, that 
in an organism like Dumliella, both morphologically and physiologi- 
cally plastic, the term “to-xic” applies only with certain reservations. 
For the powers of adaptation of this flageUate are great and it is not 
unlikely that even in solutions high in wlcium and magnesium, it 

might develop, be it after a very long period of time. 

The antagonisms, as described originally by Loeb (4) and others, 
are, in a way, more “dramatic” in their action. So also are the cal- 
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cium-magnesiuin antagonisms, as described by Meltzer and Auer (5) 
and, more recently, by Gellborn (3). To be sure, the all-or-nothing 
principle applied more or less to the experimental series described 
here, inasmuch as certain combinations of salts seemed to be utterly 
unsuitable; srill, we have to remember that our experiment lasted 
only six months. 

While taking incubation time as a measure of toxicity of an environ- 
ment, we are aware of the inadequacy of this yardstick. For the 
retardations in development may be due to “previous experience” of 
the organism which, both as a colloid and as a living being, reflects its 
earlier history into the “new” environment. The strain from Marina 
had passed only one transfer with heavy infection on an artificial 
medium while the Sand Springs strain had passed two transfers on 
the same medium, which had the following composition*: 

Tapwater 

per cent 


KNOj 0.05 

K 2 HPO 4 0.05 

MgS04 0.05 

NaHCOs 0.1 


Salts to a final concentration of 15 per cent. 

pH adjusted to about 9. 

The behavior of both strains showed a rather striking parallelism, 
which encouraged me to believe that the results express a rather 
general response of Dunaliella towards its environment. 

The Measurement of Antagonism . — It would be futile to measure 
antagonism by a statistical treatment of the results obtained, because 
of the great number of variables introduced into the experiment. The 
variable factors are: acidity, incubation time, molarity in sodium, in 
magnesium, and in calcium. 

It was thought advisable to group three variables together, namely, 
incubation time, magnesium, and calcium concentration. The way 
in which the degree of antagonism was determined is shown in Fig. 1. 

The plotting of the effects of antagonism may be done by means of a 
phase-diagram if the variables are homogeneous. However, if we 

* Suggested by Dr. C. B. van Niel. 
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have three heterogeneous variables as in the present case, another 
method may be used to advantage. Fig. 1 represents, on the ordinate, 
the eSect on incubation time of concentrations of a substance a; on the 
abscissae, the effect of concentrations of a substance i. A biological 
variable, for instance incubation time, is introduced. 

If a concentration of 6 alone causes an incubation time of bs and a 
concentration of a alone causes an incubation time of ai and the two 



Fig. 1, Influence ot salts a and b upon incubation time (dotted lines). Effect 
additive; no antagoaism. 

substances show no antagonistic action we may expect their action to 
be additive. The point Ca represents, therefore, the combined effect 
of the two salts. This point cj is situated on the line and simi' 
larly a point Ci, additive effect of nnd as will be situated on the Jine 
a,b,. We obtain, therefore, a series of straight and parallel isochrones 
or lines of equal incubation time. 

If there is any antagonism in the action of substances a and b the 
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isochrones will tend to show protrusions in the direction of maximum 
antagonism (Fig. 2). 

The angle a is a measure of the antagonism arc.tg — ‘ in which 

^ant 

baat and Cant represent the antagonistic concentrations of the substan- 
ces a and b, if we assume that this antagonism, in the range of con- 
centrations of a and b is independent of the concentration. In the 
present paper we will find that, over small ranges of concentrations 



Fig. 2. Influence of salts a and b on incubation time (dotted lines). Antag- 
onism, measured/by tga. 

this happens to be the fact; otherwise the bundle of curves would be 
like those depicted in Fig. 3. 

Fig. 4 shows the application of the principle to cultures from Ma- 
rina at pH 9 in various molarities of NaCl. When there are very- 
large amounts of Mg required to detoxify the calcium, the determina- 
tion loses much of its accuracy. As a matter of fact, there is a great 
deal of arbitrariness in the construction of the “contour” lines. Still, 
it seemed ad-visable to mention the matter here as it gives an approxi- 
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Fig. 3. Antagonism of substances a and h. Non-linear. 


TABLE HI 



1 Avenges 

Average 



Mol N» 

Number 

o{ 

cultures 

Mol Mg 

MolCa 

Mg/Ca 

iUg/Ca from i&cubatioa 
tj’ae 

Marina pH 9 

1 

13 

0.17 

0.08 

2.1 

4.0 

2 

12 

0.18 

0 07 

2.6 

6.0 


3 

8 

0 14 

0.018 

7.4 

lO.O 


4 

7 

0.086 

0 OIS 

5.8 

20.0(?) 

Sand Springs 

1 

9 

0 1 

0.09 

1 1 

4.5 

pH 9 

2 

6 

O.I 

0.005 

20 0 

6.0 

3 

4 

0 075 

0.0075 

10 0 

9.0 


4 

3 

0 033 

0 0067 

4.9 

18.0 


mate measure of antagonism and also because it might be a useful 
method for the study of this phenomenon. 
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As the incubation time at pH 6 is long and rather uncertain and 
as the number of developing cultures at pH 6 was so small, only the 
results at pH 9 are mentioned here. 

Even if we take the averages of the magnesium-calcium ratio of the 
cultures that did develop, we see that there seems to be an antagonism. 
The last column in Table III shows that more magnesium is required 



Fig. 4. Antagonistic action of calcium (ordinates) and magnesium (abscissae) 
of Duitaliella viridis in various molalities of sodium (1-4). 


to detoxify the calcium at higher concentrations of sodium chloride. 
Now, when we consider Table I again we see that when sea water 
evaporates, the magnesium-calcium ratio increases with the increasing 
NaCl content of the brine. This ratio, plotted as a function of NaCl 
concentration, shows discontinuities at the points where calcium car- 
bonate and gypsum precipitate. Fig. 5 shows that the antagonisms, 
as measured in Dumllella, vary with the NaCl concentration in the 
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same range as the Mg/Ca ratio in sea water varies with its NaCl 
concentration. 

Inasmuch as magnesium per se seems toxic to Dunaltetta, the upper 
concentration limit seems to be determined by the calcium concentra- 
tions in its environment. 

Now, neither in the natural brines from Sand Springs nor in the 
natural brine from Marina, could we detect any calcium or magnesium 


of (<\ MAwoUr w.Ut 
Si orvkMtv m DunoUtUa a> a ri,inctiAA 



with the usual chemical methods. Still, both strains behaved as if 
they were adapted to the chemical environment created by the evap- 
oration of sea water. 

It is, therefore, not strictly permissible to speak about “calciphobic” 
or “calciphilic"; only the study of the interplay between all the cations 
concerned (and in other organisms, also the anions) determine the 

character of an organism. . , , „ n\ 

At the hydrogen ion concentration studied (pH 9), the calcium and 
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magnesium were still in solution. The margin for precipitation for 
the calcium was narrow, as certain cultures, despite the heavy phos- 
phate buffering, might well have transgressed pH 9.2 and so caused 
the Mg/Ca ratio to be upset. In no instance could large increases in 
pH be demonstrated. (Some cultures showed even a slight decrease.) 
The fact that calcium and magnesium proved to be so very toxic in 
acid media cannot be accounted for by precipitation of these metals in 
the alkaline cultures. From Table I we may learn one other thing. 
The absolute amount of magnesium increases very rapidly above any 
concentration in which, at corresponding molarities of NaCl, we ob- 
served development within 6 months. This confirms the practical 



*0 2.0 3.0 40 riol Nod 


2 


m blu^grtcn 

mill 

^ Rnkbocitria 
DunoUtifa vir'idib 


Fig, 6, Occurrence of various organisms as dependent upon saline environ- 
ment and pH. 


experience of the “briner”, who sees in the dying of Dunaliella and the 
appearance of red bacteria the point at which most of the calcium is 
precipitated and the brine is ready to “corn”. 

The above considerations pertain to Dunaliella viridis. Fig. 6 
illustrates the limits of its development in the various media. The 
development of the “red cysts”, blue-green algae, and red bacteria is 
also indicated. As the appearance of red bacteria is bound to organic 
material, not much importance must be attached to the latter data. 

Inasmuch as the light intensity might have been insufficient for the 
development of the hematochrome in the swarmers of the orange 
strain of Dunaliella, the swarmers probably represented both strains, 
as the development of orange cysts showed. 
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Mue-green alga was rather friendly toward calcium in the lower 
NaCl concentrations; but it became very sensitive to it at higher 
concentrations, and also to the magnesium, so that, at 4 molar NaCl, it 
only developed in a culture without bivalent metal.* The diagram 
shows that as far as environment is concerned, Dunaliella is the most 
plastic in the green form. The orange form is more sensitive to cal- 
cium, not more sensitive to magnesium. The red bacteria, if we may 


TABLE IV 



Marina 
twannen aftet 
6innDilis 

Pal- 

inella 

Gennl- 

satiDS 

Orangt 
, cysts 

; Blue- 
gtcen 

Blue- 

green 

exclu- 

sively 

Red 

bacteria 

Number of cultures 

20 

40 

8 

21 

25 

6 

3 

Days, average incubation 








time 

47 

iO 

78 

46 

43 

77 

35 

Average pH 

8.5 

8.3 

7 8 

8 3 

S 2 

7.0 

9 0 

Aver. [Na] 

1.94 

2 06 , 

1.96 

2.30 

1 56 

l.SO 

1 3.0 

Aver. (Mg) 

0 20 1 

1 

0 14 

1 

' 0.28 

0.26 

0.13 

0 12 

0.30 

Aver. (Ca] 

0 W5 

[ 0.031 

0.026 

0-021 

0 012 

0.040 

0 

Avc.j|l£l. 

(Cal 

4.4 

4.5 

10. S 

12.4 

10.8 

3 0 

0 

Aver. size. 

6fix 8 2n 



11.7;; 




Aver, total molarity. 

2 59 

2.51 

2.50 

2.77 

1 81 

1 66 

3 30 


conclude anything from the meagre data, are most calciphobic. The 
Dimaliella strain from Sand Springs was definitely more calciphobic 
especially in the higher NaCl concentration. 

As it is impossible to get a clear impression from the perusal of over 
200 records, a summary of the results is given in Tables TV and V. 
The averaging of the data obscures many valuable details; still, several 
conclusions may be drawn from the figures on the table. 

* It is probable that the Microcoleus used as “ground cover” in the Mediter- 
ranean and Portugese salterns is more adaptable than the blue-green studied in 
these experiments. 
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(c) The red bacteria require high salinity, pH, and magnesium. 
They do not develop in cultures containing calcium. The short in- 
cubation time means a copious supply of disintegrating algae. 


TABLE V 



Sand Springs 
swarmers after 

6 months 

Palmella 

Germi- 

nating 

zygotes 

Fungus 

Number of cultures 

16 

34 

3 

9 

Days, average incubation time 

22 

40 

70 

52 

Average pH 

8.6 

8.3 

7.0 

8.3 

Aver. Na 

1.80 

2.03 

1.00 

1.34 

Aver. Mg 

0.075 

0.094 

1 

0.10 1 

1 

0.27 

Aver. Ca 

0.011 

0.004 

0.040 

0.11 

""’"■a 

6.9 

2.35 

2.5 

2.5 

Aver, size 

6.9/i X 9.6jit 




Aver, total molarity 

1.89 

2.13 

1.14 

1.72 


TABLE VI 

Marina. 60 Day Culture. No Mg, No Ca, pH 9 


Length in jx 

2ii Nad 

3u NaCl 

4m NaCl 

3. 7-4. 9 

12 

i 

i 0 

0 

4.9-6. 1 

10 

2 

1 

6. 1-7.3 

1 10 

6 

1 

7. 3-8. 5 

29 

27 

12 

8. 5-9. 7 

6 

8 

11 

9.7-10.9 

3 

11 

27 

10.9-12.1 

0 

3 

5 

12.1-13.3 

0 

1 

1 

13.3-14.5 

0 

Mean 6 . 89m 

0 

Mean 8 . 67 m 

0 

Mean 9.32m 


(b) Zygotes of Diinaliella, which appear in cultures with slow de- 
velopment, tend to show that this formation sometimes occurs after 
the vegetative phase. 
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(c) The formation of palmelh and s-mrmcrs was most marked in 
cultures with rapid development about 2 molar in NaCl and with 

ssr “'■» » 

(d) The orange cysis (D. salina ?) develop in higher molarity of 
mCl and require a veiy high Mg/Ca ratio. 

(e) The opposite is true for the blue-green and Hhe fungus, which 
developed in lower NaCl concentrations and in a low Mg/Ca. 



Fig. 7. Frequency-length diagrams of Ilumliella in various concentraU'ons 
of NaCl. 


Thus, during the evaporation of sea water, we may predict the 
enviromnent will become suitable, in succession for: blue-green algae 
ondfungus-^Dunaliella viridis, first swarmers and zygotes, then pal- 
mellae — »£). salina-^red bacteria. 

It has been claimed that Dunaliella swarmers become smaller as the 
concentration of the milieu increases. 

From the concepts developed in this paper, this would not necessa- 
rily follow. 

Actual measurements showed that the size of the swarmers seems to 
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vary more or less due to frequency of division, as the recently divided 
swarmer is, of course, smaller than the mother-cell (see Baas-Becking 
and Baker (1)). It might be that the bimodal curves in Fig. 7 
actually represent two strains of Dimaliella-, although, in these cul- 
tures, no orange cysts appeared. On either of the two assumptions, 
there seems to be no reason to assume that the size of the flagellate 
depends upon salinity. 

In both Sand Springs and Marina strains, it could be observed that 
a high calcium content of the medium influenced the size of the swarm- 
ers, so that, in cultures containing more than 0.2 mol calcium, the 
cells were very small (±5 /a long). Neither the magnesium nor the 
sodium concentration seemed to have a great effect upon size. 

Actual transfer experiments, measuring change in size of definite 
cells, are difficult. There is no doubt that such experiments are 
desirable. 

SUMMARY ANT) CONCLUSIONS 

1. Dimaliella viridis Teodoresco thrives equally well in solutions of 
NaCl 1 to 4 mol and pH 6 to 9. 

2. The organism is sensitive to calcium and magnesium, especially 
in acid medium. 

3. Calcium and magnesium are antagonistic. In a molar solution 
of NaCl the antagonistic relation Mg:Ca is 4 to 5. In a 4 molar 
solution of NaCl the proportion becomes many times as great (20:1). 

4. Although the strains used in this investigation did not occur in 
sea water concentrates, the increase in the antagonistic ratio Mg: Ca 
in which they can live closely paralleled the changes in this ratio which 
take place when sea water evaporates. 

5. The other organisms which occurred in the cultures each show a 
specific relation to Ca and Mg. 

6. The size of the cells of Dunaliella does not decrease with in- 
creasing NaCl content. 
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